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PREFACE. 

In  this  treatise  I  have  tried  to  present  in  systematic  and  defi- 
nite form  a  simple,  rigorous,  and  thoroughly  modem  introduc- 
tion to  the  fundamental  prindples  of  electromagnetic  theory, 
together  with  some  of  the  simpler  of  thHr  more  interesting  and 
important  non-technical  applications.  The  work  makes  no  pre- 
tense to  completeness,  but  is  written  for  the  serious  student  of 
physics,  who  will  make  liberal  use  of  more  detailed  treatises,  of 
hand-books,  and  of  journals,  as  occasion  demands. 

I  am  of  course  indebted  to  many  books  and  memoirs.  My 
obligations  are  especially  great,  as  the  most  cursory  examination 
of  the  book  will  show,  to  the  works  of  Maxwell,  Heaviside,  and 
Poyndng.  I  am  also  much  indebted  to  Professor  A.  G,  Webster 
for  the  use  of  a  number  of  excellent  diagrams  from  his  treatise 
on  electrical  theory. 

S.  J.  Barnett, 

STANFOKD  UNrVBKSITV,  Califohnia 
Jone,  1903. 
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Elements  of 
Electromagnetic  Theory. 

CHAPTER  I. 
GENERAL  ELECTROSTATIC  THEORY. 

1.  Electrifleation  by  Contact.  FositiTe  and  Hegatlve  Cha^M. 
Let  one  end  of  an  ebonite  rod  and  a  dry  woolen  cloth  be  rubbed 
or  strongly  pressed  together  and  then  separated ;  and  let  a  second 
rod  and  cloth  be  treated  in  the  same  way  :  The  rubbed  part  of 
each  cloth  will  be  found,  on  trial,  to  be  attracted  toward  the 
rubbed  part  of  each  rod,  while  the  rubbed  part  of  each  cloth  will 
be  repelled  from  the  rubbed  part  of  the  other  cloth,  and  the 
rubbed  part  of  each  rod  from  the  rubbed  part  of  the  other  rod. 

These  are  examples  of  electric  phenomena.  The  region  in 
which  they  are  manifested  is  called  an  electric  field  (§  it),  and 
the  medium  which  permeates  this  region  —  air  and  ;ether  in  the 
above  case  —  and  through  which  electric  influences  are  trans- 
mitted is  called  a  dielectric.  The  parts  of  the  ebonite  and  wool 
rubbed  together  are  said  to  be  electrified,  or  to  possess  electric 
charges.  The  two  pieces  of  woolen  cloth  are  said  to  have  like 
charges,  since  they  were  similarly  treated  and  since  what  is 
repelled  from  one  is  repelled  from  the  other,  and  what  is  attracted 
toward  one  is  attracted  toward  the  other.  Similarly,  the  two 
ebonite  rods  are  said  to  have  like  charges.  But  the  wool  and  the 
ebonite  are  said  to  have  uitlike  or  opposite  charges,  since  what  is 
repelled  from  one  is  attracted  toward  the  other. 
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2  ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

Like  ebonite  and  wool,  any  two  different  substances,  or  por- 
tions of  the  same  substance  in  different  physical  conditions, 
exhibit  electric  properties  afl^r  intimate  contact  and  separation. 
One  of  the  bodies  behaves  like  ebonite  rubbed  with  wool,  the 
other  like  the  wool. 

An  electric  chaise  like  that  of  wool  after  contact  with  ebonite 
is  called  a  positive  chaise,  and  a  charge  like  that  of  the  ebonite, 
a  negative  charge.  The  terms  positive  and  negative  are  justified 
by  the  opposite  properties  of  the  two  kinds  of  electrification,  but 
there  is  no  reason  except  convention  and  resulting  convenience 
why  the  two  terms  should  not  be  interchanged. 

In  addition  to  the  forces  between  electrified  bodies,  forces  are 
found  to  exist,  in  general,  between  an  electrified  body  and  an 
insulator  (§  2)  not  electrified  (Chapters  IV.  and  VI.), 

2.  Condvctora  ftod  Ininlaton.  Electrification  by  Condnction. 
A  rod  of  ebonite  electrified  at  one  end  exhibits  electric  properties 
only  at  that  end ;  while  a  rod  of  metal,  held  by  an  ebonite 
handle  and  electrified  at  one  end,  becomes  electrified  at  once 
(apparently)  all  over  its  surface.  Substances  like  the  metals,  by 
which  an  electric  charge  is  distributed  with  extreme  rapidity,  so 
as  to  come  into  a  state  of  equilibrium  within  (usually)  a  small 
fraction  of  a  second,  are  called  electric  conductors.  A  body 
charged  by  connection  with  an  electrified  body  through  a  con- 
ductor, like  the  far  end  of  the  metal  rod  mentioned  above,  is  said 
to  be  electrified  by  conduction.  Substances  like  ebonite,  over  or 
through  which  an  electric  charge  is  transferred  only  with  extreme 
slowness,  are  called  electric  insulators  or  non-conductors. 

Among  ordinary  molecular  substances  pe^ect  insulators  and 
perfect  conductors  do  not  exist,  no  such  substance  completely 
and  for  an  indefinite  time  preventing  all  transfer  of  electrification, 
and  all  offering  more  or  less  obstruction  to  such  transfer.  There 
is  every  rea.son  to  believe,  however,  that  free  aether  (a  "  vacuum  ") 
and  clean  dry  gases  containing  no  (electrolytically)  dissociated 
molecules  have  the  properties  of  a  perfect  insulator  (Chapter  IX.). 
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GENERAL  ELECTROSTATIC  THEORY.  3 

Among  substances  possessing  high  conductivity  are  the  metals, 
graphite,  and  salt  or  acid  solutions  ;  among  those  with  high  in- 
sulating properties  are  (un dissociated)  gases,  fused  quartz  (cold 
and  in  the  solid  state),  ebonite,  cold  glass,  silk,  and  wool.  A 
substance  which  is  an  excellent  insulator  in  one  condition,  how- 
ever, may  in  another  condition  have  the  properties  of  a  conductor. 
Thus  cold  glass  is  an  excellent  insulator,  but  as  the  temperature 
is  raised  its  insulating  properties  disappear.  Also,  under  very 
great  electric  stress  the  insulating  properties  of  all  molecular 
substances  break  down. 

A  body  completely  surrounded  with  insulators  is  said  to  be 
insulated. 

A  conductor  can  be  completely  discharged  by  bringing  it  into 
contact  at  any  otu  point  with  the  inner  surface  of  a  hollow  closed 
conductor  (§  4),  such  as  the  walls  of  the  room  within  which  'the 
experiments  are  performed,  provided  there  are  no  (insulated) 
electrified  bodies  within.  When  connected  to  the  walls  of  the 
room,  or  the  earth,  the  conductor  is  said  to  be  earthed.  From 
an  insulator  the  electrification  can  be  entirely  removed  only  by 
applying  a  conductor  at  every  electrified  point,  e.  g.,  by  immers- 
ing it  in  a  conducting  gas  or  liquid. 

3.  Electrification  by  laduotion.  An  insulated  conductor,  when 
brought  near  an  electrified  body,  i.  e.,  into  an  electric  field,  itself 
becomes  electrified.  Examined  by  the  methods  of  §  i,  the 
charges  of  the  more  remote  and  nearer  ends  of  the  conductor  are 
found  to  be  similar  and  opposite,  respectively,  to  that  of  the 
original  electrified  body.  A  conductor  electrified  in  this  manner 
is  said  to  be  electrified  by  induction. 

If  the  conductor,  while  still  insulated,  is  removed  from  the 
electric  field,  all  signs  of  electrification  disappear.  But  if,  while 
still  in  the  field,  it  is  connected  with  the  walls,  or  earthed,  the 
electrification  similar  to  that  of  the  original  chained  body  disap- 
pears, while  the  opposite  electrification  of  the  near  end  remains. 
If  the  conductor  is  now  insulated  and  removed  from  the  original 
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electric  field,  this  charge  becomes  more  evenly  distributed  over 
its  surface  (§  42).  In  this  manner  any  number  of  conductors 
may  be  given  charges  opposite  to  that  of  a  given  electrified  body 
without,  as  may  be  proved  by  the  method  of  §  5,  diminishing  or 
increasing  the  latter's  electrification. 

4-8.  Experimente  with  Hollow  Cloied  Condnotori.  Electric 
Soreens.  I^t  A  denote  an  insulated  hollow  conductor  having  a 
closely  fitting  conducting  lid,  B,  with  an  insulating  handle.  Let 
A  be  connected  with  an  electroscope  or  electrometer  (Chapter 
ni.),  C,  by  means  of  which  any  change  in  the  state  of  electri- 
fication of  its  exterior  (or  interior)  surface  may  be  detected  ;  and 
\^  A\x  kept  closed  except  when  another  body  is  being  intro- 
duced into  its  cavity,  or  removed  therefrom,  or  its  position  in- 
side (or  outside)  altered. 

4.  (l)  Let  the  electrometer  be  placed  outside  of  A.  If  A  is 
initially  unelectrified,  and  an  insulated  dnelectrified  conductor,  D, 
is  now  introduced  into  A  without  touching  it,  the  inner  and  outer 
surfaces  of  A  will  become  electrified  by  induction  (§  3)  with 
charges  opposite  and  similar,  respectively,  to  that  of  D.  And 
the  electrification  of  the  external  surface,  as  indicated  by  the 
electrometer,  will  be  found  to  remain  absolutely  unaltered  how- 
soever D  is  moved  about  within,  even  when  it  is  brought  into 
contact  with  A  ;  but  D,  on  being  insulated  after  contact,  and  then 
removed  from  A's  interior,  will  be  found  completely  discharged. 
This  process  may  be  repeated  indefinitely,  D  always  becoming 
completely  discharged  on  coming  into  contact  with  the  inner 
surface  of  A.  If  A  is  initially  electrified  in  any  manner,  the  phe- 
nomena will  be  precisely  the  same,  except  that  the  external 
electrificadon  and  the  corresponding  indication  of  the  electrom- 
eter will  be  different. 

(2)  Let  the  electrometer  be  placed  within  A,  either  connected 
with  A  metallically,  or  insulated  therefrom.  In  this  case  it  will 
be  found  that  if  there  are  insulated  charged  bodies  within  A,  the 
electrometer  will  give  a  certain  deflection ;  that  if  there  are  no 
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insulated  electrified  bodies  within  A,  the  electrometer  will  give 
no  deflection ;  and  that  its  indication  in  either  case  will  remain 
absolutely  unaltered  howsoever  the  electrification  of  the  exterior 
of  A  or  of  external  bodies  is  changed,  even  if  ^  is  connected  to 
the  walls  of  the  room. 

These  experiments  are  due  to  Faraday,  who  constructed  for  the 
purpose  of  performing  (2)  a  closed  conductor  lai^e  enough  to  en- 
able him  to  make  the  observations  while  himself  inside  the  cavity. 

An  experiment  similar  in  principle  to  those  of  Faraday,  but 
less  general,  performed  earlier  by  Cavendish  and  repeated  later 
by  Maxwell  with  all  the  precision  of  modem  investigation,  gave 
identical  results. 

From  the  experiments  just  described  it  follows  that,  when 
there  is  electrical  equilibrium, 

1.  Att  electric  charge  cannot  exist  in  the  substance  of  a  con- 
ductor, or  on  the  inner  surface  of  a  hollow  closed  conductor 
(unless  there  are  insulated  electrified  bodies  within).  For  D,  on 
being  removed  from  A,  of  whose  substance  it  formed  a  part, 
electrically,  while  in  contact,  was  always  unelectrified. 

2.  An  electric  field  (§  11)  does  not  exist  -udtldn  the  hollow 
trf  a  closed  conductor  (unless  there  are  charges  inside).  For  in 
(2)  the  electrometer  was  unaffected  (by  induction  or  otherwise) 
no  matter  what  the  external  electrification,  except  when  there 
were  insulated  charges  within. 

3.  The  electric  charges  and  electric  fields  ivitlun  and  without  a 
hollow  closed  conductor  are  absolutely  independent  of  one  another. 
The  conducting  shell  thus  completely  screens  each  of  these  re- 
gions from  all  static  effects  in  the  other. 

4.  An  electric  field  does  not  exist  within  the  substance  of  a  con- 
ductor.    See  §  15. 

6.  E^ual  Charts.  Two  electric  chaises  of  the  same  sign 
are,  by  definition,  of  the  same  magnitude  if  they  produce  the 
same  effect  on  the  electrification  of  the  vessel  A  when  intro- 
duced in  succession  separately. 
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Similarly,  two  charges  of  opposite  signs  are,  by  definition, 
equal  in  magnitude  if  they  produce  no  effect  on  the  electrification 
of  A  when  introduced  simultaneously. 

These  definitions  are  independent  of  the  particular  closed 
conductor  A  used,  as  two  charges  defined  as  equal  by  means  of 
one  such  vessel  arc  found  to  remain  equal  when  tested  in  the 
same  way  with  any  other  hollow  closed  conductor. 

6.  Poaitive  and  Negative  Charges  are  Always  Developed 
Bimaltaneonflly  in  Bqaal  Amounts.  If  two  bodies  electrified  by 
contact  are  introduced  into  the  vessel  A  simultaneously,  the  in- 
dication of  the  electrometer  remains  unaltered. 

If  an  electrified  body  is  insulated  within  A,  and  if  an  insulated 
uncharged  conductor  is  then  introduced  in  addition,  the  latter 
becomes  electrified  by  induction,  in  conformity  with  §  3,  but  the 
indication  of  the  electrometer  remains  unaltered. 

In  these  cases,  therefore,  positive  and  negative  charges  are 
developed  in  equal  amounts  (§  5);  and  in  the  same  way  it  may 
be  shown  that  this  is  always  the  case,  howsoever  the  electrifica- 
tion is  produced.  ' 

7.  The  Total  Anantity  of  Eleotrifloatiou  is  ITnaltered  by  Con- 
doction.  If  the  two  insulated  bodies  of  the  last  experiment  are 
brought  into  contact  with  one  another  while  inside  the  vessel  A,  or 
if  they  are  brought  into  contact  with  the  inner  surface  of  A  itself, 
conduction  occurs,  but  no  effect  on  the  external  elecCrification  is 
produced.  From  this  it  follows  that  when  conduction  occurs, 
the  total  (algebraic)  amount  of  electrification  is  unaltered. 

Corollary.  The  charges  induced  on  the  inner  and  outer  sur- 
faces of  A  when  an  electrified  body  is  introduced  and  insulated 
within,  as  in  §  4,  are  each  of  the  same  magnitude  as  that  of  the 
insulated  body.  For  when  D  touches  A,  the  charges  of  D  and 
the  inner  surface  of  A  completely  disappear  by  conduction,  since 
D  on  removal  is  unelectrified  ;  thus  their  algebraic  sum  is  zero. 
And  the  (opposite)  charges  on  the  inner  and  outer  surfaces, 
being  induced,  must,  by  §  6,  be  equal  in  magnitude. 
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8.  Eleotrie  Cliarges  of  Both  Einda  Xeunred  in  Terms  of  a 
Single  Arbitrary  ITnit.  In  addition  to  the  hollow  conductor  A 
of  §§  4—7,  let  there  be  provided  another  similar  insulated  vessel 
B,  sufficiently  large  to  admit ..4  through  its  opening;  and  let  the 
conductor  I)  be  given  a  certain  charge  (suppose  positive  for  the 
sake  of  definiteness),  which  will  be  adopted  as  a  provisional  unit. 

If  now  /?  is  brought  within  A  and  kept  insulated,  the  outer 
surface  of  A  will  have  unit  positive  charge.  If  A  is  brought  in- 
side B  and  then  into  contact  with  it,  this  charge  will  disappear,  as 
will  also  the  chaise  induced  on  B's  inner  surface,  leaving  the 
outside  of  B  with  unit  positive  charge.  If  A  is  now  removed 
from  B's  interior  and  then  D  from  A,  the  negative  charge  in- 
duced on  A's  inner  surface  will  pass  to  the  outer  surface  and 
will  disappear  when  A  is  discharged.  This  complete  process 
may  be  repeated  any  number  of  times.  Each  time  B  will  acquire 
an  additional  unit  positive  charge,  and  thus  may  be  given  a 
measured  positive  charge  which  is  any  integral  multiple  of  the 
original  unit. 

To  give  B  a  negative  charge  measured  in  tenns  of  the  same  unit, 
the  outer  surface  of  A  must  be  brought  into  contact  with  the 
inner  surface  of  a  hollow  closed  conductor  after  the  introduction 
of  D,  when  the  positive  charge  will  disappear  from  the  outside, 
leaving  unit  negative  charge  upon  the  inner  surface.  When  D 
is  removed,  this  charge  will  pass  to  the  outer  surface  of  A,  and 
will  be  given  up  wholly  to  B  when  A  is  brought  into  contact 
with  B's  interior.  B  will  now  have  unit  negative  charge,  and  by 
removing  A  and  repeating  the  process  may  be  given  any  number 
of  units  negative  charge  desired. 

To  obtain  any  submultiple,  i/«,  of  the  original  charge,  it  is 
only  necessary  to  arrange  symmetrically  in  contact  the  original 
conductor  D  and  «  —  i  precisely  similar  and  equal  conductors, 
all  other  bodies,  except  the  surrounding  dielectric,  supposed 
homogeneous  and  isotropic,  being  so  remote  as  to  have  no  appre- 
ciable effect.  Then,  by  the  principle  of  symmetry,  each  con- 
ductor will  take  i/n  of  the  original  charge. 
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9.  The  Lav  of  Coalomb.  Let  two  small  spherical  insulated 
conductors  which  can  be  given  any  charge  desired,  measured  in 
terms  of  some  provisional  unit  by  the  methods  of  §§5  and  8, 
be  so  connected  with  a  dynamometer,  such  as  a  gravity  balance, 
that  the  force  F  between  them  can  be  measured  as  their  chaises, 
^j  and  ^j,  the  distance  L  between  their  centers,  and  the  surround- 
ing dielectric  are  varied.     Then  it  is  found  by  experiment  that, 

(i)  However  the  distance  L  and  the  charges  q^  and  q^  are 
varied,  provided  all  the  experiments  are  performed  in  the  same 
dielectric,  and  provided  that  this  dielectric  is  homogeneous  and 
isotropic  and  extends  to  a  great  distance  on  all  sides  of  the  elec- 
trified bodies,  ^  is  in  the  straight  line  joining  the  centers  of  the 
conductors ;  is  directly  proportional  to  the  product  of  their 
charges,  being  repulsive  (considered  positive)  when  the  charges 
are  like  and  attractive  (considered  negative)  when  the  charges 
are  unlike,  as  already  known  from  §  I ;  and  the  greater  L  in  com- 
parison with  the  linear  dimensions  of  the  charged  bodies,  the 
more  nearly  inversely  proportional  to  L^. 

(2)  In  different  dielectrics,  with  all  other  conditions  the  same, 
the  force  is  different,  and  always  less  than  in  vacuo  (free  aether). 

The  general  expression  for  F,  when  the  linear  dimensions  of 
the  (not  necessarily  spherical)  charged  bodies  are  negligible  in 
comparison  with  their  distance  apart,  is  therefore 

F-  Aq.qJcO  .  (I') 

where  c  is  a  constant  depending  on  the  medium  in  which  the  ex- 
periments are  performed,  called  its  permittivity  or  dielectric  con- 
stant, and  ^  is  a  positive  constant  depending  on  the  units  in 
which  q^,  9j,  L,  F,  and  c  are  expressed, 
(i')  expresses  Coulomb's  law. 

The  Rational  Electrostatic  tTnit  Charge.  Unit  FermittiTity.  In 
what  follows,  unless  the  contrary  is  stated,  the  centimeter  will 
be  used  as  unit  length,  the  dyne  as  unit  force,  the  permittivity 
of  free  aether,  which  will  be  denoted  by  c^,  as  unit  permitdvity, 
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and  as  unit  charge  the  charge  which  each  of  two  indefinitely 
small  bodies  must  have  in  order  that  when  at  a  distance  of  i  cm, 
apart  in  a  vacuum  the  force  between  them  may  be  i/4'T  dyne. 
This  unit  charge  is  called  by  its  originator,  Oliver  Heaviside,  the 
ratumai  electrostatic  unit  charge,  and  c^  is  called  the  electrostatic 
unit  pemnttiinty. 

Methods  of  measuring  permittivity  are  discussed  in  Chapter 
VII. 

The  conventions  just  made  give,  by  the  above  equation, 
A  =  l/4ir,  and  the  equation  reduces  to 

which,  in  addition  to  being  a  particular  case  of  (l'),  is  a  particular 
case  of  (2). 

The  direct  experimental  investigation  of  the  law  of  force  is 
due  to  Coulomb,  but  is  not  capable  of  great  precision.  The  law, 
as  stated  by  Coulomb,  is  most  satisfactorily  established  by  the 
consideration  that  all  experimental  knowledge  is  in  perfect  accord 
with  an  electrical  theory  based  largely  upon  the  assumption  that 
the  laws  expressed  in  (i)  are  exact.*  A  reason  for  the  law  of 
inverse  squares  and  a  justification  of  the  term  rational  unit  will 
be  given  in  §§  5,  11.,  and  24. 

The  dimensions  of  electric  charge  and  the  other  electric  quan- 
tities, as  well  as  other  systems  of  units,  will  be  considered  in 
Chapter  XIV. 

For  rational  electrostatic  the  abbreviation  RES  will  hereafter 
be  employed. 

10.  If  any  one  of  the  experiments  described  above  is  repeated 
in  diflerent  dielectrics,  the  results  in  all  cases  will  be  identical, 
except  that,  in  conformity  with  §  9,  the  force  between  two 
charged  bodies  will  always  depend  on  the   surrounding  dielec- 


*The  ctmunon  dedoctioa  of  the  law  of  iuveise  squares  from  the  results  of  the 
Cavendish  eiperimeni  catuiDt  'at  accepted  as  valid.  See  The  Physical  Hevitui,  Sep- 
ten^>eT,  1903,  p.  175. 


b;.Googlc 


10  ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

11.  Eleotiio  Field.  Electric  Inteneity.  —  Any  region  in  which 
an  electrified  body  is  acted  upon  by  a  mechanical  force  in  virtue 
of  its  chaise,  or  in  which  an  uncharged  conductor  is  chained  by 
induction,  is  called  an  electric  field.  Such  a  field  exists,  for  ex- 
ample, around  an  electrified  body  (§  i),  but  may  also  exist  with- 
out the  presence  of  electrification  (Chapters  VI.  and  Xlll.). 

As  a  result  of  experiment,  it  may  be  stated  that  the  force  F 
acting  upon  a  small  charged  body,  or  small  portion  of  a  charged 
body,  at  any  point  of  an  electric  field  is  proportional  to  its  charge 
q  —  provided  that  the  distribution  of  electric  charge  (real  and 
apparent,  Chapter  IV.)  originally  accompanying  the  electric  field 
remains  undisturbed  by  the  introduction  of  q.  Expressed  in  the 
form  of  an  equation,  this  relation  is 

F~  Eg  (2) 

where  £  is  a  constant  for  the  given  point  of  the  field  called  the 
electric  intensity,  electric  force,  or  voltivity  at  the  point. 

The  conditions  for  the  rigorous  proof  of  this  relation  by  direct 
experiment  would  be  impossible  to  realise,  and  the  remark  at  the 
close  of  §9  with  reference  to  the  establishment  of  Coulomb's  law 
applies  without  alteration  to  (2). 

As  (2}  showSj  E  is  not  a  mere  number,  but  a  physical  quan- 
tity specifying  the  state  of  the  field  and  such  that  its  product  by 
an  electric  charge  is  a  mechanical  force.  E  is  clearly  a  vector 
quantity,  its  direction  being  that  of  the  force  on  a  positively 
chained  body,  and  its  magnitude  the  number  of  dynes  per  unit 
charge.  When  q  is  expressed  in  the  RES  unit  charge  and  F  in 
dynes,  E  is  said  to  be  expressed  in  the  RES  unit  electric  inten- 
sity. 

The  term  electric  field  \s  often  used  to  denote  the  collective  in- 
tensity in  a  region,  instead  of  the  region  itself.  The  direction  of 
the  field  at  any  point  is  the  direction  of  the  intensity,  and  the 
strength  of  the  field  \s  the  magnitude  of  the  intensity. 

12.  The  Buperposition  of  Electric  Fields.  —  Experiment  also 
shows  that  any  number  of  electric  fields  (up  to  a  certain  limit, 
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when  the  dielectric  breaks  down  and  conduction  occurs)  may  be 
superposed  upon  one  another,  the  effect  of  each  being  indepen- 
dent of  all  the  rest.  Electric  intensities,  being  vectors,  may 
therefore  be  compounded  like  ail  other  vectors  for  which  the 
principle  of  superposition  holds,  the  resultant  intensity  at  any 
point  being  the  geometric  or  vector  sum  of  the  component  in- 
tensities. 

An  electric  field  is  umform  if  its  intensity  is  the  same  at  every 
point.  Since  £■  is  a  vector,  this  condition  necessitates  a  constant 
direction  as  well  as  a  constant  magnitude.  In  most  cases  E 
varies  from  point  to  point.  Examples  of  uniform  and  other  elec- 
tric fields,  as  well  as  of  the  superposition  of  electric  fields,  will 
be  given  below. 

13.  Electric  SiBplacement  or  Induction.  ElectrlBHtion.  The 
physical  nature  of  every  electric  quantity  is  at  present  unknown. 
Many  phenomena,  however,  support  the  hypothesis  that  c  is  an 
elastic  permittivity  {i.  e.,  the  reciprocal  of  an  elastic  modulus) 
and  that  E  is  an  elastic  stress.  For  the  sake  of  constructing  a 
mechanical  conception  of  the  electric  field  we  shall  provisionally 
assume  c  and  £  to  be  a  permittivity  and  a  stress,  respectively. 
The  so-called  permittivity  c  will  then  be  the  actual  permittivity 
of  the  aether  or  aether  entangled  in  matter  for  the  (unknown) 
kind  of  strain  concerned. 

Now,  in  the  case  of  ordinary  elastic  substances  subjected  to 
slight  mechanical  strains  we  have,  very  approximately,  the  rela- 
tion (Hooke's  law) ;  sirainjsircss  =  lUnodulus  =  permittivity,  or 
strain  ™  permittivity  x  stress.  If  then  c  is  a  permittivity  of  a  cer- 
tain type  and  E  a  stress  of  the  corresponding  type,  their  product 
cE  must  measure  the  corresponding  strain  or  displacement  of  the 
dielectric. 

Whether  this  conception  is  correct  or  not,  the  product  cE  is 
called  the  electric  displacenunt  (also  the  electric  induction),  and  is 
denoted  by  D.     That  is 

D=cE  (3) 
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E  bdng  a  vector,  and  c  being  the  same  for  every  direction  of 
the  intensity,  since  isotropic  substances  only  are  to  be  considered 
here,  /?  is  a  vector  with  the  same  direction  as  that  of  E.  When 
c  and  E  are  expressed  in  RES  units,  D  is  said  to  be  expressed  in 
the  RES  unit  displacement  (or  induction). 

A  substance  in  which  there  is  electric  displacement  is  also  said 
to  be  in  a  state  of  electrisadon,  or  to  be  electrised.  If  the  dis- 
placement and  permitdvity  are  uniform  throughout,  the  electrisa- 
tion is  said  to  be  uniform. 

14.  Mechanical  Conoeption  of  the  Eleotrio  Field.  A  definite 
conception  of  the  electric  field  based  on  the  assumptions  made 
above  will  now  be  given.  According  to  this  conception  (which 
leads  to  results  by  no  means  wholly  consistent,  however)  the 
aether  is  the  simplest  possible  kind  of  dielectric  and  is  composed 
of  two  kinds  of  minute,  incompressible,  elastic  cells,   called 


positive  and  negative  cells,  respectively,  so  arranged  (in  rows). 
Fig.  I,  a,  that  only  unlike  kinds  are  in  contact,  and  that  no  slip 
between  adjacent  cells  is  possible. 

When  the  aether  supports  an  electric  field,  the  cells  remain  un- 
changed in  volume,  but  their  shapes  are  distorted  and  their  centers 
of  volume  displaced,  Fig.  i ,  b,  the  centers  of  the  positive  cells  in 
the  direction  of  the  electric  intensity,  and  the  centers  of  the 
negative  cells  in  the  opposite  direction.  The  electric  displace- 
ment is  measured  by  the  relative  linear  displacement  of  the 
centers  of  volume  of  the  cells  of  a  positive  row  with  reference 
to  the  centers  of  volume  of  the  adjacent  negative  rows  divided 
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by  the  distance  between  two  adjacent  rows.  The  electric  inten- 
sity is  the  force  per  unit  area  in  the  direction  of  D  acting  upon 
the  positive  cells,  or  the  force  per  unit  area  in  the  opposite  direc- 
tion to  that  of  D  acting  upon  the  negative  cells,  in  any  plane 
passing  through  the  direction  of  D.  For  small  displacements, 
the  displacement  and  intensity  so  measured  will  be  proportional, 
as  required  by  (3)  in  all  cases.  The  total  mechanical  force  acting 
upon  the  whole  substance  within  any  element  of  volume  is  zero. 
From  what  precedes  and  from  the  nature  of  the  distortion  as 
shown  in  the  figure,  it  is  clear  that  there  is  a  tension  in  the 
aether  parallel  to  the  intensity,  and  a  pressure  in  ail  directions 
normal  to  the  intensity.  That  this  deduction  from  our  mechanical 
conception  is  consistent  with  fact  is  demonstrated  in  §§40—41. 

When  the  dielectric,  instead  of  free  sether,  is  a  molecular  sub- 
stance permeated  by  jether,  the  same  general  conception  is  use- 
ful. Like  the  fether  which  permeates  the  matter,  its  molecules 
may  be  thought  of  as  composed  each  of  two  constituents,  positive 
and  negative  atoms,  or  atomic  groups,  or  corpuscles  {Chapter 
IX.),  which  suffer  a  displacement  similar  and  in  addition  to  that 
of  the  jether  cells  entangled  among  them.  However  this  may 
be,  the  permittivity  of  all  molecular  substances  yet  investigated 
is  greater  than  that  of  free  sether.  Thus,  in  ordinary  matter  a 
greater  displacement  than  in  free  sether  accompanies  a  given 
intensity. 

In  perfect  insulators,  according  to  our  conception,  the  cells 
cannot  slip  over  one  another,  and  thus  clastic  displacement  only 
can  accompany  electric  intensity.  In  an  imperfect  insulator  the 
cells  can  slip  only  with  extreme  slowness,  and  more  slowly  the 
more  highly  insulating  the  substance.  In  a  conductor  electric 
stress  can  exist  only  temporarily  (unless  an  impressed  electro- 
motive force.  Chapter  VIII.,  is  continuously  acting),  and  is 
always  accompanied  by  rapid  slip.  That  the  substance  of  a  con- 
ductor cannot  support  electric  displacement  in  a  static  field  will 
be  shown  in  §  15.  The  mechanical  conception  of  electric  con- 
duction will  receive  further  consideration  later  on  (Chapter  IX.). 
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15.  Eleotoie  Siaplaoemflnt  and  latansity  Zero  witluit  a  Condno- 
tor  in  a  Static  Field.  We  may  now  restate  (4),  §4,  as  a  corol- 
lary of  (3),  §  4 :  A  static  field  cannot  exist  within  the  substance 
of  a  conductor.  For  the  fields  within  and  without  a  hollow 
closed  conductor  are  absolutely  independent  of  one  another, 
however  thin  the  conducting  shell.  Hence  they  cannot  be  con- 
nected by  an  electric  field  or  electrically  strained  medium,  and 
the  whole  substance  of  a  conductor,  except  an  extremely  thin 
surface  layer,  is  without  electrical  significance  (in  a  static  field). 
Thus  the  electric  intensity  and  displacement  in  the  outer  region 
terminate  at  the  outer  surface  of  the  conductor,  and  the  electric 
intensity  and  displacement  of  the  inner  region  (if  the  conductor 
is  hollow  and  encloses  insulated  electrified  bodies)  terminate  at 
the  inner  surface. 

16.  Liiiei  and  Tabei  of  Int«niity,  Siaplaeemftnt,  etc.  A  line 
so  drawn  in  an  electric  field  as  to  have  at  every  point  along  its 
length  the  direction  of  the  electric  intensity  (electric  force),  elec- 
trisation, or  displacement  (inductjoii)  is  called  a  line  of  intensity 
{force),  electrisation,  or  displacement  {induction). 

A  tubular  surface  the  elements  of  which  consist  wholly  of 
lines  of  intensity  or  induction  (etc.)  is  called  a  tube  of  intensity 
or  induction  (etc.). 

The  strength  cf  a  tube  of  induction  or  displacement  is  defined 
in  §  23. 

17.  Voltage,  ElectromotlTe  Force,  and  Difference  of  Potential. 
The  work  done  by  the  electric  field  in  carrying  an  indefinitely 
small  body  with  electric  charge  q  along  an  element  dL  fFig.  2) 
of  a  path  L  between  two  points  P^  and  P^  of  an  electric  field,  if 
dL  makes  an  angle  8  with  the  electric  intensity  E,  is 

dW=.  qE  cos  0  dL  (4) 

and  the  total  work  done  in  carrying  q  along  L  from  /",  to  /*,  is 

W^qjEcosOdL  (5) 
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the  integral  being  taken  from  /",  to  P,.  To  carry  q  from  P^  to 
/*,  along  the  same  path  would  of  course  require  the  expenditure 
of  the  same  amount  of  work  against  the  field  by  an  outside  agent. 

In  the  same  way  the  work 
done  by  the  field  in  carrying  the 
body  with  charge  q  from  /\  to 
P^  along  another  path  /.'  b 

IV'^qjE'  cos  6' dU. 

If  the  electric  field  is  a  static  P| 
field,  IF—  W,  and  therefore 

/£cos  edL  -  JE'  cos  0'dL'. 

For  if  the  work  done  along  any  path  L  were  greater  than  that 
done  along  any  other  path  L',  a  positive  amount  of  work, 
W—  W,  would  be  done  on  the  charged  body  by  the  field  dur- 
ing each  completion  of  a  circuit  from  P^  to  /",  along  L  and  back 
along  L',  and  yet  the  energy  of  the  field  would  remain  unaltered. 
Since  this  is  inconsistent  with  the  principle  of  the  conservation 
of  energy,  jE  cos  6  dL  is  the  same  for  every  path  between  two 
given  points  in  an  electrostatic  field. 

The  line  integral  of  the  electric  intensity,  fE  cos  0dL=  Wjg, 
along  a  path  L  from  P^  to  Pj  is  called  the  electromotive  force 
(e.m.f.)  or  voltage  along  the  path  L  from  P^  to  P^.  When,  as  in 
the  case  just  considered,  this  quantity  is  the  same  for  every  path 
from  /*,  to  /*j,  it  is  called  also  the  difference  of  potential  between 
/*,  and  P^  or  the  fall  of  potential  from  /",  to  P^. 

Since  a  voltage  is  a  quantity  of  work  divided  by  a  charge,  it  is 
evidently  not  a  vector. 

When  Wis  expressed  in  ergs  and  ^  in  the  RES  unit  charge, 
or  when  E  is  expressed  in  the  RES  unit  intensity,  and  L  in  cm,, 
the  voltage  (  =  W/q  =  jE  cos  8  dL)  is  said  to  be  expressed  in 
the  RES  unit  voltage.  In  magnitude,  the  voltage  between  two 
points  is  equal  to  the  work  done  in  carrying  unit  charge  from 
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one  point  to  the  other  along  the  given  path,  or  any  path  if  the 
voltage  is  a  potential  diHerence. 

18.  Pote&tiaL  Eqaipotential  Surfaces.  The  fall  of  potential 
from  a.  given  point  P  to  any  point  at  an  infinite  distance  from  all 
electrified  bodies  is  called  the  electric  potential  at  P. 

This  term  is  also  commonly  applied  to  the  fall  of  potential  from 
P  to  any  point  of  the  earth.  That  the  two  definitions  are  not 
identical  will  be  shown  in  §  6,  Chapter  II, 

The  symbol  V  will  be  used  to  denote  the  potential  at  a  point 
P.  In  conformity  with  this  notation,  the  fall  of  potential  from  a 
point  /*,  to  a  point  P^  will  be  written  \\  —  V^,  V^^,  or,  where  there 
is  no  danger  of  confusion,  simply  V. 

A  surface  which  is  everywhere  normal  to  the  electric  intensity, 
and  between  any  two  points  of  which  there  is  therefore  no  voltage, 
is  called  an  eguipotential  surface,  or  simply  an  cquipotential.  It  is 
clear  that  an  equipotential  surface  is  always  a  closed  surface  or 
else  (in  certain  ideal  fields)  an  infinite  plane. 

19.  Eleotrio  Inteuity  in  a  Statin  Field  the  Spaoe  Bate  of  Simi- 
nntion  of  Potential.  —  For  the  voltage  from  /",  to  P^  we  have 

by  writing  E^,  for  E  cos  5,  the  component  of  electric  intensity  in 
the  direction  oidL.  That  is,  the  potential  of  P^  exceeds  that  at  /*, 
byfEi,  dL  from  /",  to  P, ;  or  the  diminution  of  potential  from  P^ 
to  P^  is  r^E  ^^  ^Tora  /\  to  /'j.  If  the  two  points  are  taken  an 
infinitesimal  distance  dL  apart,  the  diminution  of  potential  along 
dL  becomes  —  dV,  and  the  integral  becomes  simply  E^^  dL.  Thus 
we  have 

■      -  dV^  Ej,  dL 
and  therefore 

Ej,=  -dVldL  (6) 

That  is,  the  component  of  electric  intensity  in  any  direction  is  the 
space  rate  of  diminution  of  the  electric  potential  in  that  direction. 
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V  obviously  diminishes  most  rapidly  along  a  line  of  intensity, 
and  not  at  all  along  a  line  in  an  equipotential  surface. 

SO.  El«ctrio  Field  Xspped  oat  by  a  System  of  E^nipotentiale. 
If  a  line  of  intensity  is  denoted  by  N,  the  last  equation  gives 
E^^E~-dVjdN. 

From  this  it  follows  that  an  electric  field  can  be  completely 
mapped  out  by  a  system  of  equipotential  surfaces  so  drawn  that 
the  voltage  between  successive  surfaces  is  constant.  For  the 
direction  of  the  intensity  at  any  point  is  that  of  the  normal  to  the 
equipotential  passing  through  the  point ;  and  its  magnitude  is, 
by  the  above  equation,  proportional  to  the  number  of  successive 
equipotential  surfaces  crossed  at  the  point  per  unit  length  by 
this  normal  or  line  of  intensity.  Maxwell's  method  of  drawing 
such  an  equipotential  system  is  described  in  §§  j,  1 1,  13,  14,  II. 

21.  Eleotric  Flax.  Let  dS,  Fig.  3,  denote  an  element  of  area 
at  any  point  of  an  electric  field  where  the  displacement  is  D,  and 
let  the  angle  between  D  and  the  normal  N  io  dS  he  denoted  by 
6.  The  product  of  dS  into 
the  component  of  D  normal 
to  dS,  that  is,  D  cos  0  dS, 
is  called  the  electric  flu^ 
across  dS. 

To  obtain  the  electric  flux, 
n,  across  an  extended  sur- 
face S,  over  which  D  may 
vary  in  any  manner,  the  in- 
tegral of  D  cos  6  dS  must 
be  taken  over  the  whole  sur- 
face.    Thus  ^ 

Tl  =  JD  cos  0  dS 

22.  Oavss'a  Theorem:  The  electric  flux  outward  across  any 
closed  surface  5  so  drawn  as  to  enclose  a  total  charge  y  is  equal 
to  J. 


(7) 
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The  theorem  will  first  be  established  for  the  case  in  which  all 
space  is  filled  up  with  a  single  homogeneous  isotropic  dielectric 
with  permittivity  c  (or  with  any  number  of  isotropic  dielectrics  all 
of  which  have  the  same  permittivity  c). 


Consider  first  the  field  about  a  charge  g  concentrated  at  P, 
¥vg.  4,  any  point  within  5,  a  closed  surface  of  any  shape.  For 
the  magnitude  of  the  displacement,  D,  at  any  element  of  area 
dS,  distant  L  from  P,  we  have  from  (i),  (2),  and  (3) 

In  direction,  D  and  B  are  evidently  radial  from  P  (or  to  /*  if 
q  is  negative). 

For  the  flux  across  dS  we  have  therefore 

dTi  Tm  D  cos  d  dS  =  qdS  cos  B!^irV  =  q  dS'l^irD  =  q,'4.ir  ■  dot 

where  dS'  =  dS  cos  B  is  the  projection  of  dS  normal  to  L,  and 
.  (^  m  dS'jl}  is  the  elementary  solid  angle  subtended  at  P  by  dS 
and  dS' ,  that  is,  the  angle  of  the  elementary  conical  tube  of  in- 
duction cutting  out  the  area  dS. 

If  the  surface  is  folded,  so  that  some  of  the  tubes  cut  it  more 
than  once,  as  the  tube  of  angle  dia  which  cuts  out  the  areas  dS^, 
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tiS^,  ■  ■  ■ ,  dSj^  in  the  figure,  each  of  these  tubes  must  obviously 
cut  it  an  odd  number  of  times.  And  since  the  angle  c/ta  of  the 
cone  is  the  same  for  all  the  elements  dS^,  dS^,  etc.,  the  magnitude 
of  the  flux  across  each  will  be  the  same,  viz.,  gj^ir-da>,  but  the 
flux  will  be  outward  (positive)  across  all  the  elements  with  odd 
numbers,  and  inward  (negative)  across  all  the  elements  with  even 
numbers.  Thus  all  the  elements  except  one,  across  which  the 
flux  is  positive  or  outward,  cut  one  another  out  in  pairs,  leaving 
the  total  flux  outward  through  the  tube  equal,  as  for  a  tube  of 
the  same  angle  cutting  the  surface  but  once,  to  y/4T  ■  dte. 
The  outward  flux  across  the  complete  surface  is  therefore 

U:^fdn  =  q!4-7r  Jdei>  =  g  (8) 

since  the  whole  solid  angle,  Jdw,  subtended  by  any  closed  sur- 
face at  a  point  within  it  is  47r. 

This  result  is  independent  of  the  position  of /'within  S;  hence, 
by  the  principle  of  superposition,  it  must  hold  for  charges  dis- 
tributed in  any  manner  within  S,  q  denoting  now  the  total  (alge- 
braic) chat^e  within.  The  validity  of  the  theorem  for  all  isotropic 
electrostatic  fields  will  be  established  later  (§§  29,  I.  and  i,  IV.). 

83.  The  Strengtli  of  a  Tube  of  Induction.  From  (8)  it  fol- 
lows that  the  flux  across  every  cross-section  of  a  given  tube  of 
induction  is  the  same.     For  by  the  definition  of  a  tube  there  is 


no  flux  across  any  part  of  its  sides ;  and  since  in  the  space  en- 
closed within  the  sides  and  two  diaphragms  .S',  and  5,,  Fig.  5, 
there  is  no  electric  chat^e,  the  flux  which  enters  this  region 
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across  5^  must  equal  that  which  leaves  across  S^.  Thus  there 
is  an  analogy  between  the  electric  flux  and  the  flux  of  an  incom- 
pressible fluid. 

The  strength  of  a  tube  of  induction  is  defined  as  the  magnitude 
of  the  flux  across  any  diaphragm  of  the  tube.  A  unit  tube  is  a 
tube  whose  strength  is  unity. 

24.  Slftotrio  Charge  vaA  Siacoatinnity  of  Eleotrio  Flnz.  With 
the  exception  of  closed  tubes  of  inducdon  (Chapter  VI.},  all 
tubes  in  a  static  field  emanate  from  positively  charged  bodies  and 
terminate  upon  negatively  charged  bodies.  To  prove  this  state- 
ment, consider  two  electrified  bodies  (there  cannot  be  less  than 
two)  alone  in  the  field,  there  being  no  charges  upon  other 
bodies.  If  one  possesses  the  charge  +  y,  the  other  possesses  the 
charge  —  y  (§  6).  The  total  electric  flux  outward  across  any  closed 
suriiace  surrounding  +  y  is  y,  and  the  total  inward  flux  across 
any  closed  surface  surrounding  ■—  q  h  q  ;  or  the  total  flux  across 
any  closed  surface  separating  the  charge  +  y  from  the  chaise 
—  q  \s  equal  to  g  in  magnitude,  and  in  direction  is  from  -|-  q 
toward  —q.  That  is,  all  the  tubes  emanate  from  the  body 
with  charge  +  q  and  terminate  upon  that  with  charge  —  q,  the 
total  strength  of  all  the  tubes  being  q. 

Exactly  the  same  mode  of  reasoning  may  be  applied  to  a  single 
tube  of  induction.  The  strength  of  a  tube  is  thus  equal  to  the 
magnitude  of  the  positive  charge  at  one  end  or  to  the  magnitude 
of  the  negative  charge  at  the  other.  The  whole  electric  field 
indeed  may  be  regarded  as  a  single  tube  of  induction  passing 
from  one  charge  to  the  other. 

Thus  the  electric  charge  resides  only  where  the  displacement 
is  discontinuous,  and  is  measured  by  the  amount  of  this  discon- 
tinuity. In  fact  Gauss's  theorem  simply  states  the  identity  of  an 
electric  charge  and  the  flux  from  the  charge,  or  rather  the  dis- 
continuity of  the  flux  at  the  charge. 

Batioual  Uniti.  The  system  of  units  here  adopted  is  called 
rational  for  the  reason  that  it  makes  the  flux  from  a  chaise  equal 
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to  the  chai|je  numerically,  as  it  is  dimensionatly,  instead  of  to  4ir 
X  the  charge,  as  in  the  common  systems,  and,  as  a  consequence, 
does  away  with  the  factor  ir  except  in  the  case  of  spherical  or 
circular  distributions,  where  it  would  naturally  occur. 

25.  Eleotrio  Field  Kapped  Oat  by  Tnbei  of  ladnotioiL     In  the 
elementary  tube  7",  Fig.  6,  let  the  diaphragms  dS^^,  dS^,  be  drawn 


at  right  angles  to  the  axis  of  the  tube.     Then  we  have,  by  §23, 
D^dS,  =  D^S^,  whence 

DJD^~dSJdS,  =  EJE,  (9) 

Thus  the  intensity  and  induction  at  every  point  along  a  narrow 
tube  are  inversely  proportional  to  its  right  cross-section  at  the 
point.  Since  therefore  the  magnitude  of  the  right  cross-section 
of  a  tube  at  a  point  indicates  the  mj^itude  of  the  induction  and 
intensity,  and  the  direction  of  the  tube  the  direction  of  these 
quantities,  an  electric  field  may  be  completely  mapped  out  by 
drawing  a  system  of  tubes,  all  of  the  same  strength,  filling  the 
field.  Maxwell's  method  of  drawing  such  a  system  of  tubes  will 
be  explained  in  §§  7,  11,  13-14,  II. 

26.  The  Snrfaoe  of  a  Coadnotor  in  a  Static  Field  is  an  Eqaipo* 
tential  fiar&oe.  For,  since  in  a  static  field  there  is  no  electric 
intensity  i(ithin  the  substance  of  a  conductor,  the  voltage 
JE  cos  OdL  is  zero  along  any  hne  drawn  wholly  through  the 
substance  of  a  conductor  and  connecting  any  two  points  of  its 
surface  (and  therefore  along  any  other  line  connecting  the  two 
points,  since  the  field  is  static). 

27.  Equipotential  Kegion.  If  in  the  region  on  one  side  of  a 
given  equipotential  surface  there  is  no  electric  chaise,  the  elec- 
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trie  induction  and  intensity  in  this  region  are  also  zero,  and  all 
parts  of  it  are  therefore  at  the  same  potential  as  that  of  the 
equipotential  surface.  For  all  the  tubes  which  cross  an  equipo- 
tential  surface  cross  it  normally  and  but  once ;  and  in  the  region 
considered  there  is  no  electric  charge  with  which  such  tubes 
could  originate  or  terminate.  Hence  there  are  no  tubes  in  the 
region,  by  Gauss's  theorem,  and  no  voltage. 

That  the  space  containing  the  substance  of  a  conductor,  or  the 
space  included  within  a  hollow  closed  conductor,  is  an  equipo- 
tential rcgion,  has  already  been  established. 

28.  In  a  Static  Field  a  Conductor  may  be  Beplaoed  by  a  Sie- 
leotrio  of  any  PermittiTity.  Since  there  is  no  electric  field  in  a 
region  without  charge  bounded  by  an  equipotendal  surface 
(charged  or  uncharged),  the  substance  filling  this  region  may  be 
replaced  by  any  other  substance,  with  its  surface  charged  in  the 
same  manner  as  that  of  the  substance  replaced,  without  in  any 
way  aifecting  the  electric  field.  Thus  it  is  extremely  convenient 
for  the  purpose  of  solving  many  electric  problems,  to  imagine 
the  substance  of  an  electrified  conductor  replaced  by  a  dielectric 
of  the  same  permittivity  as  that  of  the  surrounding  medium,  with 
its  surface  coincident  with  that  of  the  conductor  and  charged  in 
the  same  manner.  This  is  in  order  to  apply  the  law  of  inverse 
squares,  which  can  be  done  only  when  all  space  contains  the 
same  dielectric  of  uniform  permittivity.  Extensive  use  will  be 
made  of  this  principle  in  what  follows  and  it  will  be  generalised 
in  Chapter  IV. 

29.  Oanii'i  Theorem  Valid  for  a  Fiiut«  BegioB  and  for  a  Field 
Containing  or  Bounded  by  Condaotori.  As  an  immediate  corollary 
of  what  precedes,  it  follows  that  Gauss's  theorem  is  valid 
throughout  an  infinite  electric  field  containing  a  homogeneous 
isotropic  dielectric  and  any  number  of  conductors.  And  as  an 
immediate  corollary  of  this  last  proposition  and  §  4,  it  follows 
that  the  theorem  is  valid  throughout  any  finite  electric  field 
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bounded  by  conductors,  and  throughout  a  tinite  portion  of  any 
electric  field,  provided  that  this  finite  field  or  portion  of  a  field 
contains  only  a  single  homogeneous  isotropic  dielectric  and  con- 
ductors. The  validity  of  the  theorem  is  still  further  extended 
in  Chapter  IV. 

30.  Electric  Siufaee  and  Volume  Density,  Coavergenoe  and 
Siver^noe  of  a  Vector,  The  electric  surface  density  at  any 
point  of  a  charged  surface  is  defined  as  the  charge  per  unit  area 
at  the  point,  and  will  be  denoted  by  <r.  If  dS  is  an  element  of 
area  at  the  point  and  dq  its  charge, 

a^dqldS  (10) 

The  outward  flux  across  any  surface  enclosing  dq  and  no 
other  electric  chains  is  dll  =  dq^  ffdS,hy  Gauss's  theorem 
(not  yet  proved  for  this  case,  since  the  surface  encloses,  in 
general,  two  dielectrics).  Let  such  a  surface  be  formed  by 
a    right  cylinder  of  infinitesimal   length   drawn  through    the 


boundary  of  dS  and  closed  up  by  two  planes  parallel  with 
dS,  one  on  each  side,  Fi^.  7.  The  lateral  area  of  this  cylinder  is 
negligible  in  comparison  with  that  of  the  ends,  so  that  the  out- 
ward flux  across  the  total  surface  is  equal  to  the  flux  across  the 
ends.     Therefore,  if  D^  and  D^  are  the  displacements  on  the  two 
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sides  of  dS,  and  6^  and  6^  the  angles  they  make  with  the  normals 
drawn  from  dS, 

dli<=  ffdS  =  {£>,  cos  0,  +  D,  cos  0^S 
whence 

(T  «=  2?,  cos  fl,  +  2),  cos ^j  =  r,£j  cos  5,  +  c^  cos  ^,  (ii) 

if  c^  and  c,  denote  the  permittivities  of  the  media  on  the  two  sides 
of  ^5. 

If  the  chat^d  surface  is  that  of  a  conducter  in  a  static  field, 
the  displacement,  D,  on  one  side  is  normal  to  the  surface,  and 
on  the  other  side  is  zero ;  so  that  in  this  case  (l  i)  becomes 

a  =  D~cE  (12) 

which  might  have  been  written   down  at  once  from    Gauss's 

theorem,  already  established  for  this  case. 

The  electric  volume  density  at  any  point  of  an  electrified  volume 

is  defined  as  the  charge  per  unit  volume  at  the  point,  and  will  be 

denoted  by  f>.     If  dq  is  the  charge  in  the  element  of  volume  dr 

at  the  point, 

p^dqjdT  (13) 

The  electric  flux  outward  from  dq  through  the  surface  of  dr  is 
(/n  ^dq^  pdr,  whence 

p  =  dqjdT  =  dJlfdr  =  div  Z>  (14) 

The  symbol  div  ZJ  is  an  abbreviation  for  the  divergence  of  D, 
which  is  another  name  for  dHjdT,  the  outward  flux  of  the 
vector  D  per  unit  volume,  or,  in  magnitude,  the  amount  of 
the  flux  leaving  unit  volume  through  part  of  its  surface  minus 
the  amount  entering  the  same  volume  through  the  rest  of  its 
surface. 

If  p  is  negative,  div  D  is  also  negative,  or  the  flux  is,  on  the 
whole,  directed  init)  dr.  To  the  negative  of  the  divergence  the 
term  convergence  is  applied.     It  is  written  com).     Hence 

—  p=  —  div  Z'=  conv  D  {15) 
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The  convergence  or  divei^ence  of  any  other  vector  is  simi- 
larly defined  as  the  inward  or  outward  flux  of  the  vector  per 
unit  volume  at  the  given  point 

An  insulator  may  possess  both  volume  density  and  surface 
density  of  electrification,  but  the  charge  of  a  conductor  in  a  static 
field  resides,  as  has  been  already  shown,  on  the  surface  only. 
This  statement  must  not  be  taken  too  literally,  however,  as  the 
molecular  structure  of  matter  makes  it  necessary  that  the  dis- 
placement should  terminate  upon  the  atoms  of  a  surface  layer, 
although  this  layer  is  extremely  thin. 


31.  Cartesian  Expreaaion  for  the  Sivergence  and  Conve^enoe 
of  a  Teetor.  The  Equationa  of  Foision  and  Laplace.  First  we 
shall  obtain  the  expression  for  the  divergence  of  the  vector  D. 
Let  the  components  of  D  at  the  point  whose  coordinates  are  x, 
y,  s,  parallel  to  the  rectangular  axes  X,  V,  Z,  be  Z>,,  />„  D^, 
respectively.  Fig.  8.  Consider  the  elementary  parallelepiped 
whose  edges  are  parallel  to  the  coordinate  axes  and  have  the 
infinitesimal  lengths  dx,  dy, 
ds,  the  coordinates  of  the 
comer  nearest  the  origin  of 
coordinates  being  x,  y,  s. 

The  flux  into  the  parallel- 
epiped through  the  face  13 
is  />j  dxdz  (or  the  flux  out 
across  the  face  13  is  ~  D^ 
dxds),  and  that  out  through 
the  opposite  face,  57,  is  (7?, 
-f  dDJdy  dy)  dxds.  Hence 
the  resultant  outward  flux 
across  the  two  faces  parallel 
totheXZ^\incis{D^-^dDJdydy)dxds—D^xds=dD^dydxdyds. 

In  exactly  the  same  way  the  resultant  outward  flux  across  the 
two  faces  26  and  35  is  dDJdxdxdyds,  and  that  across  the  faces 
46  and  37,  dDJdzdxdydi. 
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Hence  the  total  flux  outward  from  the  parallelepiped  is 

dn  =  (dDJdx  +  dDJdy  +  dD^ds)  dxdyds 
=  {dD^Sdx  +  dD^dy  +  dDJds)<h 
and 

P  =  div  Z?  ==  —  conv  D  =  d  Tlfdr 

(i6) 
=  dDJdx  +  dDJdy  +  dDJdB  ^    ' 

Similarly,  for  any  other  vector,  as  E,  we  have 

div  £  =  —  conv  E  =  dEJdx  +  dEJdy  +  dEJdz 

If  c  is  constant  (independent  of  x,  y,  z),  we  have,  since  D  —  cE, 

div  /?  =  dDJdx  +  dDJdy  +  dDjds 

=  c{dEJdx^  dEJdy  +  dEjde)^  c  6iv  E 

Equation  (17)  may  be  written 

p  =  div  iJ  =  djdx  {cE^)  +  djdy  {cE^  +  dlds  (cE^) 

didx{cdVldx)-djdy{cdVjdy)-dldz{cdVldi!)     ^' 

If  c  is  independent  of  the  coordinates,  this  equation  becomes 

p  =  divD=~-  c{d*Vldx^  +  d^Vldy"  +  d^Vjd^        {19) 

(18)  and  (19)  are  the  equations  of  Poisson.  When  p  =  d,  the 
equations  become 

dldx  {cdVjdx)  +  djdy  (cdVfdy)  +  djdss  {cdVjdz)  -  o     (20) 
and 

d*Vldx^  +  d'Vjdy'  +  d^Vjds'  =0  (21) 

which  are  the  equations  of  Laplace, 

32.  The  Equilibrium  of  Snperpoied  Electric  Fields.  (1)  If  in 
each  of  any  number  of  electric  fields  separately  each  of  a  given 
system  of  surfaces  of  fixed  conflguration  is  an  equipotential,  then 
in  the  electric  field  resulting  from  the  geometric  superposition  of 
these  fields  each  surface  will  remain  an  equipotential.  For  since 
in  each  field  separately  the  tubes  meet  the  surfaces  normally,  by 
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definition  of  an  equipotential,  the  tubes  in  the  geometrically 
obtained  resultant  field  will  also  meet  the  surfaces  normally. 

(2)  That  the  superposition  of  any  number  of  distributions  of 
electric  charges  in  or  upon  insulators  gives  a  resultant  distribution 
of  chaises  in  equilibrium  is  evident  from  the  definition  of  an  insu- 
lator. That  the  resuItanM^d  (obtained  by  geometrical  super- 
position) connected  with  these  charges  is  in  equilibrium,  and  that 
this  is  the  only  possible  resultant  field  in  equilibrium,  follows  . 
from  §12. 

(3)  If  each  or  any  of  the  equipotential s  of  (i)  encloses  no 
charges,  then  it  encloses  no  field,  and  it  is  immaterial  so  far  as 
the  external  (i.  *-.,  the  only)  field  is  concerned  whether  the  sub- 
stance within  this  surface  is  an  insulator  or  a  conductor  (§28). 
If  the  field  is  in  equilibrium  in  the  one  case,  it  will  be  in  equi- 
librium in  the  other.  Hence  we  may  state  that  if  each  of  any 
number  of  electric  fields  surrounding  or  bounding  a  given  system 
of  conductors  with  fixed  configuration  is  separately  in  equilibrium, 
then  the  electric  field  resulting  from  their  geometric  superposition 
will  also  be  in  equilibrium,  and  will  be  the  only  possible  resultant 
field  in  equilibrium  [i.  e.,  static).  The  last  statement  is  proved 
again  in  §  46. 

33.  Tlia  Saperpoaition  of  Voltages  and  Potentials.  If  the  vol- 
tage from  any  point  P  to  any  other  point  P  '\%  V^  when  the  field 
surrounding  the  points  is  a  given  field  /!,,  V^  when  the  field  is 
-^r  ■  ■  '  ^-  '^^^^  ^^  ^'^^^  *^  -^->  t*^^"  ^^  voltage  from  Pto  P 
when  all  the  fields  are  superposed  is 

V=^V^^V^\  ...  +  V^  (32) 

For,  all  the  integrals  being  taken  along  the  same  path  L  (which 
may  be  any  path  from  P  to  /*),  we  have,  in  the  notation  of 
§§  17-19. 

V^~JE,cose^dL.  V^  =  JE^cose^dL,...,  K,  = /£.  cos  ^.  rfi 
and  V=  jEcos$dL 
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By  the  principle  of  superposition  of  electric  intensities 

£  cos  *?  =  £,  cos  6,  +  E^cos  0J+  ■■■  +  E^  cos  I?, 
Hence 

V=fEcos0dL:^  V,+  V^+  ...  +  V^ 

which  is  identical  with  (22), 

If  /"  is  any  point  in  the  region  of  zero  potential,  f  and  F^, 
V^ ,  ■•■  ,  V,  denote  the  resultant  and  component  potentials,  re- 
spectively at  P. 

34.  Voltages  and  CIist^b  Proportional.  It  is  clear  from  §§  32 
and  33  that  when  the  intensity  at  every  point,  and  therefore  the 
voltage  between  every  two  points,  of  a  static  electric  field  is 
altered  in  any  ratio,  the  resulting  electric  field  will  be  in  equi- 
librium, and  the  electric  surface  or  volume  density  at  every  ele- 
ment of  charged  surface  or  volume  will  be  altered  in  theTsame 
ratio,  and  vice  versa.  The  original  field  has  simply  been  super- 
posed on  itself  a  given  number  of  times. 

3fi.  Capacity  of  an  ElMttioal  Syitem.  Pennittance  of  a  Sielflc- 
trio.  8  ii  Proporttonal  to  c  In  an  electric  field  terminated  by 
two  conductors  A  and  B  all  the  tubes  emanate  from  one  of  the 
conductors  and  terminate  upon  the  other,  so  that  the  charges  of 
A  and  B  are  equal  and  opposite  whatever  thdr  common  magni- 
tude, q.  This  relation  still  holds  when  any  number  of  other  con- 
ductors, uncharged  except  by  induction,  are  in  the  field,  the  tubes 
connecting  A  and  B  simply  being  rendered  discontinuous  at  the 
surfaces  of  these  conductors  (§42).  By  the  last  article,  if  the 
voltage  f^,  between  A  and  B  is  altered  in  any  ratio,  g  will  be 
altered  in  the  same  ratio,  and  vice  versa.    That  is 

9-SV„  (23) 

where  6^  is  a  constant,  called  the  capacity  of  the  system  AB,  or 
much  better,  the  capacity  or  permittance  of  the  dielectric  bounded 
by  A  and  B. 
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The  above  equation  may  be  written 

S-9lK,~fJ''iSlI^^  (24) 

iiS  being  the  element  of  area  of  any  equipotential  surface  (neces- 
sarily closed  around  one  of  the  conductors  or  else  extending  to 
infinity),  and  liL  the  element  of  length  of  any  line  of  intensity,  the 
integrals  extending  over  the  whole  surface  and  along  the  whole 
length  of  the  line,  respectively. 

The  term  peimittance  is  applied  to  5  (surface  integral  of  dis- 
placement/line integral  of  intensity)  for  the  same  reason  for 
which  the  term  permittivity  is  applied  to  c  (displacement/intensity). 

When  the  charge  and  voltage  are  expressed  in  HES  units  in 
(23)  and  (24),  5  is  said  to  be  expressed  in  the  J^£S  unit  capacity 
or  permittance.  The  unit  capacity  is  thus  the  capacity  of  a  sys- 
tem, or  dielectric,  upon  each  of  whose  terminating  conductors 
the  charge  is  unity  when  the  voltage  is  unity. 

Two  conductors  which  completely  bound  an  electric  field,  like 
the  system  AB,  are  called,  with  the  intervening  dielectric,  an 
electric  condenser  or  leyden.  These  terms  are  commonly  applied, 
however,  only  when  the  conductors  are  near  together,  in  which 
case  the  displacement  may  be  very  great,  or  the  electric  chaise 
highly  "condensed"  even  when  the  voltage 

[JEdL-ijcjDdL] 

is  small  (since  L  is  small).  The  term  condenser  is  also  applied 
to  a  system  in  which  nearly  all  the  tubes  of  induction  pass  from 
one  of  the  conductors  to  the  other. 

If  the  voltage  Vo^a.  leyden  is  kept  constant,  and  the  permit- 
tivity c  of  its  dielectric  altered  everywhere  in  a  given  ratio,  the 
intensity  E  will  remain  constant,  but  the  displacement  D,  and 
therefore  the  charge  q,  will  be  altered  eveiywhere  in  the  same 
ratio.     Hence  5  is  proportional  to  c 

Although  a  charge  of  one  sign  cannot  exist  without  the  com- 
plementary charge  of  opposite  sign,  it  is  sometimes  convenient 
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to  imagine  one  of  the  charges  removed  to  an  infinite  distance, 
when  the  electric  field  within  a  finite  distance  is  connected  with 
only  a  single  electrified  body  and  conductors  with  induced 
charges.  The  intensity  and  potential  at  every  point  will  then  be 
proportional  to  the  chaise  of  the  electrified  body, 

36.  Kecbaniool  Analogue  of  the  Relation  q  —  SV^  If  a  spring 
(analogous  to  the  dielectric  of  a  condenser)  which  obeys  Hooke's 
law  and  has  perfect  elasticity  (r  =  ZJ/£=  constant)  is  stretched 
a  distance  L  (analogous  to  q)  by  a  force  F  (analogous  to  F|j)  then 

L-KF  (25) 

where  K  (analogous  to  ,S  )  is  a  constant  depending  on  the  spring. 
A  similar  relation  of  course  exists  between  the  deformation  and 
the  forcive  in  the  case  of  any  other  perfectiy  elastic  strain, 

37.  The  Electrostatic  Eaergy  of  a  Field  Bounded  b;  Two  Con- 
ductors. Ener^  Contained  in  a  Tnbe  of  Siiplaoement  Between 
Two  Eqnipotentiali.  The  energy  contained  in  the  dielectric 
bounded  by  the  two  conductors  A  and  B  due  to  its  electric  dis- 
placement is  equal  to  the  work  done  in  creating  the  electric 
field,  or  the  work  done  against  the  electric  field  in  charging  the 
system  (provided  there  is  no  dissipation  of  energy  in  dielec- 
tric hysteresis,  §  i,  VI.).  Let  the  process  of  charging  consist  in 
carrying  successive  elements  of  chaise  dq  from  B  to  A,  or  —  dq 
from  A  to  B,  or  both.  Each  time  this  is  done  A  gains  a  charge 
+  dq  and  B  a  charge  —  dq,  and  the  work  done  in  effecting  the 
transfer,  if  the  chaises  of  A  and  B,  at  the  time  are  +  q  and  —  q 
respectively,  and  if  the  corresponding  voltage  from  ^4  to  5  is 
V,  is 

dW=  Vdq  (26) 

by  (5). 

If  5=5  y/K=  constant,  which  is  true  except  when  intrinsic 
displacement  (VI.)  is  present,  (26)  may  be  written 

dW=  Vdq=  \jSqdq-SVdV 
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Hence  the  total  work  done  in  establishing  the  field,  or  the  total 
electrostatic  energy  of  the  field,  is 

IV=    rVdq=llSrqdq  =  )^g^lS 

=  S  I    VdV=^SV^~^V 

The  electric  field  may  be  considered  as  a  single  tube  of  dis- 
placement connecting  A  and  B,  the  strength  of  the  tube  being 
q  and  its  voltage  V.  The  energy  of  this  tube  is  then  one  half 
the  product  of  its  strength  by  its  voltage.  Or  the  field  may  be 
divided  up  into  tubes  of  displacement  in  any  manner,  and  since 
the  above  result  is  wholly  independent  of  the  shapes  of  the  tubes, 
the  energy  contained  in  each  tube  is  in  the  same  way  one  half  of 
the  product  of  its  strength  by  its  voltage.  Also,  the  energy  con- 
tained in  the  portion  of  any  tube  of  strength  q  between  two  equi- 
potential  surfaces  differing  in  potential  by  Vh^qV,  whether  the 
tube  terminates  at  these  surfaces  or  not. 

In  any  case,  whether  energy  is  dissipated  or  not,  or  whether 
qj  V=  S  is  constant  or  not,  the  work  done  in  charging  the  con- 
denser from  a  neutral  state  to  charge  q,  or  the  work  done  in 
changing  the  strength  of  a  tube  of  displacement  from  0  to  q, 
and  its  voit^e  from  C?  to  ^  is 


W: 


~-£vdq  (28) 


38.  Slectrio  Snor^  Seniity  in  a  Dielectric.  From  §  37  it  fol- 
lows that  when  D  =  cE  (no  intrinsic  electrisation  present,  Chapter 
VI.)  the  enei^  per  unit  volume  at  any  point  of  an  electric  field  is 

U-\ED-\cE'  (29) 

To  prove  this,  consider  an  elementary  tube,  of  strength  dq, 
cutting  two  equipotendal  surfaces  distant  dL  apart,  the  point  con- 
sidered being  at  the  center  of  the  element  of  volume  dT  enclosed 
by  the  sides  of  the  tube  and  ■  the  equipotentials.     If  the  right 
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cross -section  of  the  tube  is  dS  at  the  point,  dr^dL  dS.     The 
energy  contained  in  dr  is 

dW=  \dqEdL  =  \DdSEdL  ~  \EDdT=  \cE*dT 
and  the  energy  per  unit  volume  is 

U=>  dWfdT  =  ^ED  =  J  cE* 

which  is  identical  with  (30). 

Without  assuming  the  relation  gj  V=  S  ™  constant,  of 
c  =  DfE  =  constant,  or  that  there  is  no  dissipation  of  energy, 
we  can  show  that  the  work  done  per  unit  volume  in  creating  a 
displacement  D  is 

U=j"EdD  (30) 

which  reduces  to  (29)  when  c  =  DjE  =  constant. 

For  in  the  general  case,  §  37  (28},  the  work  done  in  changing 
the  strength  of  a  tube  of  displacement  from  C?  to  ^  is 

W~JVdg  =  JJjEdDdLdS  =  JjEdDdT 

which,  on  differentiating  with  respect  to  t,  gives  (30).    ^ 

39.  Electric  Tension  and  Presanre  (Freliminary).  From  the 
consideration  of  a  static  electric  field  (such  as  the  field  of  Fig.  22, 
24,  or  47),  in  which  tubes  of  induction  stretch,  in  general,  from 
a  positively  charged  body  to  another  body  negatively  chained ; 
in  which  there  is  always  a  force  of  attraction  between  the  op- 
positely charged  bodies ;  and  in  which  a  small  electrified  body 
(if  the  force  of  gravity  is  ehminated)  will  move  along  a  line  of 
intensity ;  it  follows  immediately  that  at  every  point  of  an  elec- 
tric field  there  is  a  tension  in  the  dielectric  in  a  direction  parallel 
to  the  intensity  —  the  tubes  of  induction  tending  to  contract  in 
length  indefinitely  and  to  pull  together  the  electrified  bodies  on 
which  they  end. 

It  is  clear  also  from  the  manner  in  which  the  tubes  of  induction 
spread  out  laterally  as  they  pass  from  one  of  the  bodies  to  the 
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other,  filling  all  space  except  as  the  field  is  bounded  by  conduc- 
tors, that  at  every  point  in  the  dielectric  there  is  a  pressure  per- 
pendicular in  every  direction  to  the  intensity  at  the  point.  Were 
the  tension  along  the  tubes  the  only  stress,  it  is  clear  that  all  the 
tubes  would  contract  in  cross-section  as  well  as  in  length  and 
stretch  straight  across  from  one  charge  to  the  other ;  and  the 
electromotive  force  from  charge  to  charge  along  all  paths  not 
passing  through  the  region  occupied  by  these  tubes  would  be 
zero,  which  is  of  course  impossible. 

It  is  clear  also  that  the  intensity  and  pressure  at  any  point  are 
greater  the  greater  the  intensity  and  induction  at  the  point. 
These  stresses  are  referred  to  in  §  14,  and  will  receive  detailed 
consideration  in  the  next  two  articles. 

40.  Electric  Tenuon,  Hethod  I.  At  any  point  in  a  dielectric  in 
which  (29)  holds  there  is  a  tension  in  the  direction  of  the  in- 
tensity, with  magnitude  per  unit  area 

T-ieD~\cE--U  (31) 

To  prove  this,  consider  a  uniform  field  which  is  terminated  at 
one  end  by  a  plane  conducting  plate  of  area  A  (necessarily)  nor- 
mal to  the  electric  field  (HI,  §  2).  If  the  plate  is  moved  in  a  direc- 
tion parallel  to  the  field  an  infinitesimal  distance  dL,  the  volume 
of  the  dielectric  under  strain  terminated  by  the  plate  of  area  A  is 
increased  by  AdL  and  the  energy  by  dW=  AdL  ^ED,  the  dis- 
placement of  the  plate  being  so  small  that  E  and  D  remain  sen- 
sibly unaltered.  This  increase  in  enei^y  is  equal  to  the  work 
done  in  moving  the  plate  the  distance  dL  against  the  force 
normal  to  its  surface  due  to  the  tension  in  the  dielectric.  If  the 
force  per  unit  area  on  the  plate,  which  must  equal  the  tension  in 
the  direction  of  the  intensity  in  the  dielectric,  is  denoted  by  T, 
we  have  therefore 

dW~  TAdL^^ED AdL;  and  T^  i/AdW/dL  =  ^ED,  etc., 

which  is  identical  with  (31). 
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This  result  has  been  deduced  for  a  uniform  field,  but  since 
every  field  is  uniform  throughout  an  infinitesimal  volume,  the 
result  is  perfectly  general. 

The  best  form  of  apparatus  for  investigating  the  electric  tension 
experimentally  is  described  in  §§  2  and  4,  III. 

Eleotrio  Tensiofl,  Hethod  n.  The  proposition  just  established 
may  also  be  demonstrated  as  follows :  Let  eiS  be  an  element 
of  the  charged  surface  of  a  conductor,  and  let  P  and  Q  be  two 
points  indefinitely  near  the  surface,  one  without  and  the  other 
within  the  conductor  at  the  center  of  dS,  Consider  the  sub- 
stance of  the  conductor  replaced  by  a  dielectric  of  the  same  per- 
mittivity as  that  of  the  surrounding  medium  (c),  §  28,  Then 
the  electric  intensity  at  P  and  at  Q  may  be  resolved  into  two 
components,  one  which  can  be  calculated  from  the  charge  upon 
dS,  and  the  other  from  the  rest  of  the  charges  in  the  field  (or,  as 
ordinarily  expressed,  one  due  to  the  charge  on  dS,  and  the  other 
dug  to  the  other  charges).  Let  the  two  components  at  /"  be 
denoted  by  £,  and  E^,  and  the  resultant  intensity  by  E.  By 
symmetry,  E^  is  normal  to  dS,  and  there  is  an  equal  and  oppo- 
site component,  —  E^,  at  Q.  Since  E  and  E^  are  both  normal 
to  dS,  E^,  their  vector  difference,  is  also  normal.     Hence 

The  resultant  intensity  at  Q,  inside  the  surface,  is  zero,  and 
has  the  components,  E^  normally  outward,  and  £,  normally  in- 
ward (that  is,  —  £,).     Hence 

0~E^~  £, 
Therefore  E,  =  E^^  ^E 

The  charge  upon  the  element  of  surface  dS  is  adS  ^  DdS; 
and,  since  the  intensity  at  the  charged  clement  due  to  <rdS  is 
zero  (being  directed  symmetrically  toward  the  outside  and  in- 
inside),  and  since  the  intensity  due  to  the  other  charges  is  ^E,  the 
mechanical  force  per  unit  area  upon  the  chained  surface  between 
/•andCis  T^^ED  =  \<^jc  =  tlc.  (31) 
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Electric  Tension,  XetiLod  m.  The  same  result  may  be  ob- 
tained by  stili  another  method.  As  we  have  seen,  the  electric 
char^  is  not  strictly  a  surface  distribution,  but  is  confined  to 
a  very  thin  surface  layer.      At  the  outer  surface  of  the  layer 


the  intensity  and  displacement,  which  are  normal  to  the  surface 
throughout  the  layer,  have  their  full  surface  values  E  and  D ;  at 
the  inner  boundary  of  the  layer  they  are  zero.  If  E  and  D  de- 
note also  the  intensity  and  displacement  at  a  distance  x  from  the 
inner  boundary  of  the  surface  layer,  of  thickness  L  (Fig.  9),  the 
charge  within  the  small  volume  of  thickness  t/jrand  cross-section 

^^'^  dq~dxdS  divZ>  -  dx  dScdEjdx 

E  being  a  function  of  x  only.  The  outward  force  upon  the  por- 
tion of  the  conductor  within  this  chained  volume  is 

dF'  -Edg~  dS  cEdEjdxdx 

and  the  total  force  upon  that  part  of  the  surface  layer  whose 
cross-section  is  dS  is 

dF~   CdF'  =dsf  c£dE/dxdx=dScf  EdE^^dS^cE* 

whence  the  force  per  unit  area  upon  the  charged  surface,  or  the 
tension  in  the  dielectric  at  the  surface,  is 

T=dF/dS=  ^cE'^^ED  (31) 

41.  Electria  Pressure.    Xqnilibiinm  of  a  Sieleetrio  Sapporting 
HBctric  DiiplMement      In  a  dielectric  supporting  an   electric 
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field  there  is  at  every  point,  in  addition  to  the  tension  ^£D  in 
the  direction  of  the  intensity,  a  pressure  normal  in  every  direc- 
tion to  this  intensity  and  equal  to 

p^^ED=T=U  (32) 

To  establish  this  proposition,  consider  the  radial  field  from  a 
charge  upon  a  very  small  body  at  P,  Fig.  10,  and  an  elementary 
(conical)  tube  of  displacement  T  cutting  two  (spherical)  equipo- 


tentials  S^  and  5,  a  distance  dL  apart,  and  enclosing  areas  dS^^ 
and  dS^  of  these  surfaces.  Let  E^,  D^  and  E^  D^ht  the  inten- 
sity and  displacement  at  S^  and  5„  respectively.  The  portion  Z 
of  the  dielectric  enclosed  by  the  sides  of  the  tube  and  5,  and  S^ 
is  in  equilibrium  under  the  action  of  the  stresses  of  the  field. 
The  force  on  Z  arising  from  the  tensions  is,  by  (3 1), 

\cE^dS^  -  \cE^dS, 

measured  toward  P,  and  must  be  balanced  by  an  equal  force 
directed  from  P.  We  shall  assume  that  this  equilibrating  force 
arises  from  a  pressure  /  normal  everywhere  to  the  surface  of  the 
tube,  and  shall  proceed  to  Bnd  its  value.  If  /,  and  p^  are  the 
values  of  /  at  dS^  and  dS^  respectively,  its  average  value  over 
the  surface  (A  the  small  volume  Z  is  approximately 
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From  the  figure  it  is  clear  that  the  resultant  force  due  to  /  is 
outward  along  the  axis  of  the  tube  and  equal,  approximately,  to 

ff  B  is  the  lateral  area  of  the  surface  of  Z.     Since 

sin  0  =  (dS,-dS,)jB 
very  approximately, 

i(A  +  A)  sin  ^^  =  Ha  +  A)K-5,  -  A) 
Z  is  evidently,  by  symmetry,  in  equilibrium  laterally,  so  that 
it  will  be  in  complete  equilibrium  if 

K  A  +  />.)  (A  -  A)  -  i'EfdS,  -  \cE,'JS, 
Since 

the  last  equation  may  be  written 

i(/i  +  Pi>  (A  -  A)  =  I  ^^i^^S,  -  dS,) 
which  becomes,  when  the  tube  T  is  made  indefinitely  narrow, 
and  the  surfaces  S^  and  S^  are  brought  indefinitely  close  together, 

p^\cE^^lED 

which  is  identical  with  (32). 

Since  the  field  within  the  element  of  volume  is  uniform  when 
the  element  is  made  indefinitely  small,  and  since  this  is  true  of 
any  electric  field,  the  result  just  obtained  for  a  radial  field  holds 
universally. 

A  method  of  proving  (32)  by  direct  experiment  is  described 
in  §  3,  VII. 

42.  Electric  Conduction  and  Induction.  The  tension  in  the 
direction  of  the  intensity  at  every  point  of  a  dielectric  supporting 
an  electric  field  and  the  pressure  perpendicular  to  this  direction 
throw  much  light  on  the  disappearance  or  transfer  of  electric 
charges  by  conduction  and  their  development  by  induction. 


D,g,t7cdb;/GOOgIC 


38  ELEMENTS  OF  ELECT  ROM  AGtiETIC  THEORY. 

Condaotion.  First  it  will  be  shown  that  this  stress  system  will 
account  for  the  result  of  g  26.  For  if  the  surface  of  a  conductor 
were  not  an  equipotential,  i.  e.,  if  the  tubes  of  induction  did  not 
meet  the  surface  normally,  there  would  be  in  the  dielectric  at  the 
interface  3  component  of  the  intensity  parallel  to  the  surface,  and 
therefore  a  component  of  the  tension  parallel  to  the  surface 
and  a  component  of  the  pressure  perpendicular  to  the  surface. 
Since  the  chaises,  or  the  ends  of  the  tubes,  can  move  freely  along 
a  conductor,  the  tubes  would  therefore  contract,  their  ends,  or 
the  charges,  slipping  along  the  conductor ;  and  since  within  the 
substance  of  the  conductor  the  intensity,  and  therefore  the  pressure 
perpendicular  to  the  surface,  is  zero,  the  component  perpendicular 
to  the  interface  of  the  pressure  in  the  dielectric  would  be  un- 
balanced by  any  pressure  from  within,  so  that  the  tubes  would 
be  continually  pushed  toward  and  into  the  conductor  (there  to 
break  up).  Since  these  processes  are  inconsistent  with  the  nature 
of  a  static  field,  there  can  be  no  component  of  the  intensity 
parallel  to  the  surface  of  the  conductor. 

Consider  two  electrified  conductors  A  and  B  with  positive 
and  negative,  charges  respectively,  A  being  the  only  positively 
chained  body  in  the  field  ;  and  suppose  q,  the  charge  of  A,  nu- 
merically greater  than  q' ,  the  charge  of  5.  Of  the  q  unit  tubes 
emanating  from  A,  q'  terminate  upon  B,  and  q  ~  q'  upon  other 
bodies  at  a  distance.  If  A  and  B  are  connected  by  a  wire  C,  in 
which  permanent  electric  stress  cannot  exist,  the  tensions  along  ' 
the  tubes  and  pressures  at  right  angles  to  them  will  cause  the  y' 
tubes  connecting  A  and  .5  to  be  pushed,  contracting  as  they  go, 
into  the  regions  of  no  permanent  stress,  the  conductors  A,  B, 
and  C,  until  the  positive  and  negative  ends  of  each  tube  meet 
and  the  tube  disappears. 

The  remaining  q  ~  q'  tubes  emanating  from  A  will  be  redis- 
tributed by  the  system  of  tensions  and  pressures  until  there  is 
again  equilibrium,  when  the  remaining  q  —  g'  tubes  will  emanate 
normally  from  A,  B,  and  C. 
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During  the  process  of  conduction  the  field  is  not  in  equilib- 
rium, nor  is  it  zero  within  the  conductors,  and  the  tubes  are  not 
normal  to  the  surfaces  of  the  conductors,  but  are  inclined  from 
the  normal  at  each  end  in  the  direction  of  motion  of  that  end. 
If  the  conductivity  were  perfect,  the  tubes  would  always  end 
normally  at  the  conducting  surfaces  and  would  never  disappear 
in  the  conductors  (Chapter  VIII.,  §  9). 

The  phenomena  here  described  are  only  a  part  of  the  phe- 
nomena occurring  during  conduction,  and  a  more  complete  dis- 
cussion will  be  given  later  (Chapters  VIII.,  XII.). 

ladiiotion.  Into  an  electric  field,  as  that  bounded  by  a  concen- 
trated charge  A  and  the  walls  of  the  room,  let  a  conductor  B  be 
introduced.  The  state  of  strain  previously  existing  in  the  space 
now  occupied  by  B  is  annulled  by  its  introduction,  the  tubes 
formerly  crossing  this  space  being  cut  in  two  by  the  conductor,  and 
those  sufficiently  near  being  pushed  against  its  surface  and  there 
also  cut  in  two,  until  all  the  tubes  so  severed  touch  B  normally 
and  there  is  again  equilibrium.  For  every  tube  terminating  upon 
B  there  is  therefore  a  tube  of  equal  strength  emanating  from  it. 
That  is,  the  positive  and  negative  charges  developed  by  induction 
are  equal. 

All  the  tubes  severed  by  B  may  be  regarded  as  still  belonging 
to  A  ;  they  are  simply  rendered  discontinuous  at  the  suriace  of 
B,  where  the  induced  charges  therefore  reside. 

If  B  is  connected  to  the  walls  by  a  wire  C,  the  tubes  stretching 
from  B  to  the  walls  will  disappear  by  the  process  of  conduction, 
described  above,  leaving  B  charged  oppositely  to  A.  The  tubes  ' 
between  B  and  the  walls  having  disappeared,  more  of  the  tubes 
from  A  will  crowd  into  their  places  until  there  is  again  equilib- 
rium, part  to  end  on  B,  part  on  C,  and  part  on  the  walls.  The 
charge  on  B  of  the  opposite  kind  to  that  of  A  is  thus  increased 
by  earthing  B. 

Fig.  1 1  (from  Nichols  and  Franklin's  Elements  of  Physics, 
Vol.  II.,  §§  165-6)  illustrates  the  process  of  introducing  a  small 
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charged  conductor  B,  insulated,  into  a  nearly  closed  hollow  con 
ductor  A,  §4,  putting  on  the  conducting  lid,  moving  B  about 
inside,  and  finally  bringing  B  into  contact  with  A's  inner  surface. 
The  distribution  of  the  tubes  here,  as  well  as  in  the  preceding 
cases,  can  be  roughly  predicted  from  the  considerations  that  all 
the  tubes  meet  both  conductors  normally  and  that  the  voltage 


along  every  line  from  one  conductor  to  the  other  is  the  same. 
Since  the  voltage  along  a  line  of  intensity  is  equal  to  the  average 
value  of  the  intensity  along  the  line  x  its  length,  the  intensity 
and  the  induction  must  be  greater,  or  the  tubes  more  concen- 
trated, the  shorter  the  distances  through  which  they  stretch. 

If,  instead  of  a  conductor,  an  insulator  of  permittivity  different 
from  that  of  the  dielectric  in  the  region  is  introduced  into  the 
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field,  phenomena  similar  in  some  respects  are  observed.     This 
subject  will  receive  consideration  in  Chapter  IV. 

43.  Electric  TensioiL  and  PreBinre  and  ForoiTes  in  the  Electric 
Field.  The  force  upon  a  conductor  in  or  bounding  a  static  field 
is  due  wholly  to  the  tension  in  the  dielectric,  the  force  per  unit 
area  at  any  point  of  the  surface  being  T  normal  to  the  surface. 
Since  E  and  D  are  perpendicular  to  a  conductor's  surface,  no 
component  of  the  force  upon  a  conductor  can  be  due  to  the  elec- 
tric pressure,  which  is  tangential  to  the  surface  and  balanced  in 
every  directio.n.  Inasmuch,  however,  as  the  distridution  of  the 
tubes,  and  thus  the  distribution  of  T,  over  the  surface  of  a  con- 
ductor is  determined  by  both  tensions  and  pressures,  the  latter 
contribute  to  the  force  indirectly. 

The  force  upon  a  dielectric  is  in  general  due  to  both  tensions 
and  pressures.     See  Chapter  IV.,  §  9. 

In  Chapers  II.,  III.,  IV.,  VI,  and  VII.  many  examples  will  be 
found. 

44.  Tbfl  Eqnilibrinm  of  a  Given  Field  is  not  Altered  if  iti 
Sireotion  is  Reversed  at  Every  Point.  For  the  tension  parallel 
to  the  intensity  and  the  pressure  perpendicular  to  the  intensity, 
at  any  point  of  the  field  are  proportional  to  its  square,  and  are 
therefore  not  altered  by  the  reversal  of  direction.  The  signs  of 
all  charges  are  of  course  reversed  with  the  reversal  of  the  in- 
tensity, 

45.  Wben  the  Algebraic  Cluu^e  upon  Each  Condnotor  of  an 
Isolated  System  is  Zero,  tliere  ia  no  Cliargre  and  ao  Field.  If  the 
total  algebraic  chaise  of  each  of  a  system  of  conductors  is  zero, 
and  if  there  are  no  other  electrified  bodies,  or  electrets  (Chapter 
VI.),  or  a  changing  magnetic  flux  (Chapter  XIII.)  anywhere, 
then  there  is  no  electric  charge  or  displacement  anywhere.  For 
if  the  electric  field  were  not  zero,  tubes  of  displacement  would 
emanate  from  each  conductor  and  terminate  upon  conductors  of 
lower  potential,  since  each  conductor  would  have  both  positive 
and  negative  charges.     And  since  the  algebraic  charge  of  eacli 
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conductor  is  zero,  as  many  tubes  as  emanated  from  the  conductor 
at  highest  potential  would  tenninate  upon  its  surface,  while  there 
would  be  no  body  at  higher  potential  at  which  such  tubes  could 
originate  ;  and  as  many  tubes  as  terminated  upon  the  conductor 
at  lowest  potential  would  emanate  from  its  surface,  while  there 
would  be  no  body  at  lower  potential  for  these  tubes  to  terminate 
upon.  Thus  the  supposed  case  is  impossible,  and  there  is  no 
charge  or  intensity  anywhere. 

46.  A  Single  Electric  Field  Corresponding  to  Given  Chaises. 
If  an  electric  field  A^  bounded  by  a  system  of  fixed  conductors 
with  given  total  charges,  or  by  a  system  of  insulators  with  both 
charges  and  their  distribution  given,  or  by  both,  is  in  equilibrium, 
this  is  the  only  field  satisfying  the  given  conditions  which  is  in 
equilibrium.  For  suppose  that  A^  is  a  second  field  satisfying  the 
conditions :  It  will  be  shown  that  A^  =  Ay  For  if  A^  with  its 
s^n  reversed  is  superposed  upon  A^,  the  resultant  field  will  ~be 
in  equilibrium,  and  the  chaise  at  each  point  of  every  insulator 
and  the  total  charge  of  each  conductor  (the  last  statement  in 
§  32  not  being  assumed  as  known)  will  be  zero.  Hence  by  the 
last  article  there  is  no  electric  charge  or  displacement  anywhere. 
Thus  at  every  point  /?,  +  (—  Z),)  —  o,  or  A^  =  A^ 

A  Single  Field  Correipondiug  to  Oiven  Potentials.  If  an  elec- 
tric field  Aj,  bounded  by  a  given  system  of  conductors,  the  po- 
tential of  each  being  given,  or  the  voltage  between  each  and 
all  the  rest,  is  in  equilibrium,  this  is  the  only  equilibrium  field 
satisfying  the  given  conditions.  For  let  A^  another  field,  sup- 
posedly, satisfying  the  conditions  be  superposed  upon  A,  with  its 
sign  reversed.  In  the  resultant  field  the  potential  of  each  con- 
ductor, or  the  voltage  between  each  and  all  the  rest,  is  zero,  by 
tlie  last  article.  Hence  the  intensity  is  zero  everywhere,  and 
A,  =  A^. 

47.  EqntpotentiBi  Eeplaoed  by  Infinitely  Thin  Conductor  of 
Same  Shape.     In  any  electric    field   any   equipotential    surface 
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S  (always  closed  or  else  an  inRnite  plane)  can  be  replaced  by  an 
infinitely  thin  conducting  sheet  S'  without  disturbing  the  electric 
field  on  either  side.  For  all  the  tubes  which  before  the  substi- 
tution crossed  S  normally,  after  the  substitution  terminate  nor- 
mally on  one  side  of  S'  and  emanate  normally  from  the  other 
side  (induced  charges  being  developed).  But  since  S'  is  coinci- 
dent with  S,  this  necessitates  no  change  in  the  direction  or  posi- 
tion of  any  tube,  and  the  substitution  therefore  leaves  the  field 
in  undisturbed  equilibrium,  the  tensions  and  pressures  remaining 
precisely  the  same  as  before  the  substitution.  This  result  is 
also  a  corollary  of  the  next  article. 

Dflfinitiou  of  Elvotric  Images.  The  two  charges,  or  systems 
of  charges,  in  the  regions  on  opposite  sides  of  S'  (but  not  in- 
cluding the  charges  upon  S')  are  called  the  electric  images  of  one 
another  in  the  surface  S' . 

Since  the  conducting  sheet  S'  renders  the  fields  on  its  opposite 
sides  absolutely  independent  of  one  another,  either  field  may  be 
destroyed  or  modified  in  any  manner  without  affecting  the  other. 
If  we  are  concerned  with  only  one  of  these  fields,  the  substance 
of  the  conductor  whose  surface  S'  coincides  with  5  may  be  ex- 
tended in  any  manner  into  the  r^on  (previously)  occupied  by 
the  other  field. 

48.  Additiooal  Propoiitioiu  Fundamental  to  the  Metbod  of  Eleo* 
trie  Imftgfli.  If  the  potential  of  a  surface  S  and  the  charges  on 
one  side  of  5  (closed  or  an  infinite  plane,  being  an  equipotential) 
are  given,  the  electric  field  on  this  side  is  fixed  independently  of 
the  way  in  which  the  surface  is  kept  at  the  given  potential.  For 
suppose  that  two  fields  A^  and  A^  satisfy  the  conditions.  If  A^ 
with  its  direction  everywhere  reversed  is  superposed  upon  Ay,  S 
will  be  at  zero  potential,  and  there  will  be  no  electric  charge  on 
the  side  of  5  considered.  Hence  there  is  no  field  on  this  side, 
and  A^  =■  Ay 

Similarly,  if  the  position  of  an  equipotential  surface  5  is  given, 
together  with  the  flux  across  it  and  the  charges  on  one  side  of  it. 
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the  field  on  this  side  is  fixed  and  independent  of  the  way  in  which 
5  is  kept  equipotential  and  of  the  way  in  which  the  flux  across 
it  is  kept  of  the  given  magnitude.  For  suppose  that  two  fields 
v4j  and  A^  satisfy  the  conditions.  If  —  A^  is  superposed  upon 
Aj,  the  surface  5  will  still  be  an  equipotential,  the  flux  across  it 
will  be  algebraically  zero,  and  there  will  be  no  chaise  on  the 
side  of  5  considered.  Hence  not  only  the  total  flux  across  5  is 
zero,  but  the  flux  across  every  part  of  S,  and  there  is  no  field  on 
the  side  of  5  considered.     Thus,  as  before,  A^  =  A^. 

In  the  above  two  cases,  if  the  given  chains  are  upon  con- 
ductors, only  the  total  charges  need  be  given  ;  but  if  the 
charges  are  upon  insulators,  the  distribution  as  well  as  the  mag- 
nitude of  each  chaise  must  be  given. 

49.  The  Eleotrostatio  Eaergy  of  an  Eleotrio  Field  SniToanding 
any  Number  of  Condsoton.  We  shall  now  proceed  to  find  the 
enei^  of  an  electric  field  containing  any  number  of  conductors, 
A^,  Ap  ■  ■ ;  A^,  with  any  charges  ^^,  q^,  ■  ■  -,  q^,  and  at  any  po- 
tentials V^,  V^,  •■ ;  V^;  V^  and  V^  being  the  highest  and  lowest 
potentials,  respectively.  For  the  sake  of  keeping  the  field 
within  finite  limits  and  eliminating  the  field  of  tiie  earth,  let  all 
the  conductors  A^,  A^,  etc.,  be  enclosed  within  a  hollow  closed 
conductor  A^,  such  as  the  walls  of  a  room,  at  potential  V^.  This 
limitation  will  be  removed '  later  for  ideal  cases.  Some  of  tlie 
conductors  will,  in  general,  be  at  higher,  and  some  at  lower  po- 
tentials than  V^.  Let  the  field  be  divided  into  regions  t^  higher 
and  lower  potential  than  V^  (by  equipotential  surfaces  of  poten- 
tial V^ 

Consider  first  the  conductors  A^,  A^  ■  ■  ■,  in  a  region  above  V^ 
in  potential.  On  Aj,  the  conductor  at  highest  potential  in  the 
region,  no  tubes  terminate,  and  from  it  q^  tubes  emanate,  some 
terminating  on  A^  And  others  cutting  the  part  of  the  equipotential 
V^  separating  the  region  under  consideration  from  the  neighbor- 
ing region  at  lower  potential.  Some  of  the  q^  tubes  are  discon- 
tinuous at  the  surfaces  of  the  conductors  A^,  A^,  etc.,  in  the  region 
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(the  discontinuities  corresponding  to  induced  charges),  but  all 
fiaally  reach  the  boundary,  at  potential  V^,  of  the  region.  The 
voltage  along  every  tube  from  A^  to  the  boundaiy  of  the  region 
is  therefore  f^  —  f^.  The  cnei^y  contributed  to  the  region  by  the 
tubes  emanating  from  A^  is  thus  \gJi,V^  —  V^.  Since  A^  pos- 
sesses a  charge  q^  g^  unit  tubes  emanate  from  A^  (in  addition  to 
the  tubes  from  A^  which  both  terminate  upon  and  emanate  from 
A^,  and  have  already  been  considered),  and  all  finally  reach  the 
boundaiy  of  the  region  at  potential  V^.  The  enei^y  contributed 
to  the  region  by  the  q^  unit  tubes  from  A^  is  thus  \q.(y,~  '^) ; 
and  so  on  for  the  other  conductors  in  the  region. 

Consider  now  a  r^on  of  lower  potential  than  V^  containing 
conductors  ■  ■  ■,  A^  A^,  Ap  A,  being  the  conductor  at  lowest  poten- 
tial in  the  region.  No  tubes  emanate  from  A,,  and  the  q,  unit 
tubes  terminating  upon  it  all  come  from,  some  through,  the 
boundary  of  the  r^on  at  potential  K,  though  some  are  discon- 
tinuous (induced  charges)  at  the  surfaces  of  A^  and  the  other  con- 
ductors, at  higher  potentials  than  f^  in  the  region.  The  voltage 
of  each  of  these  tubes  from  the  boundary  to  A^  is  thus  V^—  V^ 
and  since  the  total  strength  of  all  the  tubes  is  ~-q{q  being  nega- 
tive since  V^  is  less  than  V^,  the  energy  contributed  to  the  region 
by  the  tubes  of  A^  is  ^y,  (  ^  —  ^)-  The  energy  contributed  by 
the  q^  tubes  belonging  to  W^  is  likewise  ^qJ^V^—  f^) ;  and  so 
on  for  the  other  conductors  of  this  region,  and  for  other  regions. 

Summing  up  these  expressions  for  the  whole  electtic  field 
within  A^  we  have  for  the  total  cnei^  within  A^ 

+  }?.(»;- f'.)-ii:?(f'-'0     (33) 

If  A^  is  connected  to  the  earth,  and  if  we  define  the  potential 
of  the  earth  as  zero  potential,  (33)  becomes 

W-iY.<lV  (33^) 

If  we  suppose  A^  removed  to  infinity,  if  we  suppose  the  n  con- 
ductors to  be  the  only  electrified  bodies  in  space,  and  if  we  define 
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the  potential  of  A^,  in  a  r^on  infinitely  remote  from  all  electrified 
bodies,  as  zero  potential,  (33a)  will  give  the  total  electrical  energy 
in  space  surrounding  this  ideal  system. 

5<M(6.  A  Syitem  of  Condnotori  A,,  A^,  ■■•,-^,  Bnrroimdfld  by  a 
Closed  Condnotor  A^.  The  voltage  from  any  conductor  of  the 
system,  such  as  A,^  to  A^  will  be  denoted  by  f'with  the  proper  sub- 
script, as  y^  and  its  charge  by  y  with  the  same  subscript,  as  q^. 

60.  Toltaf  «s  in  Terma  of  ChorgeB  and  Charges  in  Terma  of  Volt- 
agM.  The  voltage  V^  from  any  one  A,^  of  the  system  of  con- 
ductors to  A^  is  a  linear  function  of  the  charges  of  all  the  con- 
ductors. For,  by  §§  34,  35,  V^  is  proportional  to  the  charge  of 
any  one  conductor  of  the  system  A^,  A^  ■■-,  A^  when  all  the 
rest  are  insulated  without  charge  (except  induced  charges),  and 
therefore,  by  §  33,  when  all  the  conductors  are  chaigcd  the  ex- 
pression for  V^  consists  of  a  series  of  terms  each  proportional  to 
the  charge  of  one  conductor.     Hence 


Ml +/«?.+ ■■■+/•.?,  (2) 


(34) 


The  coefficients  of  the  charges,  viz.,  /„,  /»„,  etc.,  arc  called 
voltage  coefficients,  or  coefficients  of  potential.  Each  has  two  sub- 
scripts, the  first  identical  with  that  of  the  conductor  in  the  ex- 
pression for  the  voltage  from  which  to  A^  it  occurs,  the  second 
identical  with  that  of  the  conductor  to  whose  chaige  the  coef- 
ficient belongs,  and  denotes  the  ratio  of  the  voltage  to  A^  from 
the  conductor  with  the  first  subscript  to  the  charge  of  the  con- 
ductor with  the  second  subscript  when  all  the  conductors  except 
that  with  the  second  subscript  are  insulated  without  (algebraic) 
charge.     Thus  for  example, 

when  ?,,  q^,  ■  •  ■,  j,_,  are  zero  in  (34)  (2). 
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By  solving  the  n  equations  {34),  each  of  the  charges  may  be 
expressed  as  a  linear  function  of  all  the  voltages.     Thus 


.if^.  +  'aK+'+'-K        (») 


(35) 


the  s's  being  functions  of  the /'s. 

Each  s  has  two  subscripts  and  denotes  the  ratio  of  the  charge 
upon  the  conductor  with  the  first  subscript  to  the  voltage  to  A^ 
from  the  conductor  with  the  second  subscript  when  the  voltage 
to  Ag  from  each  of  all  the  conductors  except  that  with  the  second 
subscript  is  zero  (all  the  conductors  except  that  with  the  second 
subscript  connected  metallically  with  A^. 

Those  coefficients  with  the  two  subscripts  equal  are  called 
coefficUvts  of  capacity,  while  those  with  the  subscripts  unequal 
are  called  coefficients  of  induction. 

The  ^'s  and  j^s  are  functions  only  of  the  configuration  of  the 
conductors  and  of  the  dielectric  constant  of  the  medium  in  which 
the  system  is  placed. 

61.  The  Coeffloieati.  Any  two  coefficients  of  potential  with 
the  same  subscripts  in  dififerent  order  are  identical.     That  is 

P^-Pv.  (36) 

To  prove  this  relation,  let  all  the  conductors  of  the  system 
A^"  -A^  except  A^  and  A^  remain  insulated  and  unchained  (alge- 
braically). The  enei^  of  the  dielectric  within  A^  when  A^  and 
A^  have  the  chains  q^  and  y,  will  be  independent  of  the  manner 
in  which  the  field  is  established.  The  energy  obtained  by 
chaining  A^_  first  and  then  A^  may  therefore  be  equated  to  that 
obtained  by  chai^ng  /i,  first  and  then  A^.  Denoting  the  energy 
in  the  first  case  by  W^  and  that  in  the  second  case  by  W^,  we 
have 
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=  ^  /«?,^,  +  J[  O*^,  +  /«?»)<^*  =  i/u?/ 

from  which  (36)  immediately  follows. 

If  moreover  the  expressions  in  /'s  for  any  two  roeffidents  of 
capacity  with  the  same  subscripts  in  opposite  ordei,  ,  s^  and 

Sjj^,  are  examined,  it  will  be  found  that  they  differ  t  'Ving 

such  coefficients  of  potential  as  /„  and  p^  interchargeu.     But 
Ai  ~  A*'  hence 

^»  -  -^tt  (37) 

With  the  aid  of  (34)  and  (35)  these  results  may  be  interpreted 
as  follows : 

(36)  The  voltage  to  A^  from  any  conductor  A,^  when  A,  has  a 
given  chaise  q  and  all  the  other  conductors  of  the  system 
>4, .  ■  ■  A^,  including  A^,  are  insulated  without  algebraic  charge, 
is  equal  to  the  voltage  from  A,  to  A^  when  A^  has  the  same 
charge  g  and  all  the  other  conductors,  including  A,,  are  without 
charge, 

(37)  The  charge  upon  any  conductor  A^  when  the  voltage 
from  any  other  conductor  A^  to  A^  is  V,  and  the  voltage  to  A^ 
from  each  of  all  the  other  conductors,  including  A,^,  is  zero  (all 
the  conductors  except  A^  connected  metallically  to  AJ),  is  equal 
to  the  charge  upon  A^  when  the  voltage  from  A^  to  A^  is  F,  and 
the  voltage  to  A^  from  each  of  all  the  other  conductors,  includ- 
ing Af,  is  zero  (all  the  conductors  except  A,^  connected  to  AJ). 

The  coefficients  of  voltage  are  all  positive.  For  if  one  con- 
ductor has  a  positive  chaise,  aU  the  rest  being  uncharged  (alge- 
braically), lines  of  intensity  emanate  from  it  and  pass  to  A^,  some   - 
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of  them  crossing  (discontinuously)  the  other  conductors  as  they 
go.  Thus  lines  pass  from  each  conductor  to  A^.  Hence  the 
volt^e  from  any  conductor  to  A^  is  greater  than  zero,  or  posi- 
tive,  and    the    coefficients    of    voltage   are    therefore    positive 

((34)ir)- 

The  coeBicients  of  Cc^city  are  all  positive,  and  the  coefficients 
of  induction  are  all  negative.  For  if  any  conductor  is  so  charged 
that  the  voltage  from  it  to  A^  is  positive,  while  the  voltage  to  A^ 
from  each  of  all  the  rest  is  zero  (the  conductors  connected  to  AJ), 
lines  of  intensity  pass  from  this  conductor  to  all  the  others. 
Hence  its  charge  is  positive,  and  the  charges  of  all  the  rest  are 
negative.  ...nee  the  coefficients  of  capacity  are  all  positive,  and 
the  cf  s  of  induction  are  all  negative  (  (35)  ff.). 

Th.  cociii^ient  of  capacity  of  any  conductor  A^  is  numerically 
tqual  to,  cr  greater  than,  the  sum  of  all  the  coefficients  of  in- 
duction (with  A  as  first  subscript)  between  A^  and  the  other  con- 
ductors. For  when  A^  is  insulated  and  charged,  and  the  voltage 
to  A^  from  each  of  all  the  other  conductors  (connected  to  A^  is 
zero,  the  number  of  unit  tubes  ending  on  the  other  conductors 
cannot  be  greater  than  the  number  emanating  from  A,^  (since  all 
emanate  from  A^,  and  can  equal  this  number  only  when  A^  is 
completely  surrounded  by  one  or  more  of  the  other  conductors 
(of  the  system  A^,  A^,  ■  -  -,  A^  as  it  is  surrounded  by  A^  (or 
when  A^  is  removed  to  infinity  and  the  other  conductors  arc  the 
only  two  charged  bodies  in  space). 

When  the  dielectric  is  homogeneous  and  isotropic  throughout, 
the  coefficients  of  induction  and  capacity  are  proportional,  and 
the  voltage  coefficients  inversely  proportional,  to  its  permittivity. 

Every  voltage  coefficient  with  its  subscripts  equal,  as  /t^^,  is 
diminished,  and  every  coefficient  of  capacity,  as  s^^.  is  increased, 
by  the  introduction  of  another  conductor  into  the  field.  For  f^, 
the  voltage  from  A^  to  A^  is  equal  to  jEjdL  along  any  path 
from  A^  to  A^ ;  and  when  another  conductor  is  introduced, 
whether  it  is  insulated  or  connected  to  A^,  tubes  of  displacement 
are  pushed  toward  and  into  this  conductor,  making  the  field  less 
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intense,  and  ^EjdL  less,  along  some  paths  not  passing  through 
the  new  conductor  (and  therefore  along  all  paths).  Hence, 
while  q^  remains  unaltered,  J^  is  diminished  by  the  introduction 
of  the  new  conductor.  When  A^  is  insulated  with  charge  q^,  and 
all  the  other  conductors  are  insulated  without  algebraic  charge, 
p^=  V^  jq^,  and  is  therefore  diminished  by  the  introduction  of 
the  new  conductor.  When  A^  is  insulated  with  charge  q^  and 
the  voltage  to  A^  from  each  of  all  the  other  conductors  (con- 
nected to  A^  is  zero,  J»»=  q^jV^  and  is  therefore  increased  by 
the  introduction  of  the  new  conductor. 

It  is  easy  to  see  that  the  effect  in  question  is  greater  in  each 
case  the  nearer  the  new  conductor  is  brought  to  the  conductor 
whose  coefficients  are  under  consideration,  and,  in  general,  the 
greater  its  volume  (space  included  within  its  exterior  surface,  if 
hollow). 

Similar  and  opposite  effects,  respectively,  are  produced  by  in- 
troducing into  a  part  of  the  field  a  dielectric  of  greater  or  less 
permittivity  than  that  of  the  rest  of  the  dielectric  within  A_^  as 
will  be  apparent  after  reading  Chapter  IV. 

fiS.  Additional  Xzpmnoni  for  the  Electrio  Eaer^.  The 
energy  of  the  electric  field  within  A^  surrounding  the  system  of 
conductors  A^,  A^,  ■■■  ,  A^  (§49)  can  also  be  expressed  as  a 
quadratic  function  of  all  the  charges  ?,,  -  ■  ■ ,  q^,  or  of  all  the 
voltages  Vj,  ■■■  ,  V^.     For  by  (30)  and  (35) 

and  by  (30)  and  (34) 

w,  -  ^  2^  y=  j^„?,'  +  y>^^'  +  ■■■+  p,^,q, 

W^  denoting  the  energy  expressed  in  terms  of  the  voltage; 
IV  the  enei^y  expressed  in  terms  of  the  charges. 
By  partial  differentiation  we  find  that 
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-  ?i.  dlVJdV^-  q^  etc,  and  ^^' 

dW^\dq,  =p^,q^  +  /,tf.  +  ■  ■  ■  +  A^,  -  K  ^Kl'^i  =  ^v  etc.  (4 1 ) 

68.  2Tq'  =  2T'q.  Let  ?„  ^;,  ?„  f^  ■  ■  ■ ,  ?.,  V^,  and  y/,  F,', 
y,',  V^,  ■■■ ,  q^,  VJ  denote  the  charges  and  voltages  to  A^  for 
two  static  fields  surrounding  the  system  of  conductors  A^,  ■■■ , 
A   within  A  .     Then 

^V^--S.V'g  (42) 

For  X  Vq'  -  V^q;  +  V^i  + y  V^;.     Whence,  by  (34), 

^£i  —Mii,'  +  ^»?rf.'  + Vp^q.qi 


and  X ly  -  p^'ji  +  f'l'?,  +  •  •  ■  +  y^q.  -'S.V'q 

by  adding  up  in  vertical  columns  the  corresponding  terms. 

64.  Change  in  Energy  when  Charges  and  Voltages  are  Altered. 
If  the  charges  and  voltages  to  A^  of  the  given  system  of  con- 
ductors are  changed  from  one  set  of  values  y„  V^,  y„  V^  etc.,  to 
another  set  q^',  K/,  q^',  V^',  etc.,  the  increase  in  the  energy  of  the 

field  U  W  -W-i(^'V'--^V)  (43) 

This  equation  may  be  put  in  two  other  forms,  sometimes  con- 
venient, by  (42).     Thus 

-i-H^-iXV'+V)  (44) 

-  }(X/  V'+'iqV'-S.q'V-lqV) 
-«/  +  ?)(>"-0.  (45) 

SA.  ElAotrio  Energy,  Hechanioal  Eaei^,  and  Change  of  Con- 
flgvratioiL    From  §53  it  follows  that  if  the  system  of  conductor:^ 
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j4,,  A^,  ■■•,A^  sufiers  a  certain  change  of  configuration,  the 
charts  ?,,  ^^  etc.,  remaining  constant,  and  the  voltages  to  A^ 
therefore  changing  from  V^,  V^,  etc.,  to  F",',  V^,  etc.,  the  enei^^, 
W,  lost  by  the  electric  field  minus  the  enei^,  W,  gained  by  the 
field  when  the  same  change  of  configuration  occurs  with  voltages 
V^,  Vj,  etc.,  constant,  and  chaises  therefore  changing  from  jj,  y^, 
etc.,  to  ?,',  ?,',  etc.,  is  equal  to 

IV-  W  =  J2?(  V-  V)  -  i£  Vi^g*  -  q) 

=  P(/_?)(f"-F)  (46) 

For  in  the  first  case,  after  the  change  of  configuration,  the 
chaises  q^,  g^,  etc.,  correspond  to  the  voltages  V^,  V^,  etc.;  and 
in  the  second  case,  after  the  same  change  of  configuration,  the 
charges  q^',  g^,  etc.,  correspond  to  the  voltages  V^,  V^,  etc. 
Hence  by  (42 ) 

•S.qV--S^V' 

Substituting  Sy'f"  for  '^gVin  the  first  term  of  the  central 
member  of  (46),  we  obtain  ^{'S.g'V'—'LgV'-^'S.gV—tifV), 
which,  on  being  factored,  becomes  identical  with  the  last  member 
of  (46). 

If  the  enei^  dissipated  in  heat  during  the  change  of  con. 
figuration  (owing  to  electric  resistance  (VIII.))  and  that  radiated 
away  (both  of  which  are,  or  may  be  made,  exceedingly  small) 
are  neglected,  the  system  gains  in  the  first  case  an  amount  of 
mechanical  energy  equal  to  W,  the  loss  of  electric  energy.  If 
now,  after  the  change  of  configuration,  the  voltages  to  A^  are 
brought  back  to  their  initial  values  by  means  of  batteries  (or  other 
agents  possessing  intrinsic  e.m.f.s  (VIII.)),  the  state  of  the  system 
will  be  the  same  as  after  the  change  of  configuration  in  the  second 
case  above,  and  the  electrical  energy  will  surpass  the  initial 
enei^^  by  the  amount  IV .  The  enei^y  W"  supplied  to  the 
system  by  the  batteries  is  equal  to  the  sum  of  the  increases  in 
mechanical  and  electrical  energy,  or 
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But  W'-W-^-S.{3'-q){y'-V) 

hence  W"  =  2W-\-S,{g' -q){V'-~V)  (4;) 

If  the  change  of  configuration  is  infinitesimal,  W,  W,  and  W" 
are  infinitesimals  of  the  first  order,  and  ^X(^q'  —  q){V'—V) 
an  infinitesimal  of  the  second  order.  Hence,  putting  W  = 
-  dW^  and  W  -  dW, ,  and  neglecting  W~  ff'  -  -  dW^  -  dW, 
=  J2  (?'-  q)  {V-  V),  we  have 

_  dW^  =  dW^  (48) 

and  W"  -=  -  2dW^  -  zdW^  (49) 

That  is,  during  any  infinitesimal  change  of  configuration  the 
decrease  in  the  electric  energy  of  the  system  when  the  charges 
are  kept  constant  is  equal  to  the  increase  when  the  voltages  to 
A^  are  kept  constant ;  and  the  energy  supplied  by  the  batteries, 
or  other  sources  of  electric  enei^,  in  the  latter  case  is  equal  to 
twice  the  increase  of  electric  energy  —  one  half  going  to  increase 
the  mechanical  energy  of  the  system. 

The  principle  developed  in  this  article  will  be  applied  exten- 
sively in  what  follows  to  find  the  forcive  upon  a  given  conductor 
A  in  the  field. 

Thus  suppose  the  forcive  upon  A  to  consist  of  a  force  F  in  the 
direction  OX  of  increase  of  the  coordinate  ;tr  of  a  point  of  A. 
Let  the  configuration  of  all  the  other  conductors  remain  fixed 
while  A  is  displaced  in  the  direction  OX  a  distance  dx.     Then 

~  dW^=^  dW^~:  Fdx 

or  F-~  -  dWJdx  =  dWJdx  (so) 

In  the  same  way,  if  the  forcive  consists  in  a  torque  T  in  the 
direction  of  an  increase  of  an  angle  0, 

T~  - dWJdO  =  dWJdS  (SI) 

66.  The  BUoharge  by  Svooeuive  Contaoti  with  A^  of  two  Con- 
doctors,  A^  and  A^  of  the  Syitem.     Let  all  the  other  conductors 
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within  A^  be  kept  permanently  connected  with  A,^,  thus  becoming 
permanent  parts  of  A^.     Then  we  have  at  all  times,  by  (37)  and 

Initially,  let  A^  be  insulated,  with  voltage  V  to  A^^  and  with 
charge  g,  and  let  A^  be  connected  to  A^.  In  this  state  we  have 
from  the  above  equations 

the  first  subscript  of  ^,  and  y,  denoting  the  number  of  times  the 
conductor  with  the  second  subscript  has  been  connected  to  A^. 
Next  let  Af  be  insulated,  and  let  A^  be  then  connected  to  A^ 
After  this  operation 

Next  let  A^  be  insulated  and  Aj  then  connected  to  A^    Then 

Then  let  .<4,  be  insulated,  and  let  A,  be  connected  to  A^  In 
this  state 

and  so  on  for  any  number  of  contacts. 

Thus  each  time  either  conductor  is  connected  to  A^  its  charge 
is  diminished  in  the  ratio  ^a/^nS^.     After  n  contacts  the  charge 

'"^■"  .?,-h,VvJV  (52) 

If  after  the  «th  contact  A^  is  insulated  and  A^  connected  to  A^, 
the  voltage  from  A^  to  A^  is 

.K  =  ^_  C^«V-n^«)V  -  (VM.^«)"r"  (S3) 
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When-Jj,  is  nearly  equal  to  j„  and  s^,  which  is  the  case  when 
the  two  conductors  are  parallel  and  close  together,  especially 
when  the  dielectric  constant  of  the  medium  between  them  is 
larger  than  that  of  the  rest  of  the  dielectric  within  A^  the  charge 
diminishes  very  slowly  with  the  increase  of  «. 

67.  Electric  Sorfkce  Density  and  8nr£iU)e  Cnrratnre  of  Con- 
dnctors.  The  electric  surface  density  upon  any  isolated  electri- 
fied conductor  is,  in  general,  greater  at  any  point  of  the  surface 
the  greater  the  curvature  at  the  point  For  it  is  obvious  that 
the  equipotential  surfaces  drawn  about  any  such  condurtor  ap- 
proach more  and  more  nearly  the  form  of  spheres  about  the 
conductor's  "  center  of  chaise  "  as  their  distances  from  the  con- 
ductor increase.  That  is,  at  great  distances  the  field  is  prac- 
tically ladial,  and  tubes  of  eijual  strength  have  equal  cross-sec- 
tions. If  now  tubes  of  equal  strength  are  followed  backward 
toward  the  conductor,  they  become  narrower ;  and  those  which 
emanate  from  the  more  highly  curved  portions  of  the  sur- 
face become  narrower  more  rapidly  than  those  which  emanate 
from  less  highly  curved  portions,  since  the  lines  bounding 
each  tube  emanate  normally  from  the  conductor.  Thus  the 
area  from  which  a  tube  of  given  strength  starts  is  smaller,  or 
the  electric  surface  density  upon  it  greater,  the  more  highly  the 
surface  is  curved  (convex  outward)  at  the  point. 

In  the  same  manner  the  density  is  smaller  the  more  concave 
the  surface. 

At  a  sharp  edge  or  point  the  density  is  very  great  If  the 
edge  or  point  were  really  sAar^,  the  density  there  would,  of 
course,  be  infinite,  as  tubes  would  emanate  from  bases  of  no 
dimensions. 

Where  two  parts  of  a  conducting  surface  make  with  one  an- 
other a  reentrant  angle  the  surface  density  vanishes,  since  any 
displacement  there  would  be  perpendicular  to  both  parts  of  the 
surface,  which  is  impossible. 

In  addition  to  the  curvature  at  the  given  point,  the  curvature 
of  the  neighboring  parts  of  the  surface  is  of  importance  in  deter- 
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mining  the  density.  Thus  the  density  would  be  small  on  a 
"point  "  on  the  inside  of  a  vessel  nearly  closed,  and  it  might  be 
great  in  a  small  cavity  in  a  highly  convex  portion  of  the  outer 
suiiace. 

If  the  conductor  is  not  isolated,  the  effects  here  described  will 
be  rendered  more  or  less  conspicuous  according  to  the  signs, 
magnitudes,  and  distributions  of  the  chaises  on  neighboring 
bodies. 

In  the  following  chapter  many  examples  illustrating  the  prin- 
ciple of  this  article  will  be  found. 

58.  The  Capacity  of  a  Conductor  is  a  very  commonly  used 
and  convenient,  but  otherwise  objectionable,  abbreviation  for  the 
permittance  of  the  dielectric  (supposed  homogeneous  and  iso- 
tropic) enclosed  between  the  conductor  and  an  infinitely  remote 
surrounding  conductor  when  no  other  conductors  or  electrified 
bodies  are  present. 
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SIMPLE   IDEAL  ELECTRIC   FIELDS  AND  CONDENSERS  WITH 
HOMOGENEOUS   DIELECTRICS. 

In  the  following  articles  describing  various  electric  fields  all 
more  or  less  ideal,  the  dielectric  is  supposed  to  be  homogeneous 
and  isotropic  throughout,  and  the  electrified  bodies  in  each  case 
are  supposed  to  be  infinitely  remote  from  all  other  electrified 
bodies,  unless  the  contrary  is  stated.  The  potential  at  a  point 
will  be  taken  in  this  chapter  and  in  Chapter  IV,  as  the  line  inte- 
gral of  the  electric  intensity  from  the  point  to  a  region  infinitely 
distant  from  all  electrified  bodies. 

1.  The  Spherically  Badial  Electrio  Field.  Let  an  electric 
charge  q  be  concentrated  at  a  point  P.  The  field  can  be  found 
at  once  from  (i)  and  (2),  Chapter  I.,  or  from  Gauss's  theorem 
and  the  principle  of  symmetry.  By  symmetry,  the  electric  dis- 
placement is  directed  radially  from  P  (or  to  P  H  g  is  negative) 
and  has  the  same  magnitude  at  every  point  of  any  sphere  with 
center  at  P.  All  such  spheres  are  evidently  equipotential  sur- 
faces. Since  the  electric  flux  across  any  of  these  equipotentials 
is  g,  the  flux  per  unit  area  across  a  sphere  of  radius  L,  or  the 
electric  displacement  at  a  distance  L  from  P,  is 

D-gliirL'  (1) 

from  which 

E=  qjc^nrL*  (2} 

From  (2),  the  potential  at  a  point  distant  L  from  P  is 

V*^  J'^^L  =  qjc^-ir  C dLjL^^qjc^irL  (3) 
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the  integration  being  perfonned  along  a  line  of  intensity  for  sim- 
plicity. 

Maxwell's  plane  diagram  of  the  field  is  given  in  Fig.  14  and 
described  in  §  7. ' 

2.  The  Spherical  Condenser.  If  in  the  radial  field  of  §  i  infi- 
nitely thin  conducting  sheets  are  placed  coincident  with  two 
equipotential  spheres  of  tadii  i,  and  Z^  =■  Z^  -f-  rf,  the  electric 
field  will  remain  unaltered,  except  that  it  will  be  rendered  dis- 
continuous at  the  surfaces  of  the  conducting  sheet  (§  47, 
Chapter  I.).  The  charge  upon  the  outer  surface  of  the  inner 
sphere  is  now  q,  and  that  upon  the  inner  surface  of  the  outer 
sphere  is  —  q,  the  two  surfaces  with  the  intervening  dielec- 
tric forming  a  condenser  whose  field  is  radial  and  given  by  (i) 
and  (2). 

The  charge  q  at  the  center  of  the  spheres  is  the  electric  image 
in  the  inner  sphere  of  the  charge  on  the  inner  surface  of  the  outer 
sphere  and  all  external  chaises ;  or,  if  one  of  the  conducting 
sheets  is  removed,  q  is  the  electric  image  in  the  remaining  sphere 
of  the  complementary  chaises  at  an  infinite  distance  (on  the  in- 
finite sphere  at  zero  potential  surrounding  y).  The  conducting 
substance  may  be  extended  into  the  regions  within  the  inner 
sphere  and  without  the  outer  sphere  in  any  manner,  or  the  fields 
in  these  regions  may  be  wholly  destroyed,  without  affecting  the 
field  of  the  condenser. 

For  the  voltage  between  the  two  conductors  (2}  gives 


EdL  =  q/4'irc  -  ( 1  /i,  - 1  /ZJ  =  qdJATtcL^L^    (4) 

The  capacity  of  the  condenser  is 

S-9l{y,-  V;)  =  A-^cL,LJd=  4ircL,'ld-{i  ^  djL^     (5) 
and  the  capacity  per  unit  area  of  the  inner  sphere  is 

S'  =  S/^wL^^  =  c/d-ii  ■+  d/L,)  (6) 
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The  energy  contained  in  the  dielectric,  i 
condenser,  is 


the  energy  of  the 


(7) 


Limitiii;  Cm«i.  (i)  The  parallel  plate  condenser.  If  rf  is 
kept  constant,  and  L  made  to  increase,  the  electric  field  normal 
to  a  given  portion  of  the  inner  or  outer  sphere  obviously  ap- 
proaches uniformity.  When  L  becomes  infinite,  any, finite  por- 
tion of  the  condenser  becomes  a  parallel  plate  condenser  (§  12) 
of  capacity  per  unit  area  S'  =  cjd.  In  any  case  when  djL  is 
small,  the  field  is  approximately  uniform  (in  magnitude)  and  the 
capacity  per  unit  area  approximately  cjd.  This  field  is  fully 
discussed  in  §  12. 

(2)  The  isolated  sphere.  If  i,  is  made  infinite  while  L  re- 
mains constant,  (4),  (5),  (6),  and  (7)  become 


K-glvrcL, 

(8) 

S,~,ir,~4"^ 

(9) 

5,' -'/A 

(10) 

Jf,  -  J  J  r,  =  g'/SwcL,  -  J5,  r,"  -  »fi,  F," 


(■■) 


The  coefficients  of  potential  and  capacity  for  tlie  system  of 
two  spheres  can  be  easily  found  from  the  equations  of  §  50,  I., 
together  with  those  just  developed.     Thus 

,s„-qJV, (when  V,-o)-S 

Ai  -  K  hi  (?.  -  o)  =  l/47ri-i, 
■>..  -  ?i/  I'lCwhen  r,  -  o)  -  -  5  -  —  »„ 

Pa  -  K  li,  (?■  -  o)  —  tUircL, 
jjj  =  ?j/ f,  (when  t\-=o)-=S+  5,(=4Tr<7Zj)^j„ -(-  i//„ 

/>a  -  Klf,  (?.  =  o)  -  t/V"^  -  A. 


(") 
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3.  Laplsoe'i  Eqnatioa  for  the  Spherically  Badial  Pield.  As 
an  example  of  the  use  of  Laplace's  equation  we  will  determine 
f^  —  i^  by  a  different  method.  Since  the  field  is  radial,  the 
equation  may,  with  the  aid  of  Fig.  1 2,  be  put  in  a  much  simpler 
form  than  that  of  (2 1),  Chapter  I.  The  simplified  form  could  be 
obtained  from  (21),  Chapter  I.,  by  a  mathematical  transformation, 
the  proper  conditions  being  put  in,  but  can  be  developed  more 
simply  by  starting  from  first  principles. 


The  electric  flux  into  the  elementary  volume  d-r  across  the 
surface  dS  is  DdS.  The  flux  out  from  the  volume  across  dS  is 
{D  +  dDjdL  •  dZ.)dS',  and  there  is  no  flux  across  any  other  part 
of  the  tube.     Hence  the  resultant  flux  outward  is 

D(dS'  ~  dS)  +  dDjdL  ■  dUS  =  pdUS  =pdr  =  o 

Dividing  this  equation  by  dS,  writing  for  dS'/dS  its  equal 
[L  +  dVfjL},  and  passing  to  the  limit,  we  obtain,  on  putting 
D=cE  equal  to  —  cdVjdL, 

2dr/dL  +  Ld*  VjdD  -  o  (13) 

which  is  the  form  taken  by  Laplace's  equation  for  a  radial  field. 
From  ( 1 3)  we  obtain  by  integration 

L*dVjdL  =  C,,  or  dVjdL  ~  CJD  {a) 

where  C,  is  a  constant  to  be  determined,  and 


V~  q  JdLjD 


(*) 
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Integrating  from  i  =  Z,  to  i  ■■  L^  we  have 

y,-V,-C,(^IL,-xlLi  If) 

Since  when  L  ^  L^,  d  VjdL  =  —  <tJc,  (a)  gives 

C,  =  -  aL^'/c  (d) 

Hence  (r)  becomes 

V,  -  f;=  <rZ,Vr.(i/Z,  -  i/£J=  g/4^c-{i/L,  -  ijL^)      {e) 

which  is  identical  with  (4). 

The  potential  at  any  point  distant  L,  greater  than  Z,  and  less 
than  Zj  (the  field  being  confined  within  the  space  between  the 
spheres  of  radii  Zj  and  L^  from  P  is 

V~V,+  C,  CdLID  (14) 

4.  The  Potential  at  s  Foist  Dae  to  Any  Eleotric  Siatribntion  in 
»  HomogeneovB  Isotropic  Sieleetrio.  For  the  potential  at  a  point 
distant  Z„  Zj,  . ■  ■ ,  Z_  from  point  charges  q^,  g^,  ■■  ■ ,  ?,.  respec- 
tiveiy,  §  33,  Chapter  I.,  gives,  by  means  of  (3), 

1^=  i/c4w-(y,/Z, +  ?,/Z,+  ■••+qJL.)~  i!c4ir1q/Liis) 

If  the  chaises,  instead  of  being  concentrated  at  points,  which, 
to  be  exact,  is  of  course  impossible,  are  distributed  over  surfaces 
and  through  volumes,  (15)  becomes 

V-  i/c4irfdq/L  -  i/^4-7r(^fadSIL  +fpdr/L'j         (16) 

the  first  integration  extending  over  all  electrified  surfaces,  and 
the  second  throughout  all  electrified  volumes. 

While  (15)  and  (16)  have  been  deduced  for  a  space  filled  up 
with  a  single  dielectric,  they  are  also  true,  by  §  28,  Chapter  I., 
when  the  field  contains  any  number  of  conductors.  The  equa- 
tions will  be  extended  later  to  include  all  cases  (IV.). 

0.  The  Law  of  Invene  S^nares.  A  consideration  of  equations 
(i)  and  (2)  shows  that  the  law  of  inverse  squares,  which  they 
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State  in  its  simplest  fonn,  is  due  to  the  continuity  of  the  electric 
displacement  (or  the  "  incompressibility  of  electricity"),  the  flux 
from  a  charge  q  being  q  across  every  surface  surrounding  the 
charge,  and  to  the  spherical  or  three-dimensional  nature  of  space, 
the  flux  from  a  point  charge  being  distributed  equally  in  all  direc- 
tions (when  the  medium  is  homogeneous  and  isotropic,  in  which 
case  only  the  law  is  valid). 

6.  The  Normal  Electric  Field  and  the  Potential  of  the  Earth, 
Numerous  investigations  upon  the  electrical  state  of  the  earth's 
atmosphere,  made  at  altitudes  above  its  surface  ranging  from 
nothing  up  to  4000  meters,  have  shown  that  the  atmosphere  is 
the  seat  of  an  electric  field  whose  intensity,  in  normal  conditions, 
is  directed  toward  the  earth. 

In  good  weather,  the  magnitude  of  this  intensity  at  the  earth's 
surface  ranges  from  about  O-Ooooj  RES  unit  (about  50  volts/ 
meter)  to  about  0.00040  RES  unit  (about  400  volts/meter),  ac- 
cording to  season,  locality,  etc.  Thus  the  electric  surface  density 
of  the  earth's  surface,  in  normal  weather,  ranges  from  about 
— o,OCX)OS  RES  unit  to  about  —  0.00040  RES  unit  The  magni- 
tude of  the  intensity  increases  with  the  altitude  above  the  earth's 
surface  up  to  heights  of  some  3ooo  meters,  showing  that  the 
atmosphere  in  this  region,  like  the  earth's  surface,  is  negatively 
charged.  In  the  higher  regions  of  the  atmosphere,  on  the  other 
hand,  the  intensity  decreases  with  the  increase  of  altitude,  with- 
out becoming  greatly  reduced,  however,  at  the  greatest  altitudes 
yet  investigated.  Thus  the  higher  regions  of  the  atmosphere  are 
positively  chained  ;  but  whether  all  the  tubes  of  displacement 
terminating  upon  the  earth  and  in  the  lower  regions  of  the  at- 
mosphere originate  in  the  upper  regions,  or  whether  some  of  these 
tubes  emanate  from  other  bodies  in  space,  is  not  yet  known.  If 
further  investigation  demonstrates  that  at  greater  altitudes  the 
intensity  vanishes,  the  former  alternative  will  be  shown  to  be 
correct.  The  altitudes  here  considered  are  so  small  that  no  sen- 
sible variation  in  the  intensity  would  occur  within  them  owing  to 
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the  increase  in  the  cross-section  of  the  tubes  of  induction  with 
the  distance  from  the  surface  of  the  earth. 

The  earth  itself  in  any  case  is  negatively  chained  ;  and  since 
the  electric  intensity  in  the  atmosphere  is  directed  toward  the 
earth,  its  potential  is  negative  if  the  (wholly  unknown)  electrifi- 
cation of  all  other  bodies  in  space  beyond  the  atmosphere  is  not 
considered.  From  the  magnitude  of  the  intensity  given  above  and 
from  the  great  altitude  to  which  the  field  extends  without  great 
diminution  in  strength,  it  is  obvious  that  the  magnitude  of  this 
potential  is  veiy  great 

It  follows  from  ( 1 5)  that  that  part  of  the  potential  at  the  center 
of  a  conducting  sphere  of  radius  L  due  to  any  chaises  Xjr  upon 
its  surface  is  ^gj^cL.  Since  the  sphere  is  conducting,  this  ex- 
pression gives  the  part  of  the  potential  at  any  point  of  the  sphere 
due  to  the  surface  distribution.  From  this  and  §6,  I.,  it  follows 
that  the  potential  of  the  earth  is  not  appreciably  affected  by  the 
the  development  of  any  charges  retained  upon  or  near  its  sur- 
face. For  fay  §  6, 1.,  2y  is  always  zero ;  and  L,  the  distance  from 
the  center  of  the  earth,  is  very  great  and  practically  the  same 
for  all  the  charges. 

The  field  surrounding  the  earth,  as  a  matter  of  fact,  is  by  no 
means  strictly  static,  and  the  surface  of  the  earth  is  never  strictiy 
an  equipotential. 

7.  Ksxwell'B  PUn«  Diagram  of  the  SpherloaUy  Radial  Field. 
Maxwell's  diagrams  are  all  so  drawn  that  the  successive  equipo- 
tential surfaces  difller  in  potential  by  the  same  amount  (for  ex- 
ample, unity),  and  that  the  tubes  of  induction  corresponding  to 
the  intervals  in  the  diagram  between  successive  lines  of  displace- 
ment are  of  equal  strength  (for  example,  unit  tubes). 

( I )  The  equipotential  surfaces.  The  radius  of  the  sphere  whose 
potential  is  Kis 

L  MB  gj^-n-c  V 

Hence  by  giving  V  in  succession  the  values  I,  2,  3,  etc.,  the 
radii  of  the  equipotentials  with  these  values  of  the  potential  can 
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be  obtained.  The  circles  in  which  any  plane  passing  through  the 
chaise  cuts  these  spheres  form  the  equipotential  lines  in  the 
diagram.  The  circles  may  of  course  be  drawn  for  any  constant 
increment  of  potential  instead  of  unity. 


I 

^ 

\ 

\ 

f/K 

\ 

\ 

<; 

X 

\ 

M  ^ 

I 

(2)  TXf  iines  and  tabes  of  displacement.  The  lines  of  displace- 
ment are  straight  lines  radiating  from  the  charge.  The  tubes  of 
displacement  in  Maxwell's  method  are  formed  by  rotating  the 
diagram  of  lines  of  displacement  about  a  straight  line  drawn 
through  the  charge.  We  proceed  to  find  the  distribution  of  the 
lines  in  the  plane  diagram  when  drawn  so  that  the  tubes  thus 
■formed  are  of  equal  strength. 

Let  a  circle  of  any  radius  AP,  Fig.  13,  be  drawn  about  P,  the 
seat  of  the  charge,  as  center;  and  let  the  diameter  AB  be  divided 
up  into  q  equal  parts  by  straight  lines  drawn  perpendicular  to  AB 
and  cutting  the  circle  in  the  points  11,  22,  etc.  From  P  let 
straight  lines  be  drawn  through  1 1,  22,  33,  etc.  These  lines  arc 
the  lines  of  Maxwell's  diagram. 

For  if  the  figure  is  rotated  about  AB  as  axis,  the  circle  traces 
out  a  sphere,  the  lines  11,  22,  etc.,  trace  out  equidistant  parallel 
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planes  which  cut  the  sphere  up  into  zones  lAi,  21 12,  etc.,  of  equal 
area  (i/j  that  of  the  sphere).  Hence  the  lines  Pi,  P2,  and  P^, 
etc.,  trace  out  cones  iPl,  1P2,  2Pi,  etc.,  through  each  of  which 
the  electric  flux  is  the  same  and  equal  to  i  /y  x  y  ="  unity.  Hence 
these  cones  are  the  tubes  of  displacement  required,  and  the  lines 
Pi,  P2,  Pi,  etc.,  are  the  lines  of  displacement  in  the  diagram. 

The  field  may  of  course  be  divided  up  into  tubes  of  any  other 
strength  instead  of  unity  by  cutting  AB  up  into  the  desired 
number  of  equal  parts  in  the  above  construction. 

The  diagram  is  given  in  Fig.  14  for  the  case  in  which  the 
strength  of  each  tube  is  taken  as  y/S. 


8.  The  Cyluutrioally  Kadial  Field,  or  field  surrounding  a  uni- 
formly electrified  infinite  straight  line  or  circular  cylinder.  Con- 
sider first  an  electrified  straight  line,  and  let  the  chat^e  on  unit 
length  be  denoted  by  q.  By  symmetry  D  is  everywhere  oormal 
to  the  line  and  to  the  circular  cylinders  about  it  as  axis,  which 
are  the  equipotential  surfaces,  and  has  the  same  magnitude  at 
every  point  of  any  such  cylinder.  Since  the  flux  acriHs  a  length 
A  of  any  equipotential  is  ^.<4,  the  fiuxper  unttareaacnmacylin- 
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der  of  radius  L,  or  the  electric  displacement  at  distance  L  from 

the  axis,  is  r,  a  i      i  a         <      r  ,     ^ 

/?—  ^A/2vLA  =.qJ2-B-L  (17) 

whence  E=  Djc  =  gjiircL  (l8) 

The  potential  at  a  point  distant  L  from  the  axis  is 


V=qJ2iTcrdLjL 


('9) 


9.  The  Cflindrioal  Condenier.  If  two  equipotentials  of  radii 
L^  and  L^  =  L^-^  d  are  replaced  by  infinitely  thin  conductors, 
the  electric  field  will  remain  unaltered  except  that  it  will  become 
discontinuous  at  the  surfaces  of  the  conductors.  The  chaise 
upon  unit  length  of  the  outer  surface  of  the  inner  cylinder  is  now 
q,  and  that  upon  unit  length  of  the  inner  surface  of  the  outer 
cylinder  is  —  q,  and  the  two  conducting  surfaces  with  the  inter- 
vening dielectric  form  a  condenser  whose  field  is  given  by  (17) 
and  (18).  The  charge  upon  the  straight  line  and  that  on  the 
inner  surface  of  the  outer  cylinder  together  with  all  the  external 
chaises  are  electric  images  of  one  another  in  the  inner  cylinder, 
etc.  The  conducting  substance  may  be  extended  into  the 
regions  within  the  inner  surface  and  without  the  outer  surface  in 
any  manner,  or  the  fields  of  these  regions  may  be  wholly  de- 
stroyed, without  affecting  the  field  of  the  condenser. 

For  the  voltage  between  the  plates  of  the  condenser,  (18)  gives 

V^—V^  =  gj 2irc  f  'dLjL  =  qjiitc ■  iog(i  +  <^/A)      (20) 

The  capacity  of  a  length  A  of  the  condenser  is 

S=qA[iV,~  tg-27rM/log(l  +d/L^)  (21) 

and  the  capacity  per  unit  area  of  the  inner  cylinder  is 
S'  =  SjivL^A  =  c/L^log  (I  -f-  <//i,) 
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If  d  is  kept  constant  and  L^  made  to  increase,  the  field  normal 
to  a  given  portion  of  the  inner  (or  outer)  cylinder  evidently  ap- 
proaches uniformity ;  and  in  the  limit,  when  ij  =  infinity,  any 
finite  portion  of  the  condenser  becomes  a  parallel  plate  condenser 
(§  1 2)  of  capacity  cjd  per  unit  area.  In  any  case  when  djL  is 
small  the  capacity  per  unit  area  is  approximately  cjd. 

The  energy  of  a  length  A  of  the  condenser  is 

w- j?^(p;-  jg_?M/4w-iog(i  +^/£,) 

->r^f/log(l+^/Z,)^(F;-FJ'  '^^' 

.  The  field  of  an  infinite  isolated  circular  cylinder  uniformly 
diarged  is  given  by  the  above  equations  on  making  Z,  infinite 
and  V^  zero. 

y,—  y^  can  be  easily  obtained  by  the  direct  application  of  the 
law  of  inverse  squares.  Let  the  field  outside  the  condenser  be 
zero  (though  the  results  obtained  will  be  independent  of  this 
assumption);  then  f^  =  o,  and  V,  is  the  potential  at  any  point 
on  or  within  the  inner  cylinder,  and  is  therefore  the  potential  at 
any  point  P  on  this  axis.     Hence,  from  the  figure  (Fig.  ij). 


^ 


W 


V^-  y,~.  V^=  2  r[g2-jrL,dxJ4irc{:^  +  Z,*)* 

—  q2trL^  f  ^ircix* -^  ■^*)']  =  ^j^irc  ■  log  i,/i, 

as  in  (20)  above. 

10.    Laplace's   Equation  fbr   the  Cylindrically  Badial  Field. 
V^~-  f^  can  also  be  obtained  directly  from  Laplace's  equation. 
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Without  transforming  the  general  equation,  we  can  obtain 
directly,  by  a  simple  process  similar  to  that  employed  in  g  3,  the 
special  form  it  assumes  in  a  cylindncally  radial  field.  Thus  we 
find 

Ld*VjdL*  +  dVjdL  -  o  (24) 


Hence,  by  integration, 

U  VIdL  = 
or  \  (a) 

dV^CdLjL  I  ^  ^ 


and 

F,  -  r,  =  C  f  Vz/Z  =  gf  2Trc    log  UI^  (*) 

since  when  L  =  Z,,  {a)  gives 

C-=  —  LiO-/c  =  ■  ■  gJ2vc  (c) 

The  potential  at  any  point  between  the  two  cylinders,  distant 
Z  from  the  axis,  is 

V=V^+cf  dLjL  (J5) 

''It 

11.  Kaxwell'B  Plane  Sia^Tam  of  the  Cyliudrioally  Badial  Field. 
This  diagram,  like  that  of  §  7,  is  drawn  so  that  the  tubes  of  dis- 
placement corresponding  to  the  intervals  between  the  successive 
lines  of  displacement  are  of  equal  strength,  and  so  that  the  volt- 
age between  successive  equipotential  lines  or  surfaces  is  constant. 

Since  every  line  of  displacement  lies  wholly  in  a  plane  perpen- 
dicular to  the  axis  of  the  cylinders  or  electrified  straight  line,  and 
since  the  lines  of  displacement  are  exacdy  similar  in  every  such 
plane,  any  such  plane  is  chosen  as  the  plane  of  the  diagram,  and 
the  tubes  of  displacement  are  supposed  to  be  formed  by  moving 
the  diagram  perpendicularly  to  its  plane.  We  shall  suppose  the 
diagram  to  represent  unit  depth  of  the  field,  all  the  tubes  having 
this  thickness. 

I.  The  equipotential  lines  in  the  diagram  are  circles  centered 
on  the  axis.     Though  the  potential  of  every  circle,  as  given  by 
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(19),  is  infinite,  we  may  draw  a  system  of  circles  differing  in 
potential  successively  by  a  constant  finite  quantity,  as  unity,  by 
starting  with  any  equipotendal  circle  of  any  radius  a  and  potential 


V^  (infinite)  and  applying  {20)  to  find  the  radius  L  of  the  circle 
whose  potential  is  i^  —  f^  less  than  V^.     Thus  we  have 


By  giving  to  V^~-  Vj,  in  succession  the  values  i,  2,  3,  etc.  (or 
any  set  of  successive  values  differing  by  a  constant),  as  many 
rircies  of  the  system  as  desired  may  be  obtained. 

2.  The  lines  of  displacement  are  straight  lines  drawn  from  the 
center  of  the  circles  and  dividing  each  circle  into  q  (or  any  inte- 
gral number)  of  equal  parts. 

Such  a  diagram  is  shown  in  Fig.  16. 

12.  The  Uniform  Electric  Field.  Let  the  field  be  terminated 
by  an  infinite  plane  conducting  surface.  The  surface  will  be 
uniformly  electrified,  the  displacement  everywhere  uniform  and 
normal  to  the  surface,  and  the  equipotentials  planes  parallel  to 
the  surface.     The  displacement  is 
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D=ii  (26) 

and  the  intensity  is        £  ==  Dfc  =■  <r/c  (27) 

The  Parallel  Plate  Condenser.  If  an  infinitely  thin  conduct- 
ing sheet  is  placed  coincident  with  the  equipotential  plane  dis- 
tant rf  from  the  electrified  surface,  the  electric  field  will  remain 
unaltered  except  for  the  discontinuity  introduced  at  the  surfaces 
of  the  sheet,  and  each  side  of  the  sheet  will  therefore  have  the 
same  electric  surface  density  a  (numerically).  The  two  adja- 
cent surfaces  and  the  dielectric  between  them  form  a  condenser 
whose  field  is  uniform  and  given  by  (26)  and  (27),  and  which 
will  remain  unaltered  if  the  conductors  are  extended  into  the 
region  outside  the  condenser. 

The  voltage  between  the  two  conductors  is 

V,-V^~Ed=cdlc  (28) 

and  the  capacity  of  a  portion  of  the  condenser  of  right  cross- 
section  A  is 

-^  =  y/(  K  ~  i^i)  =^/£^  =  ADjEd  =~  Acjd  (29) 

The  capacity  per  unit  area  is,  as  already  proved  less  directly 
in  §§2  and  9,  S'-S/A-cjJ  (30) 

The  energy  of  a  portion  of  the  condenser  of  right  cross- 
section  A  is 

lV~y(V,  ~  V^)=^A<r'd/c 

=  \Acld-{V,-V^*~\EDAd    (31) 

The  force  F  (positive  when  tending  to  increase  d,  or  to  separate 
the  plates)  upon  an  area  A  of  either  plate,  if  the  tubes  in  the 
condenser  are  the  only  tubes  terminating  upon  the  plates  (that 
is,  if  there  is  no  external  field),  is 
F=  -  dWjdd{a  constant)  =  -  ^a^Ajc  =  -  ^E'A  =  etc. 

-  -f  dWjdd  \_{V^-  fj)  constant]  (32) 

\Ac{V,-  V^*jd*  «=  -\cE*A  =  etc. 

by  §  55.  Chapter  I. 
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This  result  also  follows  from  §  40,  I.,  or  the  result  there  given 
follows  from  (32). 

f'j  —  Fj  can  be  obtained  also  by  the  direct  application  of  the 
law  of  inverse  squares.  We  assume  that  there  is  no  field  ex- 
ternal lo  the  region  within  the  plates,  though  the  results  will  of 
course  be  independent  of  this  assumption,  since  the  internal  and 
external  fields  are  wholly  independent  of  one  another.  From 
any  point  P  of  the  positive  plate  imagine  a  straight  line  drawn  per- 
pendicular to  both  plates.  Imagine  the  surfaces  of  the  conduc- 
tors divided  up  into  infinitesimal  circular  zones  centered  on  this 
Une,  and  let  x  denote  the  radius  of  any  zone  and  dx  its  width. 
Then  the  potential  at  P,  i.  e.,  the  potential  at  all  points  of  the 
positive  plate,  is  evidently 

J^  —   I     [—  <r2wxdx/4wc(x*  +  </)*  +  v2trxdxJ4vcx'] 

-  0-/2t    r'[l  -  XJ{X*  +  df]dx-  +  <TdJ2C 

Similarly  ^^  ~  —  adJ2c 

Hence  p;  —  K,  -  <rrf/.:  (28) 

LaplaM'B  Equation  for  a  TTnlfonn  Fi«ld.  The  same  result  can 
be  obtained  also  from  Laplace's  equation.  In  a  uniform  field,  if 
we  take  X  in  the  direction  of  D,  the  equation  (21),  Chapter  I., 
sm,pUfeto  ^Vld^'.o  _  (33) 

since  Z»,  =  i3,  =.  o  (or  dVjdy  =  dVjde  =-  o). 
By  integration,  (33)  gives 

dVldx-C^  =  ~<rlc  (a) 

By  a  second  int^ration 

V^-V,=  C,{o  -d)=-C,d=  ad/c  (28) 

At  any  point  distant  x  from  the  positive  plate,  when  x  is  less 
than  d,  we  have 

V-F,+  C,x  (34) 
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13.  HsxwflU's  Plans  SiAg^ami  of  tha  Unifitrin  Field,     (i)  The 

equipotentials  are  equidistant  planes  perpendicular  to  the  lines  of 
displacement 

(2)  The  diagram  of  the  tubes  of  displacement  may  be  drawn  in 
two  different  ways.     If  the  tubes  are  to  be  formed  by  moving 


the  diagram  perpendicularly  to  its  own  plane,  the  corresponding 
lines  in  the  diagram  must  be  drawn  equidistant  But  if  the  tubes 
are  to  be  mapped  out  by  rotating  the  diagram  about  a  line  of 
displacement  as  axis,  the  distances  of  the  successive  lines  from 
the  axis  (or  the  radii  of  the  outer  surfaces  of  the  cylindrical 
tubes)  may  be  found  by  giving  to  the  expression  irI^D(^  =  the 
flux  through  a  tube  of  radius  R)  values  which  are  multiples  of 
the  successive  whole  numbers  by  a  constant,  and  solving  for  the 
corresponding  values  of  R.  A  diagram  of  the  former  kind  is 
given  in  F^,  17,  and  one  of  the  latter  kind  in  Fig,  18. 


Fig.  le. 

14.  Haxwflll'i  Plane  Diagram  of  the  Keioltant  of  two  Fieldi. 
If  the  plane  diagrams  of  two  fields  are  given,  both  drawn  for  the 
same  strength  of  tubes  and  the  same  potential  differences,  and  if 
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both  are  diagrams  which  trace  out  the  tubes  of  displacement  by 
their  revolution  about  the  same  axis,  or  by  motion  at  right 
angles  to  their  plane  through  the  same  distance,  the  resultant 
diagram  of  the  two  fields  superposed  can  easily  be  drawn. 

(i)  The  equipotentials.  Since  the  potential  of  each  line  in  both 
diagrams  is  known,  the  potential  of  every  point  of  intersection 
when  the  diagrams  are  superposed  is  known.  Hence  by  draw- 
ing curves  through  all  the  points  of  intersection  which  have  the 
same  potential  we  get  the  resultant  equipotential  curves.  This 
is  equivalent  to  drawing  the  curves  forming  the  diagonals  of  the 


quadrilaterals  made  by  the  superposition  of  the  two  s>-stems  of 
equipotentials,  since  in  passing  from  one  comer  to  the  other  the 
potential  of  one  diagram  diminishes  as  much  as  that  of  the  other 
increases.  There  is  no  difficulty  in  choosing  the  proper  diagonal. 
The  difference  of  potential  between  the  successive  curves  in  the 
resultant  diagram  is  the  same  as  that  between  the  successive 
curves  in  the  original  diagrams.  A  particular  case  is  illustrated 
in  Fig.  19,  the  lines  of  the  resultant  diagram  being  dotted. 

(2)  The  lines  of  displacement.  The  lines  of  displacement  in 
the  resultant  diagram  are  the  curves  forming  the  diagonals  of 
the  quadrilaterals  resulting  from  the  superposition  of  the  two 
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diagrams  of  lines  of  displacement.  For  across  every  element  of 
such  a  curve,  as  iz^  in  the  figure  (Fig,  20),  the  flux  is  zero,  since 
the  flux  through  one  tube  as  Tin  one  direction  just  cancels  that 
through  another  as  T'  in  the  other  direction.     It  is  also  obvious 


FK.  30. 

from  the  figure  that  the  flux  along  any  resultant  tube  is  equal  to 
that  along  any  of  the  original  tubes.  No  difficulty  can  be  ex- 
perienced in  choosing  the  proper  comers  of  the  quadrilaterals  to 
connect. 

By  compounding  diagrams  in  pairs  it  is  clear  that  the  diagram 
of  the  resultant  of  any  number  of  fields  superposed  can  be  ob- 
tained by  the  above  method. 

\h.  The  Field  Terminated  by  two  Equal  and  Oppoiite  Concen- 
trated Charges.  Let  the  charges,  which  will  be  denoted  by  q 
and  —q,  be  located  at  A  and  B,  Fig.  21,  distant  2,/ apart.  The 
field  is  evidently  symmetrical  about  the  line  AB,  and  is  the  re- 
sultant of  two  radial  fields,  §  i.  The  displacement  and  intensity 
at  any  point  P  distant  Z,  from  A  and  i,  from  B  are  therefore 

D  =  Vector  sum  of  i?i(=  ql^trL^  directed  from  A)  and 

A(~  ^lA'^^t  directed  toward  B)  (35) 

and 

E^Djc  (36) 

For  the  potential  at  P,  (36)  gives 

V=  K+V,  =  q/4-^c  ( I  /i,  -  I  /A)  (37) 
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{37)  is  also  the  equation  of  the  equipotential  surface  whose 
potential  is  V. 

The  lines  of  intensity  are  the  lines  orthogonal  to  the  surfaces 
given  by  (37).  The  equation  of  a  line  of  intensity  can  be  ob- 
tained at  once  by  writing  down  the  condidon  that  there  is  no 


component  of  electric  intensity  perpendicular  to  such  a  line.  If 
ds  (Fig,  21)  is  an  element  at  P  of  the  line  of  intensity  through 
P,  and  if  a^  and  a,  are  the  angles  made  by  £^  and  £j  with  the 
normal  J^  at  P,  we  have,  to  express  this  condition, 

£^  cos  a^  +  £^  cos  a,  —  O 

If  L,  and  L^  make  with  AB  the  angles  0^  and  fi,,  this  condition 
may  be  written,  as  the  figure  shows. 

Multiplying  by  PD,  the  perpendicular  to  AB  from  P,  and  inte- 
grating, we  have 

Constant  =  C—  —  ( Jsin  5/5,  +/sin  &^0^~  cos  5,+  cos  fl,  (38) 

which  is  the  equation  sought,  in  terms  of  6^  and  0^. 

By  giving  to  C  different  values,  the  equation  of  any  line  of 
intensity  may  be  obtained.     To  find  C  for  the  line  which  cuts 


b.GoogIc 


76  ELEMENTS  OF  ELECTROMAGNETIC   THEORY. 

the  plane  normal  to  AB  through  its  central  point  C  at  a  distance 
X  from  C,  we  have,  for  this  point,  tf,  =  9^,  and 

X,  =  i,  =  (rf*  +  ;r*)t 
Therefore 

C-  2  cos  ^,  =.  2  cos  8^  -  2rf/(rf'  +  x^  (39) 

The  lines  of  displacement  and  the  equipotential  lines,  drawn 
by  the  method  of  Maxwell,  §  14,  are  shown  in  Fig.  22.  (See 
(Maxwell's  Treatise,  §123.) 

If  the  distance  2d  is  diminished  indefinitely  and  the  charges  q 
and  —  q  increased  in  such  a  way  that  ^  x  2</=  constant  =  M, 
the  system  becomes  a  point  doublet  of  moment  M.  This  doublet 
and  its  field  are  discussed  in  §  27. 

From  (37)  it  follows  that  the  infinite  plane  perpendicular  to 
AB  through  its  middle  point  C\s  at  zero  potential. 

At  any  point  on  this  plane  the  resultant  intensity  and  displace- 
ment are  normal  in  the  direction  AB.  If  P  is  distant  x  from  C, 
the  displacement  at  /"will  be,  by  (35), 

D  -  2ql^ir{d*  +  x^ .  dj{d*  +  .*:*)*  =  qdl2tr{d*  +  x*)»    (40) 

If  for  the  infinite  plane  equipotential  surface  through  C  an  in- 
finitely thin  conducting  sheet  is  substituted,  the  field  on  either 
side  will  remain  unaltered,  and  the  two  point  chaises  will  be- 
come electric  images  of  one  another  in  the  sheet. 

If  the  field  on  the  side  toward  B  is  destroyed,  or  if  the  con- 
ductor is  extended  toward  B  in  any  manner,  the  field  on  the  side 
toward  A  will  not  be  afiected,  and  we  have  the  electric  field 
bounded  by  a  concentrated  charge  q  and  the  (induced)  charge 
upon  an  infinite  plane  conducting  surface  distant  d  from  q  and 
maintained  at  zero  potential.  If  q  is  positive  the  electric  surface 
density  is  negative  at  every  point  of  the  surface,  since  D  there 
has  the  direction  AB.  The  magnitude  of  ZJ  —  ff  is  given  in 
(40).  The  total  charge  upon  the  infinite  plane  is  —  q,  since  all 
the  tubes  from  A  terminate  upon  the  plane. 
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Since  the  field  about  A  was  unaltered  by  the  introduction  of 
the  conducting  sheet  and  the  destruction  of  the  field  on  the  side 
toward  B,  the  force  between  the  charged  body  at  A  and  the  plane 
conductor  is  the  same  as  the  force  formerly  acting  between  A 
and  B.     That  is, 

F~^  -q'jifmcd*  {41) 

Since  concentrated  charges  do  not  exist,  we  shall  suppose  the 
charges  at  A  and  B  distributed  over  extremely  small  conducting 


spheres  each  of  radius  a,  so  that  the  field  in  the  region  outside 
the  spheres  will  be  practically  the  same  as  that  already  discussed. 
From  (34),  I.,  the  potentials  of  the  spheres  A  and  B  are 

f^=A.?+Ai(-?)     and      f'.-A*? +/«(-?) 
the  subscripts  1  and  2  being  applied  to  A  and  B  respectively. 
Since  the  spheres  are  very  small,  these  equations  become  very 
approximately 

V^  =  qj^irca  -  qj^irczd 
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and  F,  >=  —  qj^trca  +  qJ4trc2d=  —  f^ 

from  which      V^—  f^=  2f^  —  qJ2'iTc{ija—  lJ2d)  (42) 

The  capacity  of  the  system  AB  is 

5_j/(f^_rj_2«/(./»-i/2^)  (43) 

and  the  energy  of  its  field  is 

W=  ?=/47rf.(i/«-  i/2'^)-4Trf^.7(i/«-  l/2rf)    (44) 
When  the  conducting  sheet  is  placed  coincident  with  the  zero 
equipotential,  the  capacity  of  the  dielectric  between  A  and  tfiis 
surface  is 

S,-qlV,-2S  (45) 

The  eneigy  of  the  dielectric  is 

K~iw  (46) 

The  force  tending  to  increase  the  distance  between  the  chaige 
at  A  and  the  plate  can  also  be  found  from  (44)  or  (46)  by  the 
method  of  §  55,  I.     Thus 


(47) 


F~  -  dWJdd-  ~  dfV/d(2d)  =  -  ?"  /i67rcd' 

=  -\-dWJdd-+dWjd{2d)~~-rrcV*ld\ila-iJ2df 

in  agreement  with  (41),  the  first  differentiations  being  performed 
with  the  charges  constant,  and  the  second  with  the  potentials 

constant. 

16.  The  Electric  Field  SarroiuLdiiig  Two  Concentrated  Chains 
of  the  Same  Si^  in  the  Katio  of  4:1,  and  it«  SerivativeB.  Max- 
well's diagram  with  twenty  tubes  emanating  from  one  of  the 
charges  {A)  and  five  from  the  other  {B)  is  given  in  Fig.  23  (from 
Maxwell's  Treatise,  §  118).  One  equipotential  .surface,  indicated 
by  the  dotted  line,  consists  of  two  lobes  meeting  at  the  point  P. 
At  P,  which  is  distant  from  A  two  thirds  of  the  distance  AB, 
the  intensity  vanishes.  Within  this  surface,  each  charge  is  sur- 
rounded by  a  separate  system  of  equipotentials,  which  become 
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more  and  more  nearly  spherical  as  they  become  smaller,  though 
no  one  of  them  is  an  exact  sphere. 

If  two  of  these  surfaces,  one  surrounding  each  point,  are  taken 
to  represent  the  surfaces  of  two  conductors  with  charges  of  the 
same  sign  in  the  ratio  4:  i,  the  diagram  will  represent  the  cqut- 


potential  surfaces  and  tubes  of  displacement  of  the  field  sur- 
rounding the  conductors,  provided  that  all  the  lines  within  the 
surfaces  are  annulled. 

The  diagram  shows  that  the  force  between  the  two  bodies  will 
be  the  same  as  that  between  the  two  points  A  and  B  with  the 
same  charges.  The  distribution  of  the  tubes  shows  that  this 
forre  tends  to  pull  the  bodies  apart. 

If  a  conducting  surface  is  placed  coincident  with  the  two-lobed 
equipotential,  its  electric  surface  density  at  P  will  be  zero  (cf. 
§  57.  I)- 

Outside  the  two-lobed  surface  a  single  system  of  equipoten- 
tials  surrounds  both  charges.     By  making  any  of  these  surfaces 
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conducting  and  annulling  all  the  tubes  within,  we  obtain  the  field 
surrounding  the  isolated  conductor  with  a  charge  upon  its  sur- 
face equal  to  that  of  A  plus  that  of  B.  The  equipotentials  sur- 
rounding both  A  and  B  approach  the  form  of  spheres  as  their 
distances  from  A  and  B  increase  (of.  §  57,  I.). 

17.  Tli«  Elftctric  Tiftld  gnrroimdin^  Two  CoBceatratad  Charges 
of  Opposite  Bigna  in  the  Bado  4  te  1,  and  its  reriTatiTea.  Max- 
well's diagram,  with  twenty  tubes  emanating  from  one  chaise  at 
A  and  five  terminating  with  the  other  at  B,  is  given  in  Fig.  24 
(from  Maxwell's  Treatise,  §  119). 

Here  again  one  of  the  equipotentials,  indicated  by  a  dotted 
line,  has  two  lobes,  an  inner  one  surrounding  the  point  B  and  an 
outer  one  surrounding  both  the  points  A  and  S.  All  the  sur- 
faces in  the  region  between  the  lobes  surround  A  only  and 
become  more  nearly  spherical  as  /I  is  approached ;  while  all 
those  in  the  region  within  the  inner  lobe  surround  B  only  and 
become  more  nearly  spherical  as  B  is  approached.  The  equi- 
potentials lying  outside  the  surface  with  two  lobes  become  more 
nearly  spherical  as  their  distances  from  A  and  B  increase. 

One  of  the  surfaces,  that  with  the  potential  zero,  is  a  sphere, 
and  is  indicated  by  the  dotted  circle  Q. 

If  two  of  the  surfaces,  each  surrounding  one  of  the  two  points 
A  and  B,  are  made  conducting,  and  the  fields  within  them  an- 
nulled, the  diagram  gives  the  tubes  and  equipotentials  surround- 
ing these  conductors  when  charged  oppositely  in  the  ratio  4:  i. 

The  diagram  indicates  that  the  force  between  two  such 
charged  conductors  is  one  of  attraction,  and  the  same  as  the 
force  between  the  two  charged  points  A  and  B.  The  field  sur- 
rounding the  charge  s.t  A  ot  B  when  the  sphere  Q  is  made  con- 
ducting and  the  field  on  the  other  side  annulled  is  discussed  in 

If  we  consider  points  on  the  axis  AB  beyond  the  point  B,  we 
find  that  the  resultant  intensity  diminishes  up  to  the  point/*,  distant 
from  A  twice  the  length  AB,  where  it  vanishes.     It  then  changes 


b.Googic 


ELECTRIC   FIELDS  AND   CONDENSERS. 


8l 


sign  and  reaches  a  maximum  at  M,  after  which  it  continually  di- 
minishes. The  distance  of  M  from  A  is  -^^li^^^—  \)-AB 
—  2.70  X  AB  (approximately). 


18.  The  Electric  Field  SnrrooiLdinff  Three  Foists  A,  B,  and  C, 
with  Charges  Froportioiial  to  16,  —  12,  and  20,  respectlTely,  so 
Situated  in  a  Straight  Line  that  AB :  BC :  AC : :  9 :  16 :  26,  and  its 
DerivatiTea.  Maxwell's  diagram  of  the  field  is  given  in  Fig.  25 
(from  Maxwell's  Treatise,  §  121). 

In  this  field  one  of  the  equipotentials,  corresponding  to  the 
potential  l/4<r,  consists  of  two  spheres  intersecting  at  right  angles, 
with  centers  A  and  C,  and  radii  1 5  and  20,  respectively,  as  indi- 
cated by  dotted  lines  in  the  diagram.  The  point  B  is  at  the 
center  of  the  circle  of  intersection  DD,  the  radius  of  which  is  12, 
and  at  all  points  of  which  the  intensity  is  zero. 

If  the  sphere  A  is  made  conducting  and  all  the  lines  within  it 
annulled,  the  diagram  will  represent  the  field  surrounding  the 
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insulated  sphere  A  with  chaise  3  upon  its  surface  in  the  pres- 
ence of  a  concentrated  charge  20  at  C.  The  part  of  A  within 
the  spherical  surface  about  C  will  be  negatively  charged  and  the 
rest  positively  charged,  the  electric  surface  density  along  the 
circle  DD  being  zero. 


In  the  same  way,  if  C  is  made  conducting,  the  diagram  repre- 
sents the  field  surrounding  the  conducting  sphere  C  insulated 
with  charge  8  upon  its  surface  in  the"  presence  of  the  concen- 
trated charge  15  at  A. 

These  two  fields  are  particular  cases  of  that  discussed  in  §  24. 

If  both  spheres  are  made  conducting,  and  the  lines  within 
annulled,  the  diagram  represents  the  field  surrounding  a  con- 
ducting surface  consisting  of  the  external  segments  of  two  spheres 
intersecting  at  right  angles  in  Df>  and  with  charge  23.  This  is 
a  particular  case  of  the  field  discussed  in  §  36. 
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Id.  The  BlMtrio  Field  Termiuated  by  Two  Infinite  Parallel 
Btrai^ht  Linei  or  Cironlsr  Condnotin^  Cylinders,  witli  Chargei  q 
and  —  ^  on  TTnit  LengtlL  Consider  first  two  electrified  straight 
lines,  distant  2a  apart,  and  cut  by  a  perpendicular  plane  in  the 
points  A^  and  A^  Fig.  26.  By  symmetry,  the  distribution  of 
the  lines  of  displacement  is  the  same  in  every  such  plane.  More- 
over, all  the  lines  emanating  from  a  point  A^  pass  to  the  point 
A^  in  the  plane  containing  the  two  points  and  perpendicular  to 
the  two  lines. 


The  potential  at  any  point  P  distant  L^  from  A^  and  i,  from 
^,is 

F-  I^  +  r,  =  gl2ir.  (  f  dLjL  -  f  dLjL) 

„^  ^-^^  -^^  ^  (48) 

—  ql2irc  I     dLjL  =  gJ2irc\og  L^jL^ 

This  is  also  the  equation  of  the  section  by  the  plane  of  the 
paper  of  the  equipotentiat  surface  whose  potential  is  V.  By  giv- 
ing to  V  different  values  the  corresponding  surfaces  may  be 
obtained. 

The  displacement  at  P  is 

J)  _  Vector  sum  of  /?,(  ™  ql2irL^  directed  from  W, ) 

and  Z)j{=  qJ2TrL^  directed  toward  A^)  ^^^' 

and  the  intensity  £  is  Djc, 
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From  (49)  the  equation  of  any  line  of  intensity  can  be  obtained 
by  the  method  of  §  15.  Proceeding  exactly  as  in  that  article, 
we  find  the  equation 

(J,  +  5j  =  C  =  constant  (50) 

which  is  evidently  the  equation  of  the  arc  of  a  drcle  terminating 
at  A,  and  /l^  and  cutting  perpendicularly  the  line  normal  to 
■^,A^  at  its  middle  point.  If  the  line  whose  equation  is  sought 
cuts  the  normal  to  A^AJ  at  its  middle  point  C?  at  a  distance  x 
from  0,  we  have,  for  this  point,  5,  =  0^,  and 

(^=2^,  =  20^—  2^—2  cos-»[a/(a»  + JT*,)!]  (fi) 

The  equipotential  surfaces  given  by  (48)  are  circular  cylinders, 
or  their  lines  of  intersection  with  the  plane  A^A^  circles,  orthog- 
onal to  the  lines  of  intensity.     For  (48)  may  be  written 

lJL^=e-"^^^i  =  h  (52) 

a  constant  for  the  curve,  or  surface,  whose  potential  is  V\  and 
this  is  the  equation  of  a  circle  cutting  the  line  A^A^  and  with  its 
Mnter  Con  the  line  A^A^  produced. 

The  radius  of  the  circle  whose  potential  is  V'v& 

R-lkal(lf-i)  (S3) 

the  distance  of  its  center  C  from  Ay  is 

AyC—Rh  (54) 

and  the  distance  of  C  from  A^  is 

A,C-Rlk  (55) 

To  obtain  the  resultant  displacement  />'  at  /"we  must  obtain 
the  vector  sum  of  D^  and  D^,  Fig.  26,  which  will  be  along  R 
normal  to  the  equipotential.  Since  />,  and  .Z?,  are  directed  along 
Z,  and  Z,  respectively,  and  since,  by  (49),  />,  /Z?,  =  Z,  /Z,.  the 
triangle  whose  sides  are  Z>,,  ZJ,,  and  jy  is  similar  to  the  triangle 
AJ^A. ;  so  that 

ly  jD^  =.  2a  jL^  and  D'  jD^  =  za  /Z, 
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whence  iX  —  20/),  /i,  =  2aD^  IL^  =  qa  jirL^l^  (56) 

and  the  resultant  intensity  E  is  equal  to  1/  jc. 

The  force  F  upon  a  length  A  of  either  electrified  line,  con- 
sidered posidve  when  tending  to  increase  a,  is 


-  qAglc2ir2a  —  —  ^Aj^vca 


(57) 


The  plane  diagram  of  the  field,  drawn  by  Maxwell's  method, 
§  14,  is  given  in  Fig.  27  (from  Webster's  Theory  0/  Electricity  and 
Magnetism,  §  1 59).  The  tubes  of  displacement  and  the  equipo- 
tentials  are  mapped  out  by  moving  the  diagram  perpendicularly 
to  its  plane. 


If  for  any  equipotential  surface  the  coincident  surface  of  a  con- 
ductor is  substituted,  the  electric  field  on  the  side  facing  this  sur- 
face will  remain  unaltered.  The  above  field  therefore  includes, 
as  particular  cases,  the  fields  bounded  by 

(i)  An  infinite  straight  line  and  a  parallel  infinite  conducting 
circular  cylinder. 
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(2)  An  infinite  straight  line  and  a  parallel  infinite  conducting 
plane, 

(3)  An  infinite  conducting  circular  cylinder  and  a  parallel  in^ 
finite  conducting  plane, 

(4)  Two  parallel  infinite  conducting  circular  cylinders,  internal 
or  external  (either  or  neither  surrounding  the  other),  all  with 
charges  q  and  —  q  upon  unit  length. 

The  fields  of  §§  8-9  are  particular  cases  of  (4)  when  one  of 
the  two  lines  is  removed  to  infinity. 

As  systems  of  practical  importance,  we  shall  discuss  (4)  for 
the  case  in  which  the  two  cylinders  are  external  to  one  another, 
each  of  the  same  given  radius  R,  with  their  axes  at  a  given  dis- 
tance zd  apart,  and  charged  to  potentials  V  and  —  V,  and  (3), 
which  is  a  particular  case  of  (4), 

To  obtain  the  electric  field  terminated  by  the  two  cylinders,  we 
must  find  the  distance  a  and  the  charge  q  upon  unit  length  of 
the  positive  cylinder. 

From  the  similar  triangles  ^,C/*and  ^jC7'(Fig.  26)  we  have 

(d^-a)(d-.)-Ff  (S8) 

whence 

a-(d'-F!^  (59) 

From  (54)  and  (55) 


h-{d  +  a)IR-  Rl(d-  d)-\_d  J,  (d'  -  Ry\lR 
^RI[d-(d'-I?f\ 

For  the  cylinder  whose  potential  is  —  Kwe  have 

log  A  —  Twc  VI q 
and  therefore 

q=2i,cVl\<:,^k=  2wcV/logl{d +(d*-J?)i}fJ^ 
=  2JrcVllog[I?l{d-(<i*~J?)i]} 

From  (49)  and  (56)  the  field  can  be  determined,  by  making  use 
of  (61),  at  all  points. 

The  capacity  of  a  length  A  of  the  system  is 
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S=mqAJ2V=  iTcAj\ogh  =  vcAI\og{{d-\-{d*~  Ji*)*}fJi]   (62) 

and  the  energy  in  the  same  length  is  1. 

IV=^  ^qA-2F=~  2wrAy/\og[{d  +  {4* -  I?^i] /Ji:]  . 

^lg'A/',rc.log[{d-\-{d'-J^i]lR]  '   3^ 

If  the  infinite  plane  surface  of  a  conductor  is  placed  coincident 
with  the  surface  of  zero  potential  (the  plane  passing  symmetric- 
ally between  the  conductors)  the  field  on  the  side  facing  the 
conductor  will  remain  unaltered ;  it  is  simply  half  the  field  just 
considered. 

The  capacity  of  a  length  A  of  the  condenser  formed  by  the 
infinite  plane  and  the  cylinder  with  the  dielectric  is 

S,^qAIV=:2S  (64) 

and  the  energy  is,  half  that  contained  in  the  complete  field  sur- 
roundti^  the  two  cylinders,  or 

W^^^W  (6S) 

The  force  F  acting  upon  a  length  of  A  of  either  conductor, 
plane  or  cylindrical,  is  given  by  (57).  It  can  also  be  obtained 
by  differentiating  W^  with  respect  to  d,  or  W  with  respect  to  2d, 
by  the  piethod  of  §  55,  I.     Thus 


(66) 


F='  —  ^Aj^irca 
=  --7rcAl^/{d*-Ji?)ilog[{d+(d*~J^]/Ry 

20.  Th«  Field  of  a  Line  Doublet.     When  la  is  small  in  com- 
parison with  ij  and  L^  we  have 

f=  qJ2irc\ogLJL^ 
—  (approximately) y/27r^- log  (i  +  2acos6jR)  (67) 

'!tq/2wc-2acos0/I?(l  —2acos6J2R-\ ) 

if  ^  is  written  for  L^  and  if  d  denotes  the  angle  between  Z,  and 
the  line.<4j^,. 

If  now  the  product  q  za  is  kept  constant  while  a  is  diminished 
indefinitely,  (67)  approaches  the  limit 
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r—  2aq  cos  dJ2-ircR  =  Mcoa  0/2-rrcR  (68) 

where  Mis  written  for  2ag.     This  system  is  called  a  line  doublet, 
and  Mis  called  the  moment  of  the  doublet. 


and 


The  radial  and  tangential  displacements  at  a  distance  R  from 
the  doublet,  at  a  point  where  R  makes  an  angle  6  with  the  line 
A^^,  now  infinitely  short,  are 

D^=-  cdVjdR  =  Mcos  ejzirR?  (69) 

D,='-cd  VjdT=  -  cjR  ■  dV/dd  =  Msid  e/2wR'     {70) 
The  total  displacement  is  equal  to 

D  -  {D;  +  Z),*)l  =  M/2TrR*  (71) 

and  makes  an  angle  20  with  the  line  ■^gA^  (the  axis  of  the  doublet). 

The  lines  of  intensity  are  evidently  circles  tangent  to  the  axis 

at  0,  and  the  equipotentials  circles  perpendicular  to  the  axis  at 
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0.  The  plane  diagram  of  the  field  is  given  in  Fig.  28  (from 
Webster's  Theory  of  Electricity  and  Magnetism,  %  44),  the  tubes 
of  displacement  and  equipotendal  surfaces  being  supposed  gen- 
erated by  moving  the  digram  peTpendicularly  to  its  plane. 

The  method  of  drawing  the  diagram  is  easily  understood  from 
Fig.  29.     Since  there  is  an  infinite  number  of  lines  of  displace- 


ment within  a  circle  of  any  finite  diameter  a,  only  the  lines  lying 
outside  some  such  arbitrarily  chosen  circle  can  be  drawn.  The 
same  is  true  of  the  equipotential  lines. 

The  flux  through  the  tube  between  the  cylinders  of  unit  depth 
with  diameters  a  and  y  is 


U~rM/2wdyfy'~Ml2ir(ifa- 


'W 


Hence  by  giving  11  any  set  of  successive  values  differing  by  a 
constant  the  diameters  (y)  of  the  corresponding  lines  of  displace- 
ment may  be  obtained. 

The  voltage  from  the  circle  of  equal  potential  of  diameter  d  to 
the  circle  of  diameter  x  is 

t;-  V^=-Ml2iTc{\lb-  \jx) 

Hence  by  starting  with  a  circle  of  diameter  b  and  giving  V^ 
—  V^  any  set  of  successive  values  diflering  by  a  constant,  the 
diameters  (.r)  of  the  corresponding  equipotential  circles  may  be 
found. 
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21.  The  Eleotrio  Field  Sarronndiug  an  iMlated  Condneting' 
Spheroid.  First  it  will  be  shown  that  within  the  region  enclosed 
by  a  homogeneous  material  shell  whose  surfaces  are  similar  and 
similarly  situated  ellipsoids  there  is  no  gravitational  field  of  force. 
Such  a  shell  is  called  an  ellipsoidai  komaoid. 

Let  a  cone,  Fig,  30,  of  infinitesimal  angle  da  at  any  point  A" 
in  the  region  cut  from  the  shell  the  volumes  B"C"  and  D"E". 
If  p  denotes  the  density  of  the  shell,  g  the  gravitation  constant, 
L  the  distance  from  A"  of  any  element  of  volume  dr  of  the  shell, 
the  intensity  at  A"  in  the  direction  A"C"  due  to  the  masses  in 
^'C"  and  WE"  is 

pdTlL*—g  I         pdTJL* 

since  the  attractions  due  to  the  masses  in  B"C'  and  D"E"  are  in 
opposite  directions.     Since  dr  =  L*diadL,  the  integrals  reduce  to 

dG  -  gpda>{WC"  —  D"E") 

and  since  the  plane  N"OC"  intersects  the  ellipsoids  in  two 
similar  and  similarly  placed  ellipses,  the  same  diameter  ON" 
bisects  B"D"  and  C"E".     Hence  B"C"  «■  C"E",  and 

dG^o 

In  the  same  manner  it  may  be  shown  that  the  intensity  at  A" 
due  to  the  matter  within  any  other  infinitesimal  cone  with  vertex 
at  A"  vanishes.     Hence 

G-o 

or  the  region  contains  no  gravitational  field. 

When  a  conducting  ellipsoid  is  charged  the  tubes  of  displace- 
ment are  distributed  by  the  tensions  and  pressures  until  they 
touch  the  surface  normally,  or  until  the  surface  becomes  an  equi- 
potential.  The  conducting  substance  may  then  be  considered 
replaced  by  a  dielectric  of  permittivity  c  equal  to  that  of  the  exte- 
rior medium,  for  the  sake  of  applying  the  law  of  inverse  squares, 
§  28,  I.     At  any  point  A  within  this  region  the  intensity  and  dis- 
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placement  are  zero.  And  therefore,  since  the  law  of  inverse 
squares  prevails  in  electrostatics  as  in  gravitation,  the  law  of 
variation  of  the  electric  surface  density,  or  outward  displacement 
at  the  surface,  must  be  identical  with  the  law  of  variation  of  the 
thickness  of  the  shell  in  the  above  gravitational  problem.  In 
discussing  the  electric  case  the  shell  must  be  considered  as  of 
inBnitesima]  thickness,  since  the  charge  resides  wholly  at  the 
surface  of  the  conducting  ellipsoid. 

The  distribution  of  charge  or  displacement  at  the  surface  of  an 
ellipsoid  of  revolution,  or  spheroid,  only  will  be  determined  here. 
We  proceed  to  iind  the  distribution  of  the  charge  by  investigating 
the  law  of  the  variation  of  the  thickness  of  a  spheroidal  homceoid. 


Let  the  given  spheroid  be  generated  by  the  revolution  of  the 
ellipse  BAB',  Fig.  30,  about  the  line  SB',  and  the  exterior  sur- 
face of  the  infinitely  thin  homceoid  by  the  revolution  of  the  sim- 
ilar ellipse  ByA^B^  about  the  same  axis.  We  must  find  the  ratio 
cS  t,  thickness  of  the  shell  at  any  point  P,  to  /„,  the  thickness  at 
B.  Since  the  shell  is  infinitely  thin,  /  is  to  be  measured  in  the 
direction  of  the  normal  PJ^C  to  the  spheroid  at  P. 

From  the  similar  triangles  PP^P^  and  PCD  we  have 

/  _  P.P^jPC-  ay(y,  -y)\H,f  -  fx'^  -y(y,  -y)  ORlf 

By  the  equations 
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^.'  -  y  -  Ki<  (.<  ~  ^i")  -  ^i<^  ■  ('^  -  ^). 

i^ja^  =  bja  (since  the  spheroids  are  similar), 
and 

x^x^,    y^^yy     (in  the  limit), 
we  have 

Ay,-y)-KK-t)~i'i. 

and  the  equation  for  t  becomes 

2?  =  ff  =.  ff^/(a»  _  ^^(  =  D^l{<^  -  x*^  =  DJb^  <r,  /*  (72) 

where  (r„  and  <r  denote  the  electric  surface  densities  at  B  and  at 
points  of  the  spheroid  distant  x  from  the  axis  BB' ,  and  D^  and 
D  the  corresponding  outward  displacements. 

Thus  the  surface  density  increases  in  passing  from  B  to  A,  at 
which  5K)int  it  has  the  value 

<r  — ff,fl/<*  (;3) 

To  obtain  the  total  charge  q  upon  the  spheroid,  the  chai^ 
adS  upon  the  elementary  zone  cut  out  by  PP^  as  the  ellipse  re- 
volves about  OB  must  be  found  and  integrated  over  the  whole 
surface.     Thus 

trdS  —  <r2-irxPP^~  bff^jPC  Zvxdx-  PCjy  =  —  2v<r^c^jbdy 
and 

y  =    j  ffdS  ™  —  2iT£?aJb  I      dy  =  ^iT(^a^  (74) 

The  potential  of  the  spheroid  when  the  charge  is  q  may  be  ob- 
tained by  finding  the  potential  at  the  center  0,  since  the  potential 
is  uniform  over  and  within  the  spheroid. 

The  potential  at  0  due  to  the  chaise  upon  the  zone  dS  is 

dV=  ffdSl^irc{x^ -^ /)i  «  -  <y^dyl2bc{x*  +  /)* 
=  -  <rX/2<«*  -  i^dyl\(^l?l{^  -  IF)  -/]» 
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and  the  total  potential  is 

=  a^dlc{^  -  ^*  ■  sin-'  [(<!»  -  ^)V<i] 

The  capacity  of  the  isolated  spheroid,  or  the  permittance  of  the 
dielectric  bounded  by  the  spheroid  and  an  infinitely  remote  sur- 
rounding surface  (§  58,  I.),  is 

S=qjV=  4wc(a*  -  ^)*/sin-'  [(a»  -  ^V]  (7^) 

The  isolated  sphere.  If  i  =  a,  the  equations  reduce  to  those 
already  developed  (§  2)  for  an  isolated  sphere. 

An  infinitely  thin  circular  plate.  If  1^  =  o,  the  spheroid  re- 
duces to  an  infinitely  thin  circular  conducting  plate  of  radius  a, 
and  (72),  (74),  (75),  and  (76)  become 

D(pr.)  =  aDlor.^j{^-x*)^  {77) 

since  f=  [('^-^/<|'=  '. 

g  =  ^trc^tr^  =  A^'S^-D,  (78) 

V=  ■7raaj2c  (79) 

S-%ac  (80) 

Near  the  edges  the  displacement  is  very  great,  D  becoming 
infinite  when  x^a.  But  the  total  charge  is  finite  since  an  edge 
has  no  area. 

The  ratio  of  the  capacity  of  a  thin  circular  plate  to  that  of  a 
sphere  of  the  same  radius  is 

&ac/4irac=  2Jir  =  1/1,571 

a  relation  established  experimentally  by  Cavendish  long  before 
the  development  of  the  theory. 

If  two  thin  circular  plates  of  the  same  radius  d  are  placed  par- 
allel to  one  another  with  the  distance  d  between  them  so  small 
that  the  field  is  sensibly  uniform  between  them,  and  relatively 
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weak  outside,  the  capacity  of  the  system  will  be  very  approxi- 
mately 

The  ratio  of  the  capacity  of  a  single  isolated  plate  to  this 
capacity  is 


The  energy  of  the  field  connected  with  two  such  plates  very 
remote  from  one  another  and  with  chaises  g  and  —  q,  respec- 
tively, is 

The  energy  of  the  field  when  the  two  plates  are  parallel  and 
separated  by  the  very  small  distance  d  is 

Hence  the  work  which  would  be  done  by  the  electrical  forces 
in  drawing  the  two  plates  into  the  latter  configuration  from  the 
former  is 

f'{l/Sac  -  <//2w«*<-)  =  ?*/2<k:-(i/4  —  d/tra) 

It  may  be  shown  that  the  equipotential  surfaces  surrounding 
the  isolated  plates  are  the  confocal  spheroids  with  the  edge  of 
the  plate  as  focal  line,  and  that  the  lines  of  displacement  are  the 
corresponding  confocal  hyperbolas. 

If  any  one  of  the  spheroidal  equipotentials  is  made  conducting, 
and  the  lines  within  annulled,  the  remainder  of  the  field  just 
described  will  be  the  field  surrounding  this  spheroid. 

28.  The  ATerage  Talne  of  th«  Potential  over  a  Spherical  Sur- 
face in  any  electric  field  whose  charges  are  situated  wholly  out- 
side of  or  upon  the  sphere  and  whose  dielectric  is  homogeneous 
and  isotropic  within  the  sphere  is  equal  to  the  potential  at  its 
center.  To  prove  this,  consider  first  the  spherical  surface  5"  of 
radius  Ji  in  the  radial  field  from  a  concentrated  charge  g  distant 
X  from  the  center  of  the  sphere,  g  being  the  only  charge  in  the 
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field.     Let  the  charge  be  at  A  and  the  center  of  the  sphere  at 
C.  Fig.  31. 

The  area  of  an  elementary  zone  of  the  sphere  included  be- 
tween two  planes  perpendicular  to  A  C,  at  distances  jf  and  y  -^  dy 

from  j4,  is  ,~  „, 

dS  =  2-irRdy 

The  potential  of  this  zone  is 

V,  =■  ?/4M-^  -  ^  +  2^)* 

The  integral  of  the  potential  over  the  zone  is  therefore 

V/S=qRdyJ2c{R'-x'+2xy)i 


^>^    / 

c 

\ 

''""■""^V 

J 

(81) 


To  obtain  the  average  value,  V,  of  the  potential  over  the  sur- 
lace  of  the  whole  sphere,  the  integral  of  this  expression  must  be 
taken  over  the  sphere,  and  the  result  divided  by  the  area  of  the 
sphere.     Thus 

V=  I  l^irB?  f  V^dS  -  ql%TrcR  f^    dy/(R*  -  x^  +  zxy)^ 

=  qliprcx 

which  establishes  the  proposition  for  a  single  concentrated  charge. 
If,  instead  of  a  single  concentrated  charge,  there  is  any  other 
electric  distribution,  subject  to  the  limitations  above  mentioned, 
we  have  by  the  principle  of  superposition 

V^  ij^TTC-  Jdqfx 
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which  establishes  the  proposition  for  a  homogeneous  dielectric, 
or  such  a  dielectric  and  conductors,  filling  all  space.  That  the 
proposition  is  perfectly  general  will  appear  from  Chapter  IV.,  (17). 
As  an  example,  the  average  potential  of  the  insulated  sphere 
of  §  24,  which  is  the  same  as  the  potential  of  any  point  of  the 
sphere,  since  it  is  a  conducting  surface,  is 

F=  qj^vcx  +  qj^ircR  =  q^j^ircx 

since  q,  the  sum  of  the  (induced)  charges  on  the  sphere,  is  zero. 
If,  in  addition  to  the  induced  charges,  the  sphere  possesses  a 
charge  q,  its  potential  is 

F—  q^j^ircx  +  qj^iTcR 

The  same  results  are  obtained  by  another  method  in  §  24. 
They  also  follow  immediately  from  (i  5)  and  §  28,  I. 

23.  The  Elsctrio  Tield  Bnrroimdisg  k  Concentrated  Charge  in 
the  Prflienoe  of  a  Spherio&I  Sur&oe  at  Zero  PotentiaL  Consider 
first  the  case  in  which  the  given  charge,  q^,  is  at  A^  external  to 
the  sphere,  S,  Fig,  26.  Let  R  denote  the  radius  of  5"  and  x  the 
distance  between  its  center  and  the  charge  q^. 

If  a  charge  q^  and  its  position  within  the  surface  S  can  be 
found  such  that  in  the  field  surrounding  ^,  and  ?,  5"  is  a  surface 
of  zero  potential  when  there  are  no  other  charges  in  the  field, 
then,  by  §48,  I.,  the  portion  of  the  field  outside  5  will  be  the 
only  field  satisfying  the  given  conditions,  and  q^  and  q^  will  be 
the  electric  images  of  one  another  in  the  surface  S  if  it  is  made 
conducting. 

If  a  charge  q^  is  placed  at  A^,  the  potential  at  a  point  P  of  the 
sphere  will  be 

where  A  =  LJL^  has  the  same  significance  as  in  §  19. 
If  q^  is  so  chosen  that 
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K—  o  for  every  point  upon  the  sphere.  Hence  the  portion  out- 
side S  of  the  field  surrounding  the  charge  ?i  at  A^  and  ^^  at  j4^, 
where 

?,--?,M  (82) 

is  the  field  required. 

A^  and  A^  are  called  iftverse  points,  or  geotnetrical  images  of  one 
another,  in  the  sphere  (§  30). 

The  part  of  the  field  within  S  is  the  field  surrounding  a  con- 
centrated charge  y,  in  the  interior  of  a  spherical  surface  at  zero 
potential,  the  chaise  being  distant  ^,^,»  x'  from  the  center  of 
the  sphere- 

The  resultant  displacement,  D,  at  any  point  of  either  of  the 
required  fields  (given  charge  inside  or  outside  the  sphere)  is  thus 
the  vector  sum  of  Z>,  and  D^  the  radial  displacements  which 
would  accompany  the  charges  q^  and  y,  separately.  We  shall 
find  the  displacement  only  at  the  surface  of  the  sphere,  to  which, 
an  equipotential,  it  is  everywhere  normal. 

When  y,  is  positive,  and  q^  therefore  negative,  D^,  D^,  and  Z* 
are  in  the  directions  A^P,  PA^  and  PC,  respectively,  their  direc- 
tions being  reversed  when  q^  and  q^  change  signs.  Moreover,  in 
magnitude, 

A/A  *=  (?./4TA')/(?i/4'rX,')  =~h  =  xjR  =  Rjx'  =  LJL^ 

from  the  geometry  of  §  19.  Therefore  the  triangle  with  sides 
/>„  A  and  D  b  similar  to  the  triangle  A^PA^  and 

D  =  2aDJLj  =  2aDJL, 
in  magnitude. 

If  D  is  reckoned  positive  along  the  outward  normal  to  ^,  we 
have,  therefore, 

D=  —  2akqJ^trL^  =  —  q^R{l^  —  0/4^-^1* 
=  -q,ix*^I?)/4^L,'R=  -qj4'^L,'(x-R)(x+R)IR^^^^ 

which  is  equal  to  the  electric  surface  density  on  the  outside  of 
the  sphere  at  P,  when  the  sphere  is  the  surface  of  a  conductor  at 
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zero  potential  in  the  presence  of  the  charge  y,  at  A^.  The  total 
charge  upon  the  sphere  is  evidently  ?,. 

If  D  is  reckoned  positive  along  the  inward  normal  to  S,  we 
have 

S -  gfi{,lf  -  l)l4^l,'  _  ?,(^  -  JF)l4^RL>         (84) 

which  is  equal  to  the  electric  surface  density  on  the  inside  of  the 
sphere  at  P  when  the  sphere  is  the  inner  surface  of  a  conductor 
at  zero  potential  surrounding  a  charge  j,  —  —  y,/A  at  A^.  Since 
when  the  internal  field  is  sought,  g^  x',  and  Z,  are  the  given 
quantities  instead  of  ^,,  x,  and  Z,,  (84)  must  be  transformed  by 
substituting  for  ^,,  x,  and  Z,  their  equals  —  qjt=  —qjifx',  R*j:tf, 
and  AZj  —  RLJx',  respectively.  On  making  these  substitu- 
tions, we  have 

ZJ  -  -  ?^{A^  -  \)Uic^L^  =  -  ?,(^  -  x'*){4,-tRL^ 

~  ~  q^lAirQ{R  -  y)(^  +  ^)IR  ^^^^ 

The  total  charge  on  the  inner  surface  of  the  sphere  is  —  q^ 
The  force  between  either  charged  body  and  the  sphere  is 


(86) 


Maxwell's  plane  diagram  of  the  field,  for  the  case  in  which 
A  =  —  ?,/?,  =  20/5  is  given  in  Fig.  24,  the  sphere,  of  radius 
R  =  ABjh  =  \AB,  being  indicated  by  the  dotted  circle  Q. 

If  the  radius  R,  In  what  precedes,  is  made  to  approach  infinity, 
while  (x  —  R)  or  {R  —  x")  is  kept  constant,  we  have,  in  the  limit, 
a  concentrated  charge  in  the  presence  of  an  infinite  plane  surface 
at  zero  potential,  and  the  above  equations  reduce  to  the  equa- 
tions of  §  15, 

24.  Sphere  at  Any  Fotentlftl,  or  with  Any  Charge,  in  the  Pres- 
«aoe  of  ft  Concentrated  Charge.  The  field  external  to  the  sphere 
in  g  23  is  a  particular  case  of  the  field  surrounding  a  concen- 
trated charge  and  a  spherical  equipotentJal  surface  (as  that  of  a 
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spherical  conductor),  the  potential,  V,  of  the  surface,  or  the  out- 
ward flux  across  it  (or  charge  upon  it,  if  a  conducting  surface), 
g,  being  given. 

1.  If  the  potential  V  is  given,  the  required  field  is  found  by 
superposing  upon  the  external  field  of  §  23  the  radial  field  from 
a  charge  g^=s:  i^ircRFaX  the  center  of  the  sphere.  For  the  po- 
tential at  every  point  of  the  sphere  due  to  the  fields  from  q^  and 
y,  is  zero,  and  the  potential  due  to  the  radial  field  from  y,  is  the 
same  at  every  point  of  the  sphere  and  equal  to 

gjA-n-cR  =  47rc^  V/awcR  =  V 
so  that  the  resultant  potential  is  the  same  all  over  the  sphere  and 
equal  to  V.  The  field  outside  the  sphere  is  therefore  determined 
■  (§  48,  I.)  and  is  identical  with  the  field  surrounding  the  charge 
^j  and  a  spherical  conductor  of  radius  R  and  at  potential  V, 
The  total  charge  upon  the  conductor  is  ?  -=  ?,  -I-  ?,. 

2.  If  the  outward  flux  q  (or  total  charge,  if  the  surface  is  that 
of  a  conductor)  is  given,  the  required  field  is  found  by  superpos- 
ing upon  the  external  field  of  g  23  the  radial  field  from  a  charge 
^,  =  y  —  ^,  placed  at  the  center  of  the  sphere.  For,  as  in  (i), 
the  surface  will  remain  equipotendal,  and  the  flux  across  it  (or  the 
charge  upon  it)  will  be  (?  —  y,)  -I-  ?j  =  ?-  The  position  of  the 
equipotential  surface  being  given  together  with  the  flux  across  it 
and  the  outside  chaises,  the  external  field  is  determined  (§  48, 1.) 
and  is  identical  with  the  field  surrounding  a  conducting  sphere 
of  radius  R  and  charge  q.     The  potential  of  the  sphere'is 

V^  q^A^cR  =  {q—  q^)/4-^cR 
The  outward  displacement  at  the  surface  of  the  sphere  (or  the 
electric  surface  density  if  the  equipotential  sphere  is  the  surface 
of  a  conductor)  is 

/?=  Z»j  +/)'(  =  Z7  of  preceding  article)  =  qj4trR'  1 

-q,{A*-R^/4^RL,'  ('^ 

=.cVjR-  qlx"  -  R^JAirRL^  (2)  I 

=  {q  +  g,R/x)l4TJ?  -  ql^  -  R'yATrRL,"  (3}  | 


(87) 
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Maxwell's  plane  diagram  of  this  field  is  given  for  two  particu- 
lar cases  in  Fig.  25,  and  is  discussed  in  §  18. 

The  force  between  the  body  with  the  charge  g^  and  the  spher- 
ical conductor  is  equal  to  the  force  between  this  body  and  those 
with  the  chaises  ^^  and  gy    Thus 

=  -  q,^Rx!^irc{^  -  F^f  -(-  q^q  -H  q^Rjx)lAirc^        ^  '      (88) 

=  -  q,'Iix/47rc{x^  -  J?')*  +  q,  VRj:^  (2)  J 

If  the  sphere  is  insulated  without  algebraic  chaise,  ^  =  ^^  +  ^3 
s=s  o,  and  ^3=  —  ?»=  ?t^/^-    In  tills  case  (87)  and  (88)  become 

i)_f,/47r;E[l/,-(*'-/P)/A']  (89) 

and 

F=  -  q^^RxlA,Trc{x*  —  /?)*+  q^Rj^ircx'  (90) 

If  the  given  chat^e  is  interna],  the  internal  field  is  exactly  the 
same  as  that  in  §  23,  and  the  external  field  is  the  radial  field 
from  the  chaise  q  at  the  center  of  the  sphere. 

If  a  conducting  sphere  is  in  the  presence  of  any  number  of 
fixed  charges,  internal  and  external,  the  electric  images  and  the 
electric  field  can  be  got  at  once  from  what  precedes  by  the  prin- 
ciple of  superposition. 

26.  A  Condacting  Sphen  in  a  Unifonn  Field.  If  f  =  o,  §24, 
and  if  q^  is  kept  constant  and  x  made  to  increase  without  limit, 
/?,  approaches  a  uniform  direction,  parallel  to  x,  and  a  uniform 
magnitude,  at  all  points  within  and  near  the  sphere.  But  this 
uniform  magnitude  is  zero.  If,  however,  as  x  increases,  q^  is 
made  to  increase  at  such  a  rate  that  qj^irj^  remains  constant  and 
equal  to  D^,  then,  when  x  =  infinity, 

/),  —  qj^irl*,  =  qjA-irx^  =  D^ 

and  we  have  an  insulated  spherical  conductor  in  a  field  whose 
displacement  is  uniform  (except  for  the  disturbances  due  to  the 
presence  of  the  sphere)  and  equal  to  D^. 
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Wc  can  obtain  the  resultant  displacement  D  at  the  surface  of 
the  sphere  by  substituting  in  (89)  for  q^  its  value  47r**Z>^  and  for 
Z,  its  value  (*'  f  i?  +  iRx  cos  Sf,  where  &  is  the  angle  PCE, 
Fig.  26,  reducing,  and  passing  to  the  limit  x~  infinity.     Thus 
D  =  DJR  -  { [^.r*  +  ./?  +  2Rx  cos  6f 

-  x\:^  -  F^)\  /(^  +  ^  +  iRx  cos  &)\)  ' 

=  ZJ,^[i  +  \{f?Ij?  +  2/e  cos  ^/X)  +  -  ■ . 

- 1  +  ^/x*]/ye[i  +  \{F?ix'  +  27e  cos  ^/x+  ■  •  -)]         (91) 

=  (3/)^  cos  6  +  terms  containing  powers  of  x  in  de- 
nominators)/(  i  +  terms  containing  powers  of  x 
in  denominators) 

—  3Z*,  cos  Q 

in  the  limit,  the  displacement  for  a  given  value  of  the  angle  6 
\yas\%  thus  independent  of  the  radius  R  of  the  sphere. 


At  the  poles  of  the  sphere,  where  8  =  0°  and  180",  i?=  + 
ji?,  and  —  3Z?,,  respectively ;  while  its  value  at  the  equator, 
where  9  —  90°,  is  zero. 

The  displacement  at  a  point  of  the  infinite  plane  passing 
through  the  equator  and  distant  L  from  the  center  of  the  sphere 
is  (§  26)  the  sum  of  D^  and  the  displacement  —  J-/  sin  90*/4?rZ,' 
—  —  D^ID  due  to  the  doublet  of  moment  M~  4ir/P/?^  at  the 


b.GoogIc 


I02  ELEMENTS  OF   ELECTROMAGNETIC  THEORY. 

center  of  the  sphere  with  its  axis  in  the  direction  of  the  displace- 
ment D^.     Thus  at  such  a  point 

D  ~  D,(,  -  J^iL-)  (92) 

The  plane  diagram  of  the  field  drawn  by  superposing  accord- 
ing to  the  method  of  Maxwell,  §  14,  the  diagram  of  the  doublet 
(§  27)  of  moment  M=  4firJ?D^  and  that  of  the  uniform  lield  of 
displacement  D^  is  given  in  Fig.  32  (from  Webster's  T}teory  of 
Eiectrkity  and  Magnetism,  §  194).  The  diagram  of  the  field 
surrounding  the  conducting  sphere  is  obtained  from  this  figure 
by  annulling  the  lines  within  the  circle  (see  Fig.  62). 

From  symmetry,  it  is  evident  that  there  is  no  resultant  force 
upon  the  conductor. 

A  Hemisphericftl  Boii  npoE  an  Infinite  Plana.  All  the  lines  of 
intensity  in  the  above  field  (except  of  course  those  terminating 
upon  the  sphere)  cut  the  infinite  plane  (an  equipotential,  with  the 
potential  zero)  passing  through  the  equator  normally.  Hence, 
if  this  surface  is  made  conducting,  the  fields  on  each  side  will  re- 
main unaltered  and  each  will  be  the  field  proceeding  from  (or  to) 
an  infinite  plane  conductor  with  a  hemispherical  boss  upon  it 
The  surface  density  upon  the  boss  is  given  by  (gr),  and  that  upon 
the  rest  of  the  surface  by  (92),  or  by  this  expression  with  the 
opposite  sign,  according  to  the  half  of  the  original  field  con- 
sidered. 

26.  The  Field  of  an  Eleotrioal  Point  Doublet  Kathod  I.  In 
the  problem  of  §  25,  as  x approaches  the  limit  infinity, q^=i  ■—  q^ 
^q^Rjx  ^  ^^Rx  also  approaches  the  limit  infinity,  while  the 
distance  AjC='  /?/x  approaches  the  limit  zero  at  the  same  rate. 
The  product  q^  ■  A^C  therefore  remains  finite  and  constantly  equal 
to  4-TrJ?D^  Such  a  system,  consisting  of  two  equal  and  opposite 
very  great  chaises  at  a  very  small  distance  apart,  when  indefi- 
nitely near  its  limit,  is  called  an  electric  point  doublet,  and  the  finite 
product  of  the  positive  chaise  by  the  distance  between  them  is 
called  the  motnent  of  the  doublet.  The  straight  line  directed  from 
the  negative  to  the  positive  charge  is  called  the  axis  of  the  doub- 
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let.     In   the    case   considered,   the   axis   of  the  doublet  is  the 
line  A^C,  and  the  moment  is 

M=  4irli'£>^  (93) 

The  total  displacement  D  in  the  field  of  §  25  is  therefore  the 
vector  sum  of  the  displacement  D^  due  to  the  field  connected 
with  the  doublet  and  the  uniform  displacement  D^  directed  paral- 
lel to  the  axis  of  the  doublet. 


In  many  cases  it  is  necessary  to  know  the  field  of  a  doublet 
alone,  that  is,  to  know  the  displacement  D^.  This  quantity  can 
be   easily  found  by  taking  the  vector  difference  of  V  and  D^ 

From  the  figure  (Fig.  33)  it  is  evident  that  the  radial  com- 
ponent of  ZJj  at  P,  a  point  whose  coordinates  are  R  and  0,  is 

A  «  3A  cos  ^  —  /?„  cos  5  =  2Z»(,  cos0=  2J/C0S  0/4-irJ?!' 

=  Mcos  012-n-I?         ^^' 
measured  in  the  direction  of  increase  of  R. 
The  tangential  component  is 

D,  =  />„  sin  0  =  Msm  0J4trR?  {95) 

measured  in  the  direction  of  increase  of  0. 

The  total  displacement  D^  due  to  the  doublet  is 

77^  =  (/),* -I- /),=)*  =  J//4Tr^-(3cos' 5+  i)  (96) 
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The  horizontal  and  vertical  components  are 


i97) 


and 


=  J//4x^(3cos'f-l) 

/>,  =  Z)  sin  5  =  3ZJ„  sin  ^  cos  ^  —  iMj^vF?  ■  sin  0  cos  6  (98) 

The  angle  made  by  D^  with  the  axis  of  the  doublet  is 

6'  =  ^rr^DJD^  =  sin-'  [3  sin  ^  cos  0j{i  cos'  0  —  i)]    (99) 

27.  The  Field  of  an  Electrical  Feint  Doublet     Xetliod  n.     In 
§  26  the  field  of  a  doublet  was  obtained  by  using  the  results  of 


§  25.  The  field  may  be  found  independently  as  follows.  We 
shall  first  obtain  an  approximate  solution  for  the  case  of  two 
charges  g  and  —  q  separated  by  a  distance  Z,  short  in  compari- 
son with  0P=  R,  Fig.  34,  the  product  qL  being  equal  to  M. 
Then  if  jW  is  kept  constant  while  /-  is  increased  indefinitely,  the 
system  becomes  a  doublet  and  the  solution,  in  the  limit,  exact. 
The  potential  at  P  is 

r=?/4irf(Z,-Z,)/Z,Z, 


D,g,t7cdb;/GOOgIC 


ELECTRIC    FIELDS  AND   CONDENSERS.  lOS 

But  L^  —  L^  =  L  cos  0  apprdximately,  and  Z,ij  —  I?  approxi- 
mately, these  relations  approaching  exactness  indefinitely  as  L 
approaches  zero.     Hence,  in  the  limit,  for  a  doublet, 

V—  qL  cos  0J4-jrcI^  =  J/ cos  Oj^trcR^  (^oo) 

The  radial  component  of  the  displacement  is 

D^  =  cE^ cdV\dR  =-  J/cos  6I21TF?  (94) 

and  the  tangential  component  is 

D^~cE, -  - cdVldT=  -  cdy/d0d0fdT=  J/ sin ^/4Tr^  (95) 

since  dT='  Rd0,  or  dBjdT-.  ijR. 

From  the  above  equations  the  horizontal  and  vertical  compo- 
nents, D^  and  D^,  and  the  angle  6'  made  by  D^  with  the  axis  of 
the  doublet,  can  be  readily  found.  These  quantities  are  given  in 
the  preceding  article. 


The  equation  of  a  line  of  intensity  or  displacement,  Z,  is  easily 
found  from  (94)  and  (95)  with  the  assistance  of  Fig,  35.  For 
we  have  evidently 

D^jD,  =  2  cos  ejsin  0  -  dRlRd0 
from  which  we  obtain 

dRIR  =  2  cos  $d0js\a  6 
The  integral  of  this  equation  is 

R=  Csin'5  (loi) 
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which  is  the  equation  sought,  C  being  a  constant  for  a  given  line 
and  equal  to  the  distance  Irom  the  doublet  at  which  the  line  cuts 
the  plane  perpendicular  to  the  doublet's  axis  through  its  center. 
When  C  is  given  for  any  line,  the  line  can  be  drawn  directly 
by  means  of  (ioi),or  it  can  be  drawn  by  the  process  indicated  in 
Fig-  36.  Draw  a  line  C/3  making  an  angled  with  (?X,  which  passes 
through  the  axis  of  the  doublet,  and  cutting  in  the  point  A  a 
circle  with  radius  C  and  0  as  center.  Then  let  tall  a  perpen- 
dicular AB  on  the  line  OY,  perpendicular  to  OX  through  the 
doublet,  and  a  second  perpendicular  from  B  on  OA  cutting  it 
iaP.  P  is  a  point  on  the  line  required.  For  OB  —  C  sin  5,  and 
OP—  05  sin  d  =  C  sin'  ^.  See  J.  Buchanan.  Nature,  Vol.  21. 
1880,  p.  370. 


If  the  figure  is  rotated  about  the  axis  OX,  the  flux  through 
the  tube  enclosed  between  the  surfaces  for  which  C  =^  C  and 
C^a  will  be 

n=  r  M/4.'irC''-2irCdC=MJ2irC  dC/C* 

-J//27r-(i/a-i/C) 

Hence  by  giving  to  11  a  series  of  successive  values  diflering 
by  a  constant  quantity  and  starting  with  a  curve  for  which  C  has 
an  arbitrary  value  a,  the  value  of  C  can  be  determined,  and  the 
lines  of  displacement  drawn  to  correspond  to  tubes  of  equal 
strength,  for  as  much  of  the  field  as  desired. 
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The  equipotential  surfaces  corresponding  to  successive  equal 
potential  differences  can  be  drawn  by  means  of  (100),  which  may 
be  written 

I^  =  M  cose  I  ^ircV 

and  which  becomes,  for  points  along  OX, 


The  plane  diagram  of  the  lines  of  displacement  is  given  in 
Fig.  37  from  Webster's  Theory  of  Electricity  and  Magnetism. 
§  1 22)  and  the  diagram  of  both  lines  of  displacement  and  eqtiipo- 
tentials  for  the  part  of  the  field  lying  outside  a  sphere  with  the 
doublet  at  its  center  in  Fig,  67. 
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28.  The  Eleotrio  7iald  Bomidfld  by  a  Conceotrated  ClLarge  q 
and  Two  Infinite  Planes  at  zero  potential  meeting  at  an  angle 
ff  =  -rr/n,  where  n  is  an  integer.  We  shall  find  the  image  sys- 
tem of  the  charge  q  in  the  planes.  From  t'lis  system  and  the 
given  charge  g  the  electric  field  at  all  points  can  then  be  deter- 
mined by  methods  already  discussed.  Let  P  denote  the  position 
of  the  given  charge,  and  let  its  distances  from  the  two  planes  be 
, denoted  by  a  and  d  respectively. 

Case  I.  When  «=■  i,  ^  =  7r,  the  two  planes  are  coincident, 
a^  b,  and  the  image  of  ;  is  a  concentrated  charge  —  g  distant  from 


*!/    T 


„*^- 


PK.  38.  FIe-  39. 

q  2a=  lb  on  the  other  side  of  the  plane  on  the  line  through 
P  perpendicular  to  the  plane.     This  field  is  fully  discussed  in  §  1 5 . 

Case  II.  When  n=-2,  5  =  Tr/2,  and  the  image  system  con- 
sists of  the  chaises  +  q  and  —  q  situated  as  shown  in  Fig.  38  at 
the  comers  of  a  rectangle  with  sides  2a  and  2b  and  on  the 
circle  of  radius  {c?  +  ^*  with  center  at  the  intersection  of  the 
planes. 

Case  III.  When  m  ™  3,  ff  =  7r/3,  and  the  image  system  con- 
sists of  chaises  situated  as  shown  in  Fig.  39. 
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Case  IV.  The  images  when  «  is  any  other  integer  may  be 
obtained  in  the  same  manner.  They  consist  in  every  case  of 
concentrated  charges  -+  q  and  —  q  distant  a  and  b  from  the 
planes  and  situate^  symmetrically  on  the  circle  through  the 
given  chaige  at  P  and  with  center  at  the  intersection  of  the 
planes.  The  chaiges,  in  going  around  the  circle,  are  alternately 
+  and  — . 

Case  V.  When  a  and  b  are  kept  constant  and  «  is  made  infi- 
nite, we  have  a  concentrated  charge  between  two  parallel  planes, 

I 


Fig.  40.  In  this  case  the  arc  of  the  circle  through  /"  is  a  straight 
line,  and  the  images  are  located  along  this  line  at  intervals  of  20 
and  2b. 

In  all  the  above  fields  the  total  chaise  upon  the  two  planes 
U  — ?. 

29.  The  Eleotiio  Field  Bmraimding  a  Coadnotis^  Snx&ce  Formed 
of  the  Zxtemal  Begmenti  of  Two  Sphere*  Interaeotmg  at  Right 
Anglei  and  Kointaised  at  Any  Potential  Y.  The  field  will  be 
found  by  the  method  of  images. 
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Let  a  and  d  denote  the  tadii  of  the  two  spheres  with  centers  at 
A  and  C,  respectively.  Fig.  25,  distant  i/ apart.  Since  the  spheres 
intersect  at  right  angles,  we  have  from  the  figure 

BD  =  abji^  +  ^)*  -.  abjd 
and  AB  AC=S'~ABd 

CB  CA=^=CBd 

Hence  B  is  the  geometrical  image  of  A  in  the  sphere  C  and 
the  image  of  C  in  the  sphere  A.  If  therefore  a  charge  g^ 
—  ^ircaV  is  placed  At  A,  a  charge  ?,=  ^ircbVaX  C,  and  a  charge 
^j  —  —  ^irc  BD  =  —  47rc  abjd  ^  —  g^  bjd  =^  —  g^  ajd  at  B,  the 
(uniform)  potential  of  the  sphere  A  due  to  the  three  charges  will 
be  qj/\.wca  =  V,  since  the  potential  over  A  due  to  g^  and  g^  is 
zero  (§  23);  and  the  (uniform)  potential  of  the  sphere  Cwill  be 
qj^trcb  =  V,  in  the  same  way.  Hence  both  spheres  are  at 
potential  V  in  the  presence  of  the  three  charges.  Hence  the 
portion  outside  the  surface  of  the  field  connected  with  these 
chaises  is  the  field  sought. 

The  plane  diagram  of  the  field  connected  with  the  charges 
at  A,  B,  and  C,  when  b/a  =  20/ 1 5  and  y^  -.  +  1 5,  y,  =  +  20. 
^j  —  —  12,  is  given  in  Fig.  25,  in  which  the  spheres  are  shown 
in  dotted  lines.  At  D,  the  circle  of  intersection,  the  displace- 
ment is  zero,  in  accordance  with  §  57,  I.  The  field  is  further 
discussed  in  §18  above. 

The  charges  y,,  y,,  y,  will  be  found  in  another  manner  in  §  36. 

The  total  chai^  upon  the  conductor  is  equal  to  the  algebraic 
sum  of  the  charges  at  A,  B,  and  C.     Thus 

?  —  ?,  +  ?,  +  9i=A-^'^y['^  +  *  -  <^!{'^  +  ^*]      (102) 
The  capacity  of  the  conductor  is 

S~qlV=  4.-rrc{a  +b~  abj(^  +  *»)1]  (103) 

The  charge  upon  the  spherical  segment  A,  or  the  flux  across 

this  segment  from  the  images  at  A,  B,  and  C,  is  easily  seen  to  be 
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The  charge  upon  the  segment  C,  found  by  interchanging  a  and 
i  in  (104)  is       2ircV[a  +  ^  +  (^  -  *>  _  ad)/<f\  (105) 

If  one  of  the  spheres  is  made  infinitely  greater  than  the  other, 
the  problem  reduces  to  that  of  a  hemispherical  boss  upon  an 
infinite  plane,  §  25. 

30.  Osometrioal  Invenion.  Let  /*,  Fig.  41,  denote  any  point 
distant  OP=r  from  a  fixed  point  O,  and  let  a  point  /"  be  taken 
on  the  line  OP  such  that  0/^=.  r)  x  0P'{=  r')  =  FP.  Then  P 
and  P'  are  said  to  be  inverse  points  with  respect  to  the  sphere, 
called  the  sphere  of  iitversion,  with  center  0,  called  the  center  of 
ittversion,  and  radius  R.  P  and  P'  are  also  called  the  geometri- 
col  images  of  one  another  in  the  sphere.  The  process  of  obtain- 
ing P  from  P',  or  P'  from  P,  by  the  relation 


OP  OP' =  P^  or  rr' =  F?  (106) 

is  called  inverting  P  or  P'  with  respect  to  the  given  sphere. 

If  every  point  of  a  given  surface,  volume,  or  curve  is  inverted 
with  respect  to  a  given  sphere,  a  new  surface,  volume,  or  curve 
will  be  obtained  which  is  called  the  inverse  or  geometrical  image 
of  the  given  surface,  volume,  or  curve  with  respect  to  the  given 
sphere, 

31.  IitTerH  of  a  Sphere.  Inverse  of  a  Plane.  The  image  of  a 
sphere  (or  circle)  is  another  sphere  (or  circle),  the  centers  of  the 
two  spheres  (or  circles)  and  of  the  sphere  of  inversion  being  on 
the  same  straight  line.  To  prove  this,  let  C,  Fig.  42,  be  the  center 
of  the  given  sphere  (or  circle)  of  radius  a,  distant  0C=  i  from 
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O,  the  center  of  inversion.  With  O  as  origin  and  OB  as  initial 
line,  the  equation  of  the  given  circle  (or  sphere)  in  polar  coordi- 
nates (r,  6)  is 

y*  —  2l>r  cos  6  -\- 1^  —  e?=>o  (107) 


The  equation  of  the  inverse  surface  is  obtained  from  (107) 
by  substituting  for  r  its  equal  ^/r',  the  coordinates  of  the  in- 
verse being  r',  6.      Thus  we  find 

r"  -  2^*/(^  -  «')  V  cos  B  +  R*l{l^  -  a")  =  o      {108) 


which  a  comparison  with  (107)  shows  to  be  the  equation  of  a 
sphere  (or  circle)  with  center  at  C  distant 

b'  ~  J?6l(P-i^  (109) 

from  O,  and  with  radius 

a'=[6"-R'((g'~a')]i=^/?af{^~i^)  (110) 

When  the  given  sphere  passes  through  the  center  of  inveraon, 
I.  e.,  when  ^  —  a,  Fig.  43,  (107)  and  (lo8)  become 

r  —  2<7COS^  =  o  ("l) 

and  ^  cos^—  R'/2a  =  0  (^'2) 

(l  12)  is  the  equation  of  a  plane  (or  straight  line)  distant 

f-JFIzc  (113) 

from  O, 
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Conversely,  (112)  inverts  into  (iii).  so  that  the  image  of  a 
plane  (or  straight  line)  is  a  sphere  (or  circle)  passing  through  the 
center  of  inversion  and  with  radius 


a  =  F?J2p  (114) 

The  above  propositions  can  also  be  easily  demonstrated  by 
purely  geometrical  methods. 

32.  The  An^Ie  at  which  Two  Cturei  or  Snrfacei  Inteneot  ii  ITn- 
altered  by  lavenion.  To  establish  this  proposition  for  two  curves 
(which  will  also  establish  it  for  two  surfaces),  let  AB  and  AC, 


Fig.  44,  be  the  elements  of  two  curves  intersecting  in  the  point 
.(4  at  an  angle  8,  and  A'B'  and  A'C  their  inverses  cutting  at  the 
angle  9'.  The  triangles  .^0^  and  A' OB'  are  evidently  similar, 
since  rr' ^  S?,  and  likewise  the  triangles  OAC  and  OA'C. 
Hence 

6'  (-  angle  OA'C  -  angle  OA'B')  =  angle  OAB 

-anglet?^C=.^  ^"^^ 
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33.  Elsotrioal  Inveriion.  The  electric  potential  at  a  point  B 
due  to  a  charge  dg  aX  a  point  A  is  dV^  =  dqj^ircAB,  and  the 
potential  at  B',  the  inverse  oi  B,  due  to  a  charge  dq'  at  A',  the 
inverse  oi  A,  is  dV^,  =  dg'  j ^-rrcA' B' .     Thus 

dV,./dV,  =  dq'fdq  ABjA'B' 
But,  if  0  is  the  center  of  inversion,  ABjA'B'  =  OAjOB'. 
"*"*^  dVy  =  dV^dq'fdg  OA/OB'  (ii6) 

If  (/-t'  is  so  chosen  that 

dq'jdq=  -RjOA=  -  R\r  (117) 

d<f  is  called  the  electric  image  by  inversion  of  dq  with  respect  to 
the  sphere  of  radius  R  and  with  center  0  ;  and  (i  16)  becomes 
dV^.  -  -  dV^RjOB'  =  -  dV^4.trcRf4trcOB'  (nS) 
If  now  we  have  any  electric  distribution  whatever,  and  it  pro- 
duces at  £  a  potential  V^  =  Jdl\  ;  and  if  we  place  at  the  geo- 
metrical images  of  the  charged  points  charges  related  to  the 
charges  at  the  original  points  according  to  (117),  i.  c,  form  a 
distribution  which  is  the  electric  image  by  inversion  of  the  orig- 
inal distribution,  the  potential  at  B'  will  be  I^,  =  \dV^.  Hence 
(118)  gives  for  the  potential  at  B'  due  to  the  electric  image  by 
inversion  of  the  original  distribution 

V^  ^fdV^,=  -  4-n-cR/4-7rcOB'   fdF, 

—  -  V^4TTcRJ4-ircOB'  ( 1 19) 

which  is  the  potential  which  would  be  produced  at  B'  by  a 
chaise  —  V^^TTcR  at  0,  the  center  of  inversion.  If,  therefore, 
we  place  at  C  a  concentrated  charge  q  =  ■\-  V^^^ircR,  the  point 
B'  will  be  at  zero  potential  in  the  presence  of  this  charge  to- 
gether with  the  inverted  system.  If  the  potential  f^  ■-  f  is  the 
same  for  all  charged  points  of  the  original  system,  that  is,  if  the 
original  charge  is  distributed  over  an  equipotential  surface,  as  the 
surface  of  a  conductor,  at  potential  V,  the  potential  at  a  point  B' 
of  the  inverse  surface  due  to  the  inverse   distribution   will   be 
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f^=  ~  ^TTcRVj^ircOB' .  Hence  if  a  charge  g=  ■\-^ircRVi& 
placed  at  0,  the  potential  at  all  points,  such  as  B',  of  the  inverse 
surface  will  be  zero.  The  introduction  of  g  does  not  alter  the 
distribution  upon  the  inverse  surface,  but  renders  this  surface 
equipotential  so  that  it  may  be  made  conducting  without  disturb- 
ing the  distribution.  The  electric  field  after  the  introducdon  of 
q  is  the  field  bounded  by  a  concentrated  charge 

q  —  4trcR  V  ( 1 20) 

at  0  and  the  inverse  of  the  original  surface  at  zero  potential. 

Conversely,  if  we  have  a  charge  g  concentrated  at  a  point  O 
in  the  presence  of  a  charged  surface  at  zero  potential,  we  can  in- 
vert the  surface  and  its  distribution  (not  including  the  charge  y) 
with  reference  to  a  sphere  of  radius  R  and  center  0  and  obtain 
the  inverse  surface  chained  to  a  uniform  potential 

V=gj^ircR  {121) 

alone  in  the  field,  the  charge  g  being  annulled. 

Or,  if  we  have  a  surface  at  zero  potential  in  the  presence  of  a 
chaise  q,  concentrated  at  a  point  O,  and  its  image  system  (on  the 
other  side  the  surface),  we  can  invert  the  image  system  (not  in- 
cluding the  chaise  q)  and  the  given  surface  with  respect  to  a 
sphere  of  radius  R  with  center  0,  and  as  a  result  obtain  the  in- 
verse surface  at  the  uniform  potential 

V=  q/4-7rcR 
and  within  (or  on  one  side)  the  inverse  image  system  which  pro- 
duces on  the  other  side  the  same  field  as  that  connected  with  the 
surface  itself  when  charged  to  uniform  potential  V.  From  the 
image  system  the  distribution  upon  the  surface,  when  charged  in 
this  manner,  or  made  conducting,  can  readily  be  found. 

The  direct  inversion  of  the  distribution  on  the  surface  at  zero  po- 
tential would  be,  in  general,  a  difllicult  matter.  Hence  the  second 
of  the  twoprocessesof  inversion  just  described  is  usually  preferable. 

34.  The  ElAotrio  SorfEwe  Deority  apoB  the  Invene  Snr&oe. 
The  electric  surface  density,  v',  at  any  element  dS'  of  the  inverse 
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surface  corresponding  to  the  element  dS,  with  density  er,  of  the 
original  surface,  can  easily  be  found  in  terms  of  <r,  R,  and  r",  the 
distance  from  0  to  dS'.     For  we  have 

a'dS'lcdS  =  d^ldq  =  —  Rjr,  or  ff'/ff  =  ~  Rjr-  dSjdS' 
But  dS  is  similar  to  dS,'  hence  dSfdS'  —  r'/r"  and 

ff'/ff  »  -  ^r/^'  =  -  J?y* 
Thus  ff'--ff^/r'*  (122) 

As  stated  in  g  33,  ir'  is  not  altered  by  the  introduction  of  the 
chat^  ^  at  0. 

35.  The  Sphere  and  Plane.  Consider  a  sphere  of  radius  a  uni- 
formly electrified  to  potential  V.  Let  the  sphere  be  inverted 
with  respect  to  a  sphere  of  radius  R  with  its  center  O  upon  the 
surface  of  the  given  sphere.  The  sphere  inverts  into  an  infinite 
plane  (§  31)  distant/  — ^/2i7  from  0.  !f  now  we  place  at  £)  a 
charge  y  =  4TrcR  V,  the  plane  will  be  at  zero  potential  in  the 
presence  of  the  charge  g.  The  electric  surface  density  over  the 
given  sphere  was  uniform  and  equal  to  tr  =  ^ircaVJ^-ird'  —  cVJa. 
Hence  the  density  at  a  point  on  the  plane  distant  r'  from  O  is 

cr'  ==  —  irR^y  =  —  qR^l^-aar'^  =s  —  qfjzirr"^        {^2^) 

which  is  the  result  obtained  in  §  1 5,  (40),  proper  attention  being 
paid  to  sign. 

Conversely,  we  may  start  with  the  plane  at  zero  potential 
electrified  to  density  a'  =  —  pqjiirr'^,  and  by  inversion  obtain 
the  distribution  upon  a  freely  electrified  sphere  of  radius  a.  Thus 
the  plane  inverts  into  the  sphere,  and  the  image  of  q  in  the  plane, 
viz.,  —  q  distant  /  from  the  plane  on  the  other  side  from  q,  in- 
verts into  the  charge  +  Rqjlp  at  the  center  of  the  sphere ;  and 
this  brings  the  sphere  to  the  potential  RqJ2fnr4ca  =  qj^trcR  =  V. 

Next  let  the  center  of  inversion  be  taken  outside  the  sphere  or 
in^de  the  sphere,  and  let  the  sphere  of  inversion  be  so  chosen 
that  the  given  sphere  inverts  into  itself  This  makes  R*  =-  jt^—a* 
when  the  point  0  is  outside  the  sphere,  and  R^s^t^  —  ^  when 
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O  is  inside,  if  x  denotes  the  distance  from  0  to  the  center  of  the 
sphere.  Thus  the  surface  density  at  a  point  of  the  sphere  dis- 
tant f^  from  O,  when  a  charge  q»  i^trcRV^  ^irc{x^  '^  e^)^V 
is  placed  at  O  is 


ff'  «  -  aR^lr'^  =,  _  ^;t«  ~  cl^Uirar'^ 


(124) 


in  accord  with  (83)  and  (84). 

Conversely,  we  may  pass  at  once  from  this  distribution  to  that 
upon  the  isolated  sphere. 

36.  Two  Sphere!  Inteneotiiig  at  Aight  Ai^lei.  The  field  of 
g  2^  may  also  be  obtained  by  inverting  the  distribution  upon  two 
infinite  planes  meeting  at  right  angles  and  at  zero  potential  under 


the  influence  of  a  chaise  q  =  ^-^cRV  i\.  a  point  /"distant  a  and  b 
therefrom  (Fig.  45). 

Let  the  planes  and  the  image  system  in  the  planes  of  the 
chaise  y  at  P  be  inverted  with  respect  to  a  sphere  with  center  P 
and  radius  R.  The  two  planes  invert  into  two  spheres  intersect- 
ing at  right  angles  (corresponding  parts  of  surfaces  are  shown 
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in  full  or  dotted  lines),  and  of  radii  a  =  I^jia  and  j9  ■■  J?/2^, 
respectively.  The  images  of  ^  at /"invert  into  chaises  y^/2a 
=  qajR  at  A,  qRJ2l>  =  q^jR  at  C,  and  —  qRJ2{{^  +  l^ 
=  -  qa0/R{a*  +  ^i  at  3.  And  in  the  presence  of  these 
charges  the  two  spheres  are  at  the  potential  K=  qj^vcR,  and 
the  field  outside  the  spheres  is  the  field  required.  The  total 
charge  upon  the  spheres,  when  made  conducting,  the  capacityj 
etc.,  may  now  be  found  as  in  §  29. 

By  inverting  the  system  consisting  of  two  planes  meeting  at 
the  angle  •trjn,  etc.,  §  28,  the  field  surrounding  two  spheres  cut- 
ting at  that  angle  may  be  obtained.  When  n  =  infinity,  this 
problem  merges  into  that  of  the  next  article. 

37.  Two  Sphere!  in  Coutaot.  By  inverting  the  two  planes  of 
§  28  with  respect  to  a  sphere  of  radius  R  and  center  P  we  ob- 


tain two  spheres  of  radii  A  —  R*J2a  and  B  =  R^J2b  in  contact  at 
P,  Fig.  46.  All  the  images  to  the  right  of  P  invert  into  the 
region  within  the  sphere  B  and  all  to  the  left  of  P  into  the  region 
within  the  sphere  A  \  and  the  system  of  two  spheres  in  contact 
is  brought  to  the  uniform  potential  V~  qf^trcR,  and  may  be 
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made  conducting,  and  the  inner  field  destroyed,  without  affecting 
the  external  field. 

In  the  original   system  the  distances  from  P  of  the  positive 
charges,  +  j^,  are 

2d,  4V,  6if,  ■  ■  ■  to  the  right 
and 

2d,  4//,  6rf,  -  ■  ■  to  the  left 

and  the  distances  from  P  of  the  negative  charges,  —  q,  are 

zb,  -ib  +  2d,  2b  +  ^,  ■  ■  ■  to  the  right 
and 

2a,  2a  +  2d,  2a+4d,  ••■  to  the  left 

This  system  inverts  into  the  system  of  negative  charges 

—  RqJ2d,  —  RqJAd,  —  Rqj6d,  ■  ■  ■  within  the  sphere  J3 
and 

—  Rql2d,  —  Rqj^d,  —  Rqj6d,  .  ■  ■  within  the  sphere  A 

and  the  system  of  positive  charges 

Rq/zb,  Rq/{2b  +  2d),  Rq/{2b  +  4d),  ■  •  ■  within  the  sphere  B 
and 

RqJ2a,  Rqj{2a  +  2d),  Rqj{2a  +  4d),  ■  ■  ■  within  the  sphere  A 

The  total  chaise  of  the  images  within  the  sphere  A,  or  the 
total  chaise  upon  the  surface  of  A  when  made  conducting,  is 

q.^Rq/2{ll/a+  l/(a  +  </)+  l/(a  +  2d)  +  .  ■  ■] 

-(l/d+li2d+i/id+...)} 

and  that  of  the  images  within  B,  or  upon  the  surface  of  the 
sphere  B  when  a  conductor,  is 

?,-/e}/2{[i/«+  i/(J  +  rf)+  i/(i  +  2rf)  +  ...] 

-(!/,<+ 1/2^+ i/3«;+...)) 
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[1/0+  1/(0 +  i)+  !/(«+  zd)+  ...]_(i/rf+  1/2^ 
+  l/3i+...)_(i/«_i/rf)+[,/(^  +  i)_,/2i] 

+  [!/(«+  2«;)-l/3i]+. .._"£[!/(«  + W) 
-  l/(»  +  ly]  -  4/rf£'l/{«  +  l)(«  +  W) 

-2/PBIll'{A  +  fi)  ."£  i/[S  +  ,(^  +  .S)(,  +  ,)] 
Hence  ■=• 

q,~gA'BIR{A  +  B)^ll[l!  +  «(A  +  B){fi+  i)] 

"•_.  ("25) 

_  4irc  ra-5/(.^  +  S)  ■  E  lllB+n(A  +  E)(n+i)] 

Interchanging  A  and  5,  we  obtain 

g,-^-:rcVB-Al(B  +  A)^il[A  +  i,(B  +  A)(n+i)-\     (126) 

The  capacity  of  the  two  spherical  conductors  in  contact  is 

S~,IV-(g,  +  q,)IV  (127) 

We  shall   consider  further   two  particular  cases:   (i)   when 
A  =  B,  (2)  when  BjA  is  very  small, 
(l)  A  =  B.     In  this  case 

q,'=q^=  2wcA  Vfi  1/(1  +  2«)  (»  +  I) 

=  4ircA  Vi^  +  1/3-4  +  1/5-6  +  ■  ■  ■)  (^^^> 

=  ^TTcA  Flog  2  =  ^TTCA  V X  0.693 

and  5=  2qJV=  SwcA  log  2  =  4vcA  x  1.386         (129) 

Thus  the  capacity  of  the  system  of  two  equal  spheres  in  contact 
is  equal  to  1.386  times  the  capacity  of  a  single  isolated  sphere 
of  the  same  radius. 

The  energy  of  the  field  surrounding  the  spheres  is 

W=\qV=4ircA  log  2-  r*=s=^/l6wMlog2        (130) 
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From  this  expression  and  (i  i)  it  is  easy  to  compute  the  work 
done  against  the  electrical  forces,  or  the  work  done  upon  the 
electric  field,  when  two  e^ual  spheres  with  equal  chaises  are 
brought  together  from  an  infinite  distance  (or  a  great  distance, 
practically)  apart. 

(2)  BjA  very  small.  When  BjA  =  o,  the  sphere  A  is  alone 
in  the  field  at  potential  V;  hence  ^„  =  4.VCA  V,  a  relation  which 
holds  approximately  when  SjA  is  very  small.  In  this  case  we 
have  for  q^,  approximately, 

=  4ir.r5'K/^-(i/l'+  i/2»+  ...)  =  4ir^5*/^w'/6-r(l3l) 
^4TcB'/A  X  1.645  r 

The  capacity  of  the  system  is,  approximately, 

5  =  4Trt^A  +  w'/6B*(A)  {132) 

The  electric  surface  density  upon  the  larger  sphere,  except 
near  the  point  of  contact,  is,  approximately, 

'.-'yiA  (133) 

while  the  average  density  upon  the  smaller  sphere  is,  approxi- 
mately, 

a^-cV/A-^/e  (134) 

The  relation  t^/^t^  —  w*/6  will  hold  very  approximately  when 
the  small  sphere  B  touches  any  conducting  surface  A  which,  like 
a  large  sphere,  is  nearly  plane  in  the  neighborhood  of  the  point 
of  contact,  the  nearly  uniform  density  in  that  vicinity  being, 
before  contact  with  the  small  sphere,  <x^. 
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CHAPTER  III. 

STANDARD  CONDENSERS.     CONDENSER  SYSTEMS. 
ELECTROMETERS. 

1.  Actnal  Condeasera.  The  electric  fields  and  condensers  or 
leydens  discussed  in  Chapter  II.  are  ideal,  the  conditions  assumed 
being  impossible  to  realise  completely  in  practise.  Concentrated 
charges  and  infinite  conductors  do  not  exist;  one  or  two  con- 
ductors cannot  be  infinitely  removed  from  all  other  conductors ; 
and  all  the  tubes  from  the  first  conductor  will  not,  in  general, 
terminate  upon  the  second,  unless  the  second  conductor  com- 
pletely surrounds  the  first  or,  what  amounts  to  the  same  thing,  is 
connected  with  the  walls  of  the  room,  which  thus  becomes  one, 
electrically,  with  the  second  conductor.  The  field  in  this  latter 
case  cannot  be  rigorously  computed,  however ;  and  though  it  is 
possible  to  construct  a  condenser  of  concentric  spheres  with  a 
high  degree  of  accuracy,  or  of  conductors  of  other  form  so 
arranged  that  one  completely  surrounds  the  other,  and  such  that 
the  electric  field  can  be  rigorously  computed,  yet,  to  use  the 
system,  an  insulated  wire  must  pass  through  an  opening  in  the 
outer  conductor  to  the  inner,  and  through  this  opening,  however 
small,  some  tubes  will  emet^e  and  pass  to  the  external  surface 
of  the  outer  conductor  and  to  other  bodies.  The  wire  and  the 
opening  also  disturb  the  field  in  other  ways. 

But  finite  portions  of  all  the  fields  can  be  very  nearly  pro- 
duced, and  the  results  established  above  for  ideal  condensers  and 
fields  can  be  applied  without  sensible  error  to  actual  systems. 
This  can  be  done,  for  example,  with  the  systems  consisting  of 
two  parallel  similar  conducting  surfaces,  as  two  spheres,  two 
planes,  or  two  cylinders,  by  making  the  distance  between  them 
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small  in  comparison  with  their  linear  dimensions.  Then  the  part 
of  the  field  between  the  surfaces — concentric  spheres,  coaxial 
cylinders,  or  parallel  planes — becomes  practically  identical,  ex- 
cept near  the  edges,  with  those  already  described,  and  the  part 
of  the  field  outside  this  region  relatively  very  weak.  The  capacity 
of  such  a  condenser,  of  any  form,  is  approximately  the  product 
of  the  area  of  one  of  its  conductors  by  the  permittivity  of  its 
dielectric  divided  by  the  distance  between  the  conductors,  the 
intensity  being  practically  constant  in  magnitude  throughout  the 
dielectric, 

A  plane  section  of  the  tubes  of  displacement  of  a  square  par- 
allel plate  condenser  taken  parallel  to  one  edge  and  perpendicu- 
lar to  the  plates  through  their  centers  is  shown  in  Fig.  47.     The 


tubes  in  the  neighborhood  of  the  section  are  supposed  to  be 
formed  by  moving  the  diagram  perpendicularly  to  its  plane.  The 
diagram  is  dra\vn  only  approximately.  The  tubes  are  closely 
concentrated  and  uniformly  distributed  between  the  plates,  except 
near  the  edges,  where  the  field  becomes  less  intense,  and  sparsely 
distributed  over  the  outer  surface,  becoming  less  numerous  as 
the  central  points  A  and  B  are  approached.  These  results  fol- 
low from  the  principle  of  symmetry  and  the  fact  that  the  voltage 
lEdL  is  the  same  along  every  line  of  intensity  from  one  con- 
ductor to  the  other,  which  makes  the  average  intensity  great 
where  the  length  of  the  line  is  small,  and  vice  versa. 
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As  the  capacities  of  ordinary  condensers  are  computed  only 
roughly  for  construction  purposes,  and  then  determined  or  ad- 
justed accurately,  when  necessary,  by  comparison  with  standard 
capacities,  it  is  of  little  importance  whether  their  fields  are  such 
that  the  capacities  can  be  determined  accurately  by  geometrical 
measurement  or  not.  But  this  is  obviously  necessary  in  the  case 
of  condensers  designed  as  absolute  standards  of  capacity.  Such 
standards  have  been  constructed  of  concentric  spheres,  coaxial 
cylinders,  and  parallel  plates.  The  first  form  does  not  need 
further  description  here ;  the  last  two  will  be  described  in  the 
next  article. 

To  eliminate  the  electric  field  surrounding  the  earth,  all  the 
apparatus  here  described  will  be  supposed  enclosed  within  4 
hollow  conductor,  such  as  the  walls  of  a  room  in  a  house.  The 
phenomena  would  not  be  essentially  different,  however,  outside 
such  an  enclosure.  The  potential  of  the  walls  of  the  enclosure 
(earthed)  will  be  assumed  zero. 

3.  The  Btandftrd  Parallel  Plate  Condenier.  The  construction 
of  this  condenser  and  its  electric  field  near  the  center,  drawn 
like  the  field  in  §  1,  are  shown  in  Figs,  48  and  49.     A  and  A' 

EI  ,     *  C  B        C  A  I 


are  the  two  plates  distant  d  apart.  The  central  portion,  S,  of  A 
is  separated  from  the  rest  by  an  air  gap  CC  whose  breadth  is 
very  small  in  comparison  with  (/.  Above  and  continuous  with 
the  plate  ^  is  a  metal  cover  D,  which  forms  with  A  and  B  a 
hollow  conductor  closed  except  for  the  gap  CC.  If  B  is  put  in 
metallic  contact  with  A,  and  the  condenser  then  chained,  the 
electric  field  shown  in  the  figures  will  result,  and  will  remain 
when  B  is  again  insulated  from  A.  Since  the  region  above  B  is 
the  interior  of  a  hollow  conductor  practically  closed,  all  the 
tubes  from  B  will  proceed  to  the  upper  surface  only  of  A',  and 
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but  few  tubes  will  emanate  from  the  upper  surface  of  B  and  pass 
through  the  gap  CC  to  A'.  The  field  below  B,  being  remote 
from  the  edges,  will  be  sensibly  uniform  except  in  the  immediate 
neighborhood  of  the  gap  C,  which,  however,  will  not  sensibly 
disturb  the  uniform  field  near  A'.     By  symmetry,  sensibly  half 


(Tbt  wldlb  oT  Iba  ftp  Cit  gnadjr  a»fgm 


•d.) 

the  tubes  which  terminate  upon  the  small  area  of  A'  just  beneath 
the  gap  CC  must  emanate  from  B  and  half  from  A.  If  b  de- 
notes the  area  of  B,  and  a  that  of  CC,  the  area  of  A'  receiving 
tubes  from  B  is  thus 

A-i  +  ia  (1) 

The  charge  upon  B  is  therefore  the  same  as  the  charge  upon 
the  area  A^b  +  \a  oi  A',  which  is  the  same  charge  B  would 
have  if  its  area  were  A^  b  -\-  \a  and  there  were  no  gap.  The 
capacity  of  the  condenser  formed  by  B,  A',  and  the  tubes  con- 
necting them  is  therefore 


S  =  Acjd^c{b  +  \a)jd 


(2) 


The  conductor  A  which  surrounds  B,  and  by  means  of  which 
the  field  beneath  B  is  made  uniform,  is  called  a  guard  ring. 


°     •    ^ 


The  force  of  attraction  between  B  and  A'  is  the  force  acting 
upon  the  area  A^bJr\aoi  A'  \  that  is 
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F=  \EDA  =  \cE>A  =  \cV^jd*A  (3) 

if  f  denotes  the  voltage  between  the  plates  AB  and  A'. 

TIls  -Standard  Cyliudrieal  Condeuier.  The  guard  ring  con- 
struction can  be  applied  equally  well  to  the  condenser  formed  of 
coaxial  cylinders.  The  construction  of  the  condenser  is  shown 
in  Fig,  50,  the  inner  cylinder  serving  also  as  guard  ring  and  pro- 
tector. 

3.  Eleotroioopei  and  Electrometers.  An  electrometer  is  an  in- 
strument for  measuring  voltages,  or  electric  potential  differences, 
by  means  of  the  forcive  acting  between  electrified  bodies.  Other 
instruments  for  measuring  volti^es  will  be  described  later.  An 
electroscope  is  a  crude  electrometer,  used  principally  for  detect- 
ing rather  than  measuring  electrical  effects. 

4.  The  Kelvin  Abiolnte  Eleotrometer.  This  instrument  con- 
sists of  a  condenser  constructed  like  the  standard  parallel  plate 
condenser  of  §  2  with  certain  modifications  and  additions :  The 
plate  B  {in  one  of  the  commonest  forms  of  the  instrument)  is 
connected  through  a  small  opening  in  the  sheath  D  with  one 
arm  of  a  gravity  balance,  so  that  the  force  P  between  B  and  A' 
can  be  determined  by  weighing.  A  vertical  micrometer  screw 
topped  by  an  insulating  support  which  carries  A'  enables  the 
distance  d  to  be  varied  and  measured.  B  is  kept  in  electrical 
connection  with  A,  and  an  optical  device  is  provided  with  the 
aid  of  which  the  planes  of  A  and  B  are  always  made  coincident 
(by  altering  the  weights  in  the  balance  pans  or  by  varying  the 
distance  </)  when  the  force  upon  5  is  to  be  measured. 

To  measure  a  voltage,  A  and  A'  are  first  metallically  con- 
nected, and  the  weights  on  the  balance  pans  adjusted  until  the 
planes  of  A  and  B  are  coincident.  Then  the  connection  between 
A  and  A'  is  broken,  and  they  are  brought  to  the  difference  of 
potential  V,  to  be  determined.  The  force  F,  due  to  the  attrac- 
tion between  the  plates  is  balanced  by  the  addition  of  known 
weights,  and  the  distance  d  is  measured.     Then  by  (3) 
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whence  V~  d  V2FJCA  (4) 

The  above  method  of  using  the  electrometer  is  called  the 
idiostatic  method,  as  the  voltage  to  be  determined  is  the  only  one 
employed.  Since  F  is  proportional  to  the  square  of  the  voltage, 
alternating  as  well  as  direct  voltages  can  be  measured. 

In  the  keterostatic  method  an  auxiliary  agent  with  a  constant 
volt^e  V  is  also  used.  When  this  voltage  alone  is  applied  to 
the  electrometer  terminals,  we  have  from  the  last  equation 

v =d'vyFj^ 

if  F  denotes  the  force  upon  B  when  the  distance  between  the 
plates  is  d'. 

If  now  we  connect  up  in  series  the  agent  whose  voltage  V  is 
to  be  determined  and  the  agent  whose  voltage  is  V,  both 
voltages  being  directed  in  the  same  way  so  that  the  resultant 
voltage  is  V-\-  V,  we  have,  when  the  voltage  V-\-  V  is  applied 
to  the  electrometer  terminals, 

V+  V'  =  d"V~2FjM 

ifd"  denotes  the  distance  between  the  plates  when  the  force  F 
remains  the  same  as  before. 

Subtracting  the  first  equation  from  the  second  gives 

(/=  (d"  -  d')  V2FJTA  (5) 

The  advantage  which  this  method  has  over  the  other  is  due  to 
the  much  greater  accuracy  with  which  the  micrometer  permits 
the  measurement  of  the  difference  of  the  two  distances  d"  —  d' 
than  either  separately. 

Since  i^  is  proportional  to  f ,  it  becomes  so  small  for  small 
voltages  that  it  cannot  be  accurately  measured  with  this  instru- 
ment. This  form  of  absolute  electrometer  is  therefore  used  only 
for  measuring  lai^e  potential  differences,  and  small  voltages  are 
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measured  by  the  quadrant  electrometer,  the  Bichat  and  Blondlot 
electrometer,  the  capillary  electrometer  of  Lippmann,  or  a  form 
of  absolute  electrometer  recently  de- 
vised by  Perot  and  Fabry.  The  first 
two  instruments  are  described  in  the 
succeeding  articles. 

Bichat  and  Blondlot's  Electrometer 
(Hodifled).  This  instrument  (Fig.  51) 
consists  of  a  metallic  circular  cylin- 
der C  suspended  from  the  ann  of  a 
balance  (or  connected  to  another 
dynamometer)  by  a  fine  wire  DH, 
with  its  axis  vertical  and  coincident 
with  the  axis  of  a  longer  hollow  me- 
tallic circular  cylinder  AB,  cut  in  two 
at  FG  and  projecting  well  beyond  the 
ends  of  C,  the  difference  between  the 
radii  {L^  and  L^  L^>  L^  of  the  two 
cylinders  being  small  in  comparison 
with  either  i-adius. 

Let  A,  B  and  C  be  charged,  the 
voltage  from  B  to  A  being  denoted 
by  Vb^,  that  from  C  to  A  by  V^, 
and  that  from  C  to  .fl  by  Vg,  C  being 
charged  by  the  wire  DE,  dipping  in  a 
conducting  liquid.  The  field,  in  plane  section  through  the  axis,  for 
the  case  in  which  K4  >  1^  and  Vb^=  Ki  —^b  therefore  positive, 
is  shown  approximately  in  the  figure  (all  the  lines  of  intensity 
should  touch  the  conductors  normally).  Except  near  and  beyond 
E  and  H,  and  G  and  F,  the  field  is  cylindrically  radial,  and  its 
capacity  per  unit  length  is  constant  and  equal  to 

5—  27ri-logi[/i, 

By  symmetry,  there  is  no  resultant  horizontal  force  acting  on 
C.     In  general  the  vertical  forces  acting  on  (T  at  //  and  £  are 


ill 
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not  equal  and  opposite.  The  resultant  force  can  be  found  as 
follows  :  Imagine  ^  to  be  moved  downward  an  infinitesinial  dis- 
tance dx.  The  capacity  of  the  condenser  AC  is  increased  by 
Sdx  and  that  of  the  condenser  BC  by  —  Sdx,  no  sensible  change 
occurring  in  the  capacity  of  the  non -cylindrical  parts  of  the  field. 
The  increase  in  the  energy  of  the  field,  if  the  voltages  are  kept 
constant,  is 

dW=Sdx{V/-  VI) 

Hence,  by  §  55, 1.,  the  resultant  force  acting  downward  upon  C  is 

(1)  If  fj  is  great  in  comparison  with  V^^,  the  voltJ^e  to  be 
measured,  this  equation  becomes,  with  a  n^ligible  error, 

F~SVb^-  Vb  '  (7) 

Hence,  if  F^  is  kept  constant  and  Vg^  varied,  F  is  proportional 
to  V,j,. 

(2)  If  A  and  B  are  connected  to  the  terminal  plates  of  an 
auxiliary  battery  consisting  of  an  even  number  of  similar  voltaic 
cells  in  series,  and  if  one  terminal  of  the  cell,  condenser,  or  other 
agent  whose  voltt^e  f^  is  to  be  measured  is  connected  to  the 
central  point  of  this  auxiliary  battery,  the  other  to  the  conductor 
C,  we  have,  if  ^  denotes  the  e.m.f  of  the  auxiliary  battery, 
^BA  -  *.  fa-  f  -  i^-  ^A  —V-irYi;  and  (6)  becomes 

F=.S-9V  (8) 

so  that  .^is  proportional  to  I^if  'P  is  kept  constant. 

(3)  If  B  and  C  are  connected  together,  I^  =  o,  f^  =  Vg^, 
and  (6)  becomes 

F-  iSV.A  (9) 

Equations  (7),  (8),  and  (9)  indicate  three  methods  of  com- 
paring voltages  with  the  instrument,  the  force  F  being  meas- 
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ured  with  the  balance  (or  other  form  of  dynamometer).  If  S  is 
determined  from  direct  measurement,  and  F  measured  in  dynes, 
the  third  method  gives  an  absolute  determination  of  the  voltage 
V^A-  The  first  and  second  methods  are  called  helerostatic,  as  an 
auxiliary  voltage,  V^  or  *,  is  employed  in  addition  to  that  to  be 
measured.  The  third  method  is  called  idiostatic,  since  the  volt- 
age to  be  determined  is  the  only  one  applied. 

5.  The  Kelvin  anadiant  Eleotrometer.     This  instrument  (Fig. 
52)  is  constructed  as  follows:  Aright  circular  cylindrical  me- 


^ 


tallic  box,  with  its  axis  vertical,  is  cut  symmetrically  into  four 
quadrants  A,  A',  B,  B' ,  separately  insulated  on  glass  rods,  but 
connected  by  wires  in  pairs,  A  to  A'  and  B  to  B' ,  so  that  when 
the  field  is  static  there  is  never  a  potential  difierence  between  op- 
posite quadrants.  A  light  aluminium  needle  C,  consisting  of 
two  equal  opposite  flat  quadrantal  arcs  CC  and  C'C  attached  by 
thin  radii  at  their  extremities  to  a  central  vertical  rod  R,  is  sus- 
pended from  a  support  by  two  silk  fibers  (or  other  insulating 
torsion  device)  in  such  a  way  that  the  arcs  CC  and  C'C  are 
horizontal,  concentric  with  the  quadrant  cylinder,  and  midway 
between  the  top  and  bottom  of  the  box.  When  the  quadrants 
and  the  needle  are  all  connected  together,  so  that  there  is  no 
potential  difference  between  any  two  parts  of  the  system,  the  arcs 
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C,  O  are  adjusted  to  lie  symmetrically  with  respect  to  the  two 
quadrant  pairs  AA'  and  BB' ,  as  shown  in  the  figure.  To  the 
rod  R  is  attached  a  mirror  M,  by  means  of  which  and  a  lamp 
and  scale  or  telescope  and  scale  any  deflection,  d,  of  the  needle 
can  be  read,  and  on  the  other  side  of  the  quadrants  a  vertical 
platinum  wire  W,  ending  in  a  platinum  vane  V.  The  end  of  the 
wire  and  the  vane  hang  free  in  dry  sulphuric  add  contained  in  a 
glass  vessel  G,  the  outer  surface  of  which  is  partly  covered  with 
tin  foil.  The  sulphuric  acid  serves  to  make  electrical  contact 
with  the  needle,  to  dampen  the  needle's  motion,  and  to  form  with 
the  tin  foil  and  glass  vessel  a  condenser  of  considerable  capacity, 
whose  function  is  to  keep  constant  the  potential  difference  be- 
tween the  needle  and  the  case.  The  whole  instrument  is  enclosed 
in  a  tight  case,  often  an  extension  of  the  vessel  G  (whose  tin  foil 
covering  is  then  outside)  and  is  kept  dry  by  the  sulphuric  acid 
within.  The  case,  lai^ely  metal,  serves  also  to  screen  the  needle 
and  quadrants  from  any  external  field. 

If  the  instrument  is  symmetrically  made  and  adjusted,  the 
arcs  CC  and  C  C  form  with  the  two  quadrant  pairs  AA'  and 
BB'  two  condensers,  the  capacity  of  each  of  which,  per  unit 
angle  subtended  at  the  center  of  the  system,  is  the  same,  let 
us  say  S,  and  constant,  except  near  the  edges  of  the  arcs 
and  quadrants,  for  all  but  exceedingly  large  deflections  of  the 
needle. 

Also,  if  the  instrument  is  symmetrically  made  and  in  adjust- 
ment, the  needle  will  obviously  not  be  deflected,  even  when 
charged,  as  long  as  the  quadrants  are  all  connected  together. 
If  the  needle  and  the  quadrant  pairs  AA'  and  BB'  are  charged, 
the  needle  will,  in  general,  be  deflected,  coming  to  rest  when  the 
.  angle  of  deflection,  6,  is  such  that  the  torque  T  upon  it  due  to 
the  electrical  stresses  is  balanced  by  the  return  torque  due  to  the 
twist  of  the  suspension.  To  find  the  relation  between  the  deflec- 
tion and  the  voltage,  we  may  proceed  as  follows,  using  the 
method  of  §  55,  I. 
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Let  f^j  denote  the  voltage  from  the  quadrants  AA'  to  the 
quadrants  BB',  V^  the  voltage  from  the  needle  to  AA' ,  and  V^ 
the  voltage  from  the  needle  to  BB' . 

When  6  is  increased  by  an  amount  d$,  the  capacity  of  the  con- 
denser formed  by  CC  with  AA'  is  increased  by  Sd0,  and  that 
of  the  condenser  formed  by  CC  with  BB'  is  decreased  by  the 
same  amount.  The  increase  in  the  enei^  of  the  two  condensers 
is  then 

=  hSdO  v^i  Vj,  +  v^)  =  sd0  ■  v^^  v^  -  \  v^,)  -  Tde 
=.Kede 

since  t^  =  f^  +  V^^,  and  since  TdB  =  K6d0  is  the  work  done 
in  twisting  the  bifilar  (or  other)  suspension  through  the  angle  d$ 
by  the  torque  T  of  the  electrical  forces,  K  being  the  constant  of 
torsion  of  the  suspension.     The  last  equation  gives 

(l)  If  f^  and  ffi  =  fj  +  IjB  are  very  large  in  comparison  with 
V^B,  the  voltage  to  be  measured,  J^^  may  be  n^lected  without 
appreciable  error  in  the  expression  (  f^  —  j  V^^,  and  $  is  sensibly 
proportional  to  P^^  and  to  V^.  Hence  by  making  Vg  Yaige,  even 
small  potential  differences  f^s  may  be  measured  with  accuracy. 
In  this  case  (lo)  becomes 

v^,~Kisv.e  (,,) 

(a)  If  the  needle  is  in  metallic  contact  with  one  of  the  quad- 
rant pairs,  as  AA',  V^  =  o,  fg  ■=  Vab>  ^"<1  (io)  becomes 

VA=2KjSe  (12) 

Since  the  deflection  in  this  case  is  proportional  to  the  square 
of  the  voltage,  alternating  as  well  as  steady  voltages  can  be 
measured ;  but  low  volt^es,  either  steady  or  alternating,  cannot  be 
measured  with  accuracy  (except  with  very  sensitive  instruments). 

(3)  The  quadrant  pairs  AA'  and  BB'  are  connected  to  the  ter- 
minal plates  of  an  auxiliary  voltaic  battery  consisting  of  an  even 
nupiber  of  similar  cells  in  series,  and  one  pole  of  the  voltaic  cell 


b.GoOgic 


CONDENSERS  AND   ELECTROMETERS. 


133 


or  other  agent  whose  voltage  F"  is  to  be  measured  is  connected 
to  the  needle  C,  the  other  to  the  central  point  of  the  auxiliary 
battery.  Then,  if  ^  denotes  the  e.m.f.  of  the  auxiliary  battery, 
Kb  ==  ^.  K~  ^-  i^.  fs  =  I^+  J^ ;  and  (10)  becomes 

V=KjS9-e  (13) 

In  this  arrangement  the  deflection  is  accurately  proportional  to 
V,  whether  f  is  large  or  small  in  comparison  with  ^. 

The  first  and  third  methods  of  using  the  instrument,  in  which 
a  supplementary  voltage  is  employed  in  addition  to  that  to  be 
measured,  are  called  keterostatic  methods ;  the  second  is  called 
itUostatic. 

While  the  quadrant  electrometer  cannot  be  used  for  absolute 
measurements,  the  factor  multiplying  6  being  impossible  to  de- 
termine with  accuracy  directly,  this  factor  can  be  determined  in 
any  case  by  measuring  the  deflection  produced  by  a  known  volt- 
age, such  as  that  of  a  standard  cell. 

7.  Condeaien  in  Hnltiple.  When  any  number  n  of  condensers 
whose  separate  capacities  are  S^,  -?„•••,  S^  are   connected  in 


multiple,  as  i 
capacity  is 


.  53,  a,  a  compound  condenser  is  fonned  whose 
5=5, +  5,+  . ..  +  5,  (14) 
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provided  that  the  field  of  each  condenser  is  included,  practically, 
between  its  plates  only,  and  therefore  does  not  affect  appreciably 
the  fields  of  the  other  condensers. 

For  if  Fis  the  common  voltage  between  the  separate  pairs  of 
plates  of  the  compound  condenser,  q  the  total  charge  on  each 
compound  plate,  and  ?,,  ?y  ■  ■  ■ ,  ?,  the  charges  on  the  separate 
plates  when  the  condensers  are  charged  separately  to  the  volt- 
age V,  we  have,  for  such  a  system, 

?  =  ?i  +  ?i  H f-  ?.  and 

s^qiv=iq,  +  ?,+  .- .  +  j.)/F=c5.F+  5,r+  ■ .  -  +  s^vy,v 

=  6-,  +  5,  +  ■ .  ■  +  5, 

8.  Condeniers  in  8«iieB.  When  »  condensers  of  individual 
capacities  6',,  S^  etc.,  are  connected  up  in  series,  as  in  Fig.  53,  b, 
a  compound  condenser  is  formed  of  capacity 

S~il{ilS,+  i/5,+  ---+i/5J  (15) 

provided  that  the  plates  of  each  condenser  are  so  close  together 
that  sensibly  all  the  tubes  from  one  plate  terminate  upon  the 
other. 

For  if  t'is  the  total  potential  difference  between  the  terminal 
'  plates  of  the  compound  condenser,  q  the  (numerical)  charge  on 
each  of  them,  and  ^„  q^,  etc.,  and  V^,  V^  etc.,  the  charges  and 
voltages  of  the  individual  condensers,  we  have 

?  =  ?i  =?.  =  ?*=■■•  =  ?- 

since  the  intermediate  plates  are  all  charged  by  induction,  and 
sensibly  all  the  tubes  from  one  plate  of  each  condenser  terminate 
upon  the  other. 

Also  v=v^+y^+...+  y^ 

Hence 

5_?/r-?/(f^  +  f,  +  ...  +  F.)_?/(?/S,  +  ?/5.+  -..+?;5J 

from  which  (15)  follows  on  cancelling  q. 
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9.  Some  Eleotroitatio  Hethods  of  Comparing  Capaoitiei.  In 
each  of  the  following  methocb  the  capacity  of  the  electrometer, 
or  etectrooietcrs,  and  connecting  wires  is  supposed  to  be  negli- 
gible in  comparison  with  the  capacities  to  be  compared,  or  else 
to  be  included  with  them. 

(i)  The  capacities  ^j  and  S^  to  be  compared  are  connected  in 
series  with  a  battery  of  electromotive  force  V,  and  an  electrom- 
eter is  comiected  across  the  plates  of  each;  or  an  electrom- 
eter is  connected  across  the  plates  of  one,  for  example  5,,  and 
another,  with  the  battery,  across  the  terminal  plates.  In  the  first 
case  we  have 

whence 

SJS,=  VJV^  (16) 

and  in  the  second  case 

5,r.-r/(./5,+  .yi-0 

whence 

S,IS,-VIV,-i  (i;) 

If  the  leakage  and  absorption  (Chapter  VI.)  of  the  condensers 
are  negligible,  the  two  measurements  may  be  mad*  in  succession 
with  a  single  electrometer. 

(2)  The  capacities  to  be  compared  are  arranged  to  be  put  in 
multiple  by  a  switch  K.  With  ^open  let  S^,  to  whose  plates 
the  quadrants  of  an  electrometer  are  connected,  be  charged  to  a 
voltage  V,  and  then  connected  in  multiple  with  S^,  when  both 
condensers  will  come  to  voltage  V^     Then  we  have 

whence 

SJS^=V/V,-l  (18) 

(3)  In  this  method  the  condensers  whose  capacities  S^  and  5', 
are  to  be  compared  are  charged  in  multiple  to  the  voltage  V, 
insulated,  and  then  again  connected  in  multiple,  but  in  such  a 
way  that  the  positive  and  negative  plates  of  i  are  connected  to 
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the  negative  and  positive  plates  of  2,  the  final  voltage  being  V^ 
Immediately  after  charging 

^j=5-,r    and     ?,=  5,r 

After  the  final  connection  in  multiple 

?,-?.-(-5,--SJf-(-5,  +  5',)f', 
Hence 

■5,/-S,_(f-fJ/(r+F,)  (19) 

It  is  obvious  that  the  above  three  methods  cannot  be  applied 
when  one  or  both  of  the  condensers  are  of  the  guard  ring  ^^e, 
thus  having  more  than  two  conductors.  The  following  method  of 
testing  the  equality  of  the  capacities  of  two  guard  ring  condensers 
was  devised  by  Maxwell,  It  can  also  be  applied  when  only  one, 
or  neither,  of  the  condensers  is  of  the  guard  ring  type.  In 
the  last  case  it  becomes  identical  with  the  last  of  the  preced- 
ing methods,  which  is  an  extension  of  a  method  due  to  Caven- 
dish. 

10.  Kazwell'a  Method  of  ToBting  the  Equality  of  the  Capacity 
of  a  Guard  Sii^  CondenBer  and  that  of  any  Other  Condeiuer,*  Let 
A  be  the  disk,  S  the  guard  ring  and  sheath,  and  C  the  larger 
plate  of  one  of  the  condensers  ;  and  let  A',  B' ,  and  C  be  the 
corresponding  parts  of  the  other.  If  either  condenser,  as  ABC, 
is  of  the  simpler  form  with  only  two  conductors,  we  have  only  to 
suppress  B  and  to  suppose  A  and  C  to  be  the  two  conduc- 
tors, it  being  understood  that  sensibly  all  the  tubes  of  induc- 
tion pass  from  one  plate  to  the  other  when  the  condenser  is 
charged. 

Let  B  be  kept  always  connected  with  C ,  and  B'  with  C.    Then 

(i)  Let  A  be  connected  with  B,  and  C  withy,  the  positive 

(for  the  sake  of  definiteness)  terminal  of  a  battery  or  other  source 

of  electrification,  the  other  terminal  of  which  is  connected  to 

•Maxwell,  Trealise,  J  sag. 
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earth ;  and  let  A'  be  connected  with  B'  and  C  and  with  the 
earth.  The  two  condensers  are  now  charged  oppositely,  so  that 
A  is  positive  and  A'  negative,  and  the  field  of  each  is  sensibly 
confined  to  the  region  between  the  plates. 

(2)  Let  A,  B,  and  C  be  insulated  from_/ 

(3)  Let  A  be  insulated  from  B  and  C\  and  A'  from  B' 
and  C. 

{4)  Let  B  and  C  be  connected  with  B'  and  C  and  with  the 
earth.  The  chains  on  A  and  A'  remain  unaltered  in  magni- 
tude, but  are  now  distributed  over  their  whole  surfaces,  the 
fields  no  longer  being  confined  to  the  regions  between  the 
plates. 

(5)  Let  A  be  connected  with  A' . 

(6)  Let  A  and  A'  be  connected  with  one  quadrant  pair  of  an 
electrometer  E,  the  other  quadrants  of  which  are  earthed.  If  the 
charges  of  A  and  A'  are  equal  in  magnitude,  the  electrification 
wholly  disappears,  since  they  have  opposite  signs,  and  the  elec- 
trometer is  unaffected.  In  this  case  the  fields  connected  with  A 
and  A'  have  the  same  capacities.  Otherwise,  the  electrometer 
will  indicate  positive  or  negative  electrification  according  as 
A  or  A'  has  the  greater  charge  and  therefore  the  greater 
capacity. 

By  making  repeated  tests  and  adjustments,  if  necessary,  the 
capacity  of  a  condenser  constructed  with  movable  conductors  so 
as  to  have  a  variable  capacity,  or  a  condenser  in  the  process  of 
construction,  may  be  made  equal  to  that  of  a  standard  condenser 
of  the  guard  ring  form. 

Other  methods  of  comparing  capacities  are  described  in  Chap- 
ters XIL  and  XIII. 

11.  Some  Hethodi  of  Extending  the  Eange  of  ao  Electrometer.* 
If  the  ratios  of  the  capacities  of  the  condensers  in  the  three  first 
arrangements  described  above  are  known,  the  three  methods  of 
comparing  capacities  may  be  inverted  for  the  measurement  of 

"Cf.  Maivdl,  Trcalht,  j  220 ;  Lord  Kelvin,  B.  A.  Riport,  1885,  p.  907. 
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high  voltages  with  electrometers  constructed   for  low  voltage 
measurement.     Thus  we  have,  from  (17),  (18)  and  (19), 


(■) 
(=) 

(3) 


('-[(■5,  +  5J/(S,-S,)]r, 


(20) 


By  measuring  f^,  V  may  be  determined  ;  so  that  by  properly 
choosing  or  adjusting  the  ratio  of  the  capacities  the  range  of  an 
electrometer  may  be  almost  indefinitely  extended. 
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CHAPTER  IV. 

GENERAL  ELECTROSTATIC  THEORY.     IDEAL    HELDS 
CONTAINING  TWO  OR  MORE  DIELECTRICS. 

1.  GeoeraliMtlon  of  Oansi'B  Theorem.*  In  §  23,  Chapter  I., 
this  theorem  was  established  for  a  surface  enclosing  a  single 
homogeneous  isotropic  dielectric,  or  such  a  dielectric  and  con- 
ductors. We  shall  now  show  that  it  holds  for  a  closed  surface 
cutting  any  number  of  such  dielectrics,  or  such  dielectrics  and 
conductors.  To  do  this  it  is  necessary  to  show  only  that  the 
strength  of  a  tube  of  induction  is  not  altered  when  it  passes  from 
one  dielectric  into  another. 

For  this  purpose,  consider  the  electric  field  between  the  plates 
A  and  £  of  a  closed  condenser  containing  two  dielectrics  1  and  2, 
I  being  in  contact  with  A  only,  and  2  in  contact  with  B  only. 
If  the  chaise  of  A  is  q,  that  of  5  is  —  q,  and  there  is  no  charge 
upon  the  interface  between  the  dielectrics  i  and  2.  (If  there  are 
charges  due  to  contact,  they  are  equal  and  opposite  at  any  point 
of  the  interface.)  Applying  Gauss's  theorem  to  the  region  i,  we 
find  the  total  strength  of  all  the  tubes  emanating  from  A  to  be  ^ ; 
and,  likewise,  in  the  region  2,  the  total  strength  of  all  the  tubes 
terminating  upon  5  to  be  ^.  Thus  the  total  strength  of  all  the 
tubes  is  unchanged  in  passing  across  the  interface  from  A  to  B. 
And  since  this  result  is  absolutely  independent  of  the  size  or 
shape  of  the  dielectrics,  that  is  of  the  shapes  of  the  tubes,  it 
follows  that  the  strength  of  every  tube  remains  constant  in  cross- 
ing the  interface,  howsoever  the  field  is  divided  up  into  tubes. 

It  may  be  shown  that  the  theorem  is  also  valid  in  the  general 
case  when  the  dielectrics  are  neither  homogeneous  nor  isotropic, 

•See  Tht  Physical  RcvicTB,  Septembei,  1901,  p.  173. 
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but  the  demonstration  lies  outside  the  scope  of  this  work.    In  all 
that  follows  we  shall  assume  the  theorem  to  be  perfertly  general. 

8.  The  (Vnohar^d)  Inter&ce  Between  Two  SieleotrioB.  Lawi 
of  Re&aotion  of  Linei  of  Intensity  and  Siaplaoement  At  an  un- 
charged interface  S,  Fig.  54,  between  two  dielectrics  l  and  2 
with  permittivities  c^  and  c^,  certain  conditions,  which  we  pro- 
ceed to  find,  must  be  satisfied  by  the  electric  intensity  and  dis- 
placement. 

In  the  first  place,  the  line  integral  of  the  electric  intensity 
around  the  infinitesimal  circuit  adfca,  in  which  ad  and  ^  are  par- 


allel to  the  interface,  and  ac  and  {^normal  to  the  interface,  is 
zero,  since  the  field  is  static.  This  integtal,  that  is,  the  e.m.f. 
around  the  circuit,  is 

£;  sin  ^,  ad  +  E^  cos  Q^de  ^^  E^ cos Q^ef  ■\-  E^ sin  6Jc 

+  E^  cos 6^ cb -I-  E^ cos  B^ba  1^0 
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But  de^M—  ba,  and  f/^=  —  cb,  hence  all  the  terms  but  the  first 
and  fourth  cancel,  leaving 

£,  sin  6^  a./  +  £■,  sin  Q^c  —  o 

or,  since  fc-—  —  ad, 

£,  sin  e,  =  ^  sin  5j  (i) 

Thus  the  tangential  component  of  the  intensity  does  not 
change  on  crossing  the  interface. 

Moreover,  E^  lies  in  the  plane  containing  E^  and  the  normal  to 
the  interface,  N^N^ .  For  if  £,  were  not  in  this  plane,  it  would 
have  a  component  perpendicular  to  this  plane,  while  £,  has  no 
such  component.  Therefore  the  e.m.f.  around  a  circuit  in  a 
plane  perpendicular  to  the  interface  and  lying  partly  in  medium 
I  and  partly  in  medium  2  would  dilTer  from  zero,  which  is  im- 
possible in  the  static  field. 

Consider  finally  the  electric  flux  outward  across  the  surface  of 
an  elementary  parallelepiped  acf^d  with  center  at  o  in  the  inter- 
face ;  two  of  the  faces,  of  breadth  ad  and  height  A  (perpendicular 
to  the  paper)  being  parallel  to  S,  and  the  others,  of  breadth  ac 
and  height  A,  normal  to  S.  This  flux  must  be  zero,  by  Gauss's 
theorem.     Hence 

—  D^  sin  Q^abk  —  D^^  cos  (9^  adk  +  ZJ,  sin  ^,  de h 

+  />,  sin5,i/A  +  D^cos0jc/A  —  DjSin0,3ck  =  o 

But  since  de  =  ^=  ab  =  be,  and  ad^=cf,  this  reduces  to 

D^  cos  B^  —  Z>,  cos  (?^  =  o 
or 

D.  cos  0,  —  D,  cos  9.    1 

I  (2) 

c^E^  cos  ^,  =  Cjj^  cos  5j  ] 

Thus  the  normal  component  of  the  displacement  does  not 
change  in  crossing  the  interface. 

From  (l)  and  (2)  we  have  by  division, 

tan  6,1  tan  5,  -  {D,jE,)l{DJE,)  -  cjc,  (3) 
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In  passing  from  one  dielectric  to  another  lines  of  displacement 
are  therefore  refracted  in  such  a  way  that 

I.  The  incident  and  refracted  lines  are  in  the  same  plane  per- 
pendicular to  the  interface  at  the  point  of  incidence  ;  and  that 

II.  The  ratio  of  the  tangent  of  the  angle  of  incidence  to  the 
tangent  of  the  angle  of  refraction  is  a  constant  for  the  given 
media,  and  equal  to  the  ratio  of  the  two  permittivities. 

Since  tan  fl,  and  tan  5,  become  infinite  together  when 

0,  =  0j='  go" 

no  phenomenon  similar  to  total  reflection  in  optics  occurs. 

If  ^j  is  kept  constant,  and  t:J£^  diminished.-*^""^" 
In  the  limit  when  cjc^  =  o,  tan  $^  =  infinity,  3-"  In 

this  limiting  case  $^  is  of  course  meaningless;  sine  ,/i.',  =  o, 

there  is  no  electric  field  in  medium  2.  As  st*.'.^;'  ■.-  ',  t4,  I.,  no 
substance  has  a  permittivity  less  than  c^-^  i,  but  for  the  sake  of 
certain  analogies  (VIII.  and  IX,)  the  imaginary  case  of  cJc^ 
—  o  is  here  considered. 

If  while  tf,  is  kept  constant,  (^j/f ,  is  increased,  5,  increases,  ap- 
proaching o  as  Cj  approaches  infinity.  In  this  limit  also  tf,  is 
meaningless,  and  medium  2  contains  no  electric  field,  as  £> 
would  there  be  infinite  if  £  were  greater  than  zero.  Since  in  a 
static  field  the  lines  of  Intensity  always  meet  the  surface  of  a  con- 
ductor normally  (0,  =  o)  and  since  there  is  no  electric  field 
within  the  conductor,  a  conductor  behaves  in  a  static  field  like  a 
substance  of  infinite  permittivity.  Since  in  this  case  the  displace- 
ment  is  discontinuous  at  the  surface,  the  conductor's  surface  is 
charged.  This  behavior,  however,  is  not  due  to  the  conductor's 
permittivity,  but  to  its  conductivity.  Of  the  permittivity  of  most 
conductors  little  is  known. 

An  experimental  method  of  verifying  (3)  is  described  in  §5, 
VII. 

3.  Fictitiona  or  Apparent  Electric  Charges.  The  iiscontinuity 
in  the  normal  component  of  the  electric  intensity  at  any  point  of 
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the  interface,  viz.,  £,  cos  6^  —  E^  cos  5,  {E^  and  E^  being  reckoned 
positive  when  directed /rowi  medium  2  to  medium  i),  is  exactly 
the  same  as  it  would  be  if  c,  were  equal  to  ^,  and  there  were  a  dis- 
continuity in  the  normal  component  of  the  displacement  at  the 
point  equal  to  f,  (£,  cos  ^,  —  E^  cos  9^.  This  would  leave  £,  and 
E^  everywhere  unaltered,  and  would  leave  D^  unaltered ;  but 
since  D^  would  now  equal  c^E^  instead  of  c^^,  as  before,  it  would 
decrease  D^,  and  therefore  all  the  charges  in  medium  2,  in  the 
ratio  c,/c,. 

Thus  the  electric  intensity  everywhere  in  the  field  containing 
two  dielectrics  in  contact  (the  interface  being  uncharged)  is  the 
H'M  be  if  medium  2  were  replaced  by  medium  i, 
if  til.  -"'  interface  were  charged  to  a  surface  density 

ff'  s=  f,^  -  H  cos  0^,  and  if  all  the  chaises  in  medium  2 

(or  at  tht  "s,  if  any,  between  medium  2  and  conductors, 

which  could  be  replaced  by  medium  2  (§  28,  I.)  without  altering 
the  field)  wer^  reduced  in  the  ratio  cjc^  Imagining  these 
changes  made  in  any  case,  we  can  compute  the  intensity  at  any 
point  by  the  direct  application  of  the  law  of  inverse  squares. 
From  the  intensity  and  the  permittivity  at  any  point  the  displace- 
ment can  be  found,  and  from  the  charges  and  the  intensity  the 
mechanical  forces  upon  the  charged  bodies.  This  is  an  extension 
of  the  method  of  §  28,  I.,  which  treats  of  the  case  in  which 
c,  —  infinity,  or  cjc^  —  o,  only.  The  mechanical  force  at  the 
interface  between  the  two  dielectrics  will  be  determined  in  §§  6 
and  9. 

The  quantity     a'  =  c^{E^  cos  ^,  —  .£,  cos  fl,)  (4) 

is  called  the  apparent  or  fictitious  electric  surface  density  at  the 
point  with  respect  to  medium  i.  [In  the  irrational  systems  of 
units,  Chapter  XIV.,  a'  is  defined  by  the  equation 

ipro'  =  c^{E^  cos  0^  —  £,  cos  ^J] 

By  simplj'  interchanging  the  subscripts  i  and  2  we  could  of 
course  refer  everything  to  the  dielectric  2.     In  all  that  follows. 
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however,  the  medium  designated  as  I  will  be  taken  as  the  stand- 
ard medium,  and  the  apparent  charges,  etc.,  will  be  computed 
with  respect  to  it. 

If  there  are  several  dielectrics  in  the  field,  it  can  be  shown  by 
the  method  used  above  that,  to  reduce  everything  to  medium  i 
for  the  sake  of  computing  the  electric  intensity  by  the  law  of 
inverse  squares,  a  surface  density  must  be  assumed  at  every  point 
of  each  interface  equal  to  f,  x  the  normal  discontinuity  of  E  at  the 
point,  and  the  charges  in  any  medium  of  permittivity  c  must  be 
reduced  in  the  ratio  c^jc. 

In  the  same  way,  if  the  permittivity  varies  continuously,  in- 
stead of  suddenly  at  distinct  interfaces,  there  will  be  an  apparent 
volume  density  of  electrification  equal,  at  a  point  where  the  in- 
tensity  is  E,  to 

p'  =  c,  div  £■  (5) 

(In  the  irrational  systems  of  units  4Tr(j'  =  c^  div  £.) 

If  both  volume  density  and  surface  density  of  apparent  elec- 
trification are  present,  we  have 

^-J,'dS+fp'dT  If,) 

the  first  integral  being  extended  over  all  fictitiously  charged 
surfaces,  and  the  second  throughout  all  fictitiously  electrified 
volumes. 

Electric  Pol«i.  The  fictitiously  charged  surfaces  or  volumes, 
that  is,  the  surfaces  or  volumes  where  the  electric  intensity  is 
discontinuous,  are  called  electric  poles.  The  total  apparent  chaise 
in  any  region  is  the  strength  of  the  pole  (or  portion  of  a  pole)  in 
that  r^ion,  and  is  equal  to  c,  x  the  outward  flux  of  the  electric  in- 
tensity *  across  a  closed  surface  surrounding  the  pole,  by  (4)  and 
(5),  Another  expression  is  given  below.  The  pole  is  positive 
or  tugative  according  as  the  apparent  charge  is  positive  or  nega- 
tive. 

*  The  flux  of  BUf  TCCtor  acrou  a  sarface  is  the  intt^ral  over  the  sur&ce  of  the  nor- 
mal component  of  the  vector. 
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4.  Fictitious  Ch&^ei  (oontinued).  Intensity  of  Eleotriiation. 
Electric  Soscfiptibility.     (4)  may  be  written 

<r'  =  ^,(£,  cos  tf,  —  £,  cos  6^  —  (ZJ,  —  c^E^  cos  5,         (7) 

The  quantity  D^  —  c^E^,  the  difference  between  the  actual  dis- 
placement in  medium  2  and  the  displacement  which  would  exist 
there  with  the  same  value  of  intensity  if  c^  were  equal  to  c^,  is 
called  the  intensity  of  electrisation  of  medium  2  with  respect  to 
medium  i,  and  is  denoted  by_/.     Thus 

J-D,-cfi,  (8) 

Another  definition  of/  is  given  in  §  12. 

(In  the  irrational  systems  of  units,  Chapter  XIV., /is  defined 
by  the  relation  411/=  D^  —  '^i^s) 

When  none  of  the  electrisation  is  intrinsic  (§  I,  VI.),  (8)  may 
be  written  j_^^_ ^j,^ _  j(^_  _  ^j^^j^_  j^j 

/  is  evidently  a  vector  with  the  same  direction  as  that  of  D^  or 
the  opposite  direction,  according  as  Z>j  is  greater  or  less  than 
e^E^ ;  or,  when  (9)  is  valid,  according  as  o^  is  greater  or  less 
than  Cy 

(g)  may  be  written 

J^(c,-c,)E^  =  >cE^  (10) 

« I—  ((Tj  —  Cj)  is  called  the  electric  suscepHlnlity  of  medium  2 
with  respect  to  medium  i.      [In  the  irrational  systems  of  units, 

«  =  (<rj-^,)/47r] 

(8)  and  (10)  may  be  transformed  into 

In  terms  of/,  the  apparent  surface  density  is 

ff'=/cos^,  (12) 

and  the  apparent  chaise  upon  a  surface  is 

/«//cos«^5  (13) 
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The  volume  density  of  fictitious  electrification  is 

p'-*Ct  div£=-div(Z'— /)-idivZ?— div/=— div/— conv/  (14) 

since  div  Z>  —  o. 

The  total  ^parent  charge  within  a  volume  t  is 

^  =  J  p'dr  =  j"  conv  /  dr  (15) 

The  total  apparent  charge  in  a  pole  dbtributed  over  a  surface 
5  and  through  a  volume  t  is 

/  =  J/ cos  0^S  +  jcottvjdr  (16) 

The  total  apparent  chaise  within  the  volume  t  and  upon  the 
surface  6'  of  a  dielectric  2  completely  surrounded  by  a  homoge- 
neous dielectric  i  is  zero.  This  may  be  proved  by  integrating  the 
first  term  of  (16)  over  the  whole  interface  and  the  second  term 
throughout  the  whole  volume  of  the  dielectric  2.  The  equation 
may  be  written 

q'  =  fl>^  cos  0^S  —c^  /£,  cos  (9,  dS  —/div  J?^  +  c^  Jdiv  E^r 

The  first  and  third  terms  are  evidently  zero,  and  it  will  be  shown 
that  the  second  and  fourth  tenns  cancel.  For  div  £^  rfr  is  the  ex- 
cess of  the  flux  of  intensity  leaving  the  volume  dr  over  that  enter- 
ing the  volume  dr.  Hence  f  div  £,  dr  throughout  the  volume  t 
is  equal  to  the  total  excess  of  the  flux  of  intensity  leaving  the 
whole  volurne  over  that  entering  the  same  volume ;  and  this  is 
equal  and  opposite  to  —  c,  /*£,  cos  O^S,  which  is  the  excess  of 
the  intensity  flux  entering  over  that  leaving  the  whole  volume. 
Thus  the  proposition  is  established. 
A  dielectric  in  which 

p'  =  conv  J ^i  c^  div£=  o 

is  said  to  possess  solenoidal  electrisation  for  the  reason  that  in 
this  case  all  the  tubes,  or  solenoids,  of  intensity  (£)  or  electrisa- 
tion {/)  run  through  the  dielectric  from  one  pole  face  to  the 
other  without  discontinuity  at  fictitious  chaises  between. 
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A  medium  in  which  J  or  D,  together  with  c,  is  constant  is  said 
to  be  UTdformly  electrised. 

6.  Oeseral  Ezpreinon  for  the  Potential  at  a  Point  (CScosOdL 
from  the  point  to  injinity).  When  fictitious  charges  are  present, 
we  must,  to  find  the  potential  at  a  point,  suppose  all  the  true 
charges  reduced  in  the  ratio  cjc,  and  add  to  the  expression  for 
the  potential  due  to  the  true  charges  alone,  (16),  II,,  a  term 
Cdg'  j ^trc^L.     Thus,  in  the  most  general  case, 

V=t/4':rc^-{fcJc-dglL+fdg'/L)^l/4^-fidg/cL+dg'/c,L)ii7) 

where  e  is  the  permittivity  at  the  seat  of  the  true  charge  d^.  Or, 
if  we  call  eje-dg  also  an  apparent  charge,  we  have,  instead  of 
(17). 

V=i/4wc,Jd9'IL     -  (18) 

6.  The  Inteerral  Poroe  Upos  an  Electric  Pole.  The  electric  in- 
tensity E'  at  a  point  P  "  due  to  "  an  electric  pole  of  strength  g' 
is 

E'  =  Jdg'lAirc^L*  (19) 

where  L  is  the  distance  from  the  seat  of  d^  to  P,  and  the  inte- 
gration is  a  vector  integration,  the  direction  as  well  as  the  mag- 
nitude of  i  being  different  for  each  different  element  dg" . 

The  force  upon  a  small  body  at  P  with  a  concentrated  trite 
charge  q  is 

E' q  =  ^ q l4,ttcj} •  dq'  ~  tEdq' 

where  E  is  the  intensity  at  the  seat  of  d<f  due  to  the  charge  q. 
Thus  the  tot^  force  F  upon  an  electric  pole  is 

F=  jEdq'  (20) 

where  E  is  the  intensity  at  the  seat  of  dg"  due  to  the  other  poles 
and  true  charges,  the  integration  being  a  vector  integration. 
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The  traction  per  unit  area  at  any  element  of  an  interface  is  com- 
puted in  §  9. 

The   force   between   two   concentrated   poles   with  apparent 

charges  ^  and  ^'  distant  L  apart  in  a  dielectric  of  pennittivi^  c 

would  be  c      ^Jii        ri  /     \ 

F=q'q"l4'7TcD  (21) 

7.  The  Inflnite  Parallel  Plate  Condeiuer  with  Two  or  Kore  Di- 
electriei  in  the  Ponn  of  Infinite  Plane  Slabi.  The  simplest  pos- 
sible field  involving  two  dielectrics  is  that  of  an  infinite  parallel 
plate  condenser  with  two  dielectrics  i  and  2  of  permittivities  Cj 


and  f,  in  the  form  of  infinite  plane  slabs  of  thicknesses  i/,  and  </, 
parallel  to  the  condenser  plates  distant  flf=  t^,  +  1/,  apart  (Fig, 
55). 

Here  the  tubes  of  induction  evidently  run  straight  across  with- 
out change  of  strength  from  one  condenser  plate  to  the  other, 
meeting  both  conductors  normally.  If  ZJj  =  />,  =  ^  denotes  the 
displacement,  the  intensities  in  media  i  and  2  are 

£,  -  DJc^  =  Djc^  and  £,  =  DJc^  -  Z»/^, 
respectively.     Hence  the  voltage  of  the  condenser  is 

V„  =  £,rf,  +  £^^  =  Dlc^  ■  [d  -  [(<:,  -  ^,  V^J  d^\ 

The  capacity  of  a  right  prism  of  the  dielectrics  of  thickness  d 
and  cross-section  A  is 

S-ADlV„~Acj{d~\_(c,-,ilcid,\  ■     (22) 

and  the  energy  contained  in  the  prism  is 

W-  \ADV^~\AD'lc^-{d-  [(r,-<-,)/'J"',) 
~iAc,V,^l{d-l(c,-c^:c^d,] 


(23) 
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Thus  the  substitution  of  dielectric  2  for  a  portion  of  dielectric 
I  (cf.  §  51,  Chapter  I.)  decreases  the  energy  if  the  charges  are 
kept  the  same,  and  increases  the  energy  if  the  voltage  is  kept 
the  same,  provided  ^,  is  greater  than  <:,.  If  <:,  is  less  than  c^,  the 
opposite  is  true. 

If  the  second  dielectric  does  not  touch  either  condenser  plate, 
the  force  upon  either  plate  due  to  the  discontinuity  of  the  dis- 
placement, viz.,  iEi/y  per  unit  area,  is  not  altered  by  its  intro- 
duction when  D  is  kept  the  same ;  but  if  V^J  is  kept  the  same, 
the  force  upon  the  area  A  becomes 

F-  iAc, K.'ll-' -{.(', -  <-,)/'J'',)'  (24) 

which  is  greater  or  less  than  when  the  whole  dielectric  had  the 
permittivity  c^  according  as  c^  is  greater  or  less  than  c,. 

If  the  dielectric  2  is  in  contact  with  plate  2,  and  the  displace- 
ment D  as  before,  the  force  per  unit  area  upon  plate  I  is,  as  before, 

/,  =  i£,i?  =  }/)■/., 

but  the  force  per  unit  area  upon  plate  2,  due  to  the  discontinuity 
of  the  displacement  at  its  surface,  is 

which  is  less  than  /,  if  tr,  is  greater  than  c,.  But  the  tension 
along  the  lines  of  intensity  in  medium  i  is  ^EiD,  and  in  medium 
2,  i£jD.  Hence  there  is  a  mechanical  force  upon  dielectric  2 
acting  toward  plate  i  of  magnitude,  per  unit  area, 

/.  _  iJ!,Z)  -  iE,D  -  iD'(c,  -  c,)lc,,,  (25) 

and  this  force  is  transmitted  mechanically  by  the  dielectric  to 
plate  2,  making  the  total  force  per  unit  area  upon  the  plate 
equal  to 

The  apparent  surface  density  at  the  interface  is  uniform  and 
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The  electrisation  b  solenoidal. 

When  the  number  of  dielectrics  is  greater  than  two,  the  inten- 
sity, fictitious  charges,  etc.,  can  easily  be  determined  by  the  same 
method. 

8.  The  Bplierioally  and  Cylindrioaliy  Kadiiil  Fields.  The  field 
surrounding  a  point  charge  at  the  center  of  any  number  of  con- 
centric spherical  shells  of  diPTerent  permittivities,  or  the  field  of  a 
spherical  condenser  with  any  number  of  dielectrics  in  the  form 
of  concentric  spherical  shells,  together  with  the  fictitious  chaises, 
,  etc.,  as  well  as  the  cylindrically  radial  field  in  coaxial  cylindrical 
shells  of  dielectric,  can  be  easily  found  by  the  method  of  the 
foregoing  article,  i.  e.,  by  the  direct  application  of  Gauss's 
theorem. 

As  an  example,  suppose  we  have  a  spherical  field  in  three 
dielectrics,  the  chaise,  q,  being  in  medium  3,  and  medium  1  sur- 
rounding media  2  and  3  and  extending  to  infinity.  Fig.  56.    The 


displacement  at  any  point  distant  R  from  C  is  q\^ircl<?,  and 
the  intensity  is  equal  to  the  displacement  divided  by  the  permit- 
tivity at  the  point. 

We  shall  also  find  the  intensity  by  means  of  the  fictitious 
chaises.    It  can  be  computed  by  considering  a  chaise 

to  exist  at  C  instead  of  ^ ;  a  uniformly  distributed  charge 
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at  the  interface  23  ;  and  a  uniformly  distributed  chai^ 

at  the  interface  21  ;  all  in  a  dielectric  of  permittivity  c^.  Each 
charge  "  produces  "  outside  the  surface  on  which  it  is  distributed 
the  same  effect  as  if  it  were  concentrated  at  the  center  C,  and 
within  the  surface  no  effect  at  all.  Thus  the  intensity  at  a  point 
distant  R  from  C,  when  R  is  greater  than  R^  is 

■f  -  (?.'  +  ?a'  +  ft,')/4T<:, A*  -  ?/4Tf,/P  (27) 

while  the  intensity  at  a  point  in  medium  2  distant  from  the  cen- 
ter c  by  R,  less  than  R^  and  greater  than  J?,,  is 

-^= (?;  +  sjy^-^^x^ = ?/4Tf^         (28) 

9.  The  Heohanioal  Force  at  the  nachorged  lateifkoe  Between 
two  SieleotrioB.  In  the  particular  case  considered  in  §  7,  where 
the  lines  of  induction  were  normal  to  the  interface,  there  was 


found  to  be  a  force  at  the  interface  normal  to  it  and  equal,  per 
unit  area,  to  ii^,£,*  —  {''j^*  measured  in  the  direction  21.  In  this 
article  we  shall  find  the  force  per  unit  area  at  any  point  P  of  the 
interface  in  the  general  case  when  the  lines  of  induction  make 
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any  angles  (Figs.  54  and  57),  connected  by  the  relations  (i)  and 
{2)  with  the  normal  at  P  to  the  interface. 

In  Fig.  57  let  the  plane  XK(the  plane  of  the  paper)  coincide 
with  the  plane  containing  £',  and  E^  at  the  given  point  of  the 
interface,  the  axis  Z  being  perpendicular  to  XY  through  P  and 
the  plane  of  the  interface  coinciding  with  the  plane  XZ.  Let 
dS  =•  dxds  be  a,  rectangular  element  of  area  of  the  interface  at 
the  point,  with  its  sides  parallel  to  X  and  Z  respectfully.  We 
shall  find  the  components  dX  and  dVof  the  force  upon  dS  in  the 
directions  X  and  y,  parallel  and  perpendicular,  respectively,  to 
the  interface.  It  is  evident,  from  symmetry,  that  the  component 
in  the  direction  Z  is  zero. 

The  force  upon  dS  is  clearly  equal  to  the  force  upon  the  sur- 
face adcd  formed  by  drawing  rectangles  a,  S,  c,  d,  all  of  breadth 
ds,  through  the  ends  of  dS,  with  their  planes  parallel  and  per- 
pendicular to  £|  and  E^     The  areas  of  these  rectangles  are 

a  =  dS cos  tf,,  d~dS  sin  ^^,  c—  dS cos  6^  d  =  dS sin  tf. 

Let  7",  and  />^=  T,  =  1^^,^*  denote  the  tension  and  pressure 
parallel  and  perpendicular,  respectively,  to  the  intenaty  in  me- 
dium I,  and  7^  and  /,  =  7"^  =  i'^t^  ^''^  corresponding  quan- 
tities in  medium  2. 

The  force  upon  the  face  a  is  7",  •  tf  —  T^dS  cos  5„  with  the 
components 

</jr  =  T^dS  cos  e^  ■  sin  0^     and     dY^  —  T,dS  cos  S,  ■  cos  (9, 

in  the  positive  directions  of  X  and  V.  The  force  upon  the  face 
^  is  /j  ■  ^  —  p,dS  sin  d„  with  the  components 

dX^=fi^dS sin  0j- cos  0,  anddV^  =  ~/>,dS sin  S^- sin  0^ 

in  the  positive  directions  of  ..^and  V.  In  like  manner,  the  com- 
ponents of  the  force  upon  the  faces  c  and  d  are 

dX^  =  -  T^S  cos  e,  sin  e^,     dV^  =  -  T^S  cos  tf,  ■  cos  6^ 

and    dX^=—/'^Ss\ne^cos0^.      dV^  =  p^S  ^n  S^- ^d  0^ 
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Hence  we  have,  for  the  X  and  Y  components  of  the  total  force 
upon  dS, 

dX=  dX^  +  dX^  +  dX^  +  dX^  =  Wx£-^{2  sin  6^  cos  ^,) 

-J^^'(2sin^,cosej](/5 
and 
dY=  dY^  +  dY^  +  dY^  +  dY^  =  [^(r,£,'(cos'  ?.  -  sin'  ^,) 

-  J^^,*  (cos'  6^  -  sin*  Cj)]  rf5 

The  X  and  K  components  of  the  force  per  unit  area  upon  the 
interface  at  P  are  therefore 

dXIdS  =  \c^E*2  sin  tf,  cos  tf,  -  \cfi;  2  sin  0, cos  6^ 

(29) 
=  J^i£,*  sin  2^,  -  jc^*  sin  2^,  '  ^     ' 

and 
dYldS  -  J<^i£;*(cos*  fl,  -  sin'  tf,)  -  ^c^\cos*  0^  -  sin'  5^ 

(30) 

=  j^,£^  cos  2^j  —  ^ir^'  COS  2^, 

On  multiplying  together  equations  (i)  and  (2),  we  find 

Cj^i'sin  25,  =  ^j£,'sin  2$^  (31) 

Hence 

dXfdS  =  i/Z/^5  =  o  (32) 

and  the  total  force  at  the  interface  is  normal  to  the  surface  and 
equal  to  dY/dS. 

By  making  use  of  (31),  (30)  may  also  be  written 

dY/dS  -  ^f^,*  sin  2(0^  -  5,)/sin  20,  (33) 

When  £■,  is  greater  than  -r,,  0^  —  0^  is  positive  by  (3),  and  dYjdS 
is  positive,  that  is,  directed  toward  medium  i. 

When  tfj  =  fl,  =  0°,  (30)  and  (33)  reduce  to  (25). 

10.  The  ProeeBi  of  Changing  the  Dielectric  Within  the  Flatei  of 
an  Ordimar;  Parallel  Plate  Condenser  is  of  much  interest.  If  the 
plates  have  charges  q  and  —  q,  q  unit  tubes  will  pass  from  one 
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to  the  Other.  Whert  the  permittivity  of  the  medium  inside  the 
plates  is  the  same  as  that  of  the  medium  outside,  c„  the  tubes 
will  have  some  such  distribution  as  that  indicated  in  Fig.  47. 

If  a  slab  of  a  dielectric  of  greater  permittivity,  c,,  is  introduced 
between  the  plates,  the  tubes  will  crowd  into  this  dielectric  until 
(3)  is  satisBed,  leaving  fewer  tubes  in  the  region  outside  than 
before.  That  this  takes  place  follows  from  the  consideration  that 
if  the  induction  between  the  plates  were  not  to  increase,  the 
lateral  pressure  in  that  region,  which  is  proportional  to  L^jc, 
would  be  insufficient  to  maintain  equilibrium,  c,  being  greater 
than  c„  and  equilibrium  having  existed  when  c^  was  equal  to 
c^,  or  when  the  dielectrics  outside  and  inside  were  the  same. 
Since  the  dielectric  outside  is  unaltered,  we  can  compare  the 
voltages  of  the  condenser  in  the  two  cases  conveniently,  if  we 
measure  them  along  the  .same  path  outside  before  and  after  the 
introduction  of  the  slab.  Since  the  field  in  the  external  region 
is  weaker  after  the  introduction  than  before,  the  voltage  is  seen 
to  be  less.  If  c^  is  greater  than  c^  the  effects  are  of  course 
opposite. 

To  look  at  the  matter  in  another  way,  the  tubes  connecting 
the  outside  surfaces  and  those  connecting  the  inside  surfaces  may 
be  regarded  as  the  tubes  of  two  condensers  connected  in  parallel. 
If  the  capacity  of  either  is  increased  by  increasing  the  permittivity 
of  its  dielectric,  the  tubes  will  crowd  into  that  one,  and  the  com- 
mon voltage  of  both  will  be  reduced.  If  the  distribution  of  the 
tubes  remained  unaltered,  the  voltage  between  the  two  plates 
would  be  greater  along  a  line  not  passing  through  the  slab  than 
along  a  line  passing  through  the  slab. 

During  the  lateral  introduction  of  the  slab  into  the  region 
between  the  condenser  plates,  the  tubes  crowding  into  it  exert  a 
pull  upon  it,  by  S  9,  which  continues  until  it  is  symmetrically 
situated  with  respect  to  the  plates,  when  the  pulls  ui^ng  it  in 
all  directions  balance.  If  during  the  change  the  chaises  are  kept 
constant,  the  enei^y  decreases,  since  the  voltage  decreases ;  if 
the  voltage  is  kept  constant  the  charges  increase  and  the  energy 
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increases.  By  computing  the  space  rate  of  this  increase  or 
decrease  of  the  energy,  the  force  acting  upon  the  slab  may  be 
found  by  the  method  of  §  55,  Chapter  I.  This  computation  13 
made  in  §  4,  Chapter  VII.  The  force  could  not,  in  general,  be 
determined  without  very  great  difficulty  by  the  method  of  §  g. 

11.  Field  Snrroanding  a  Conoentrated  Chaise  Situated  in  One 
of  Two  Infinite  Dleleotrioa  Separated  by  a  Plane  Inter&o«.  Let 
the  charge  g  be  concentrated  at  the  point  A,  Fig.  5S,  in  the  me- 


dium of  permittivity  c^  distant  d  from  the  interface  separating  the 
medium  of  permittivity  c^  from  that  of  permittivity  c,. 

By  §  48,  I.,  there  is  only  one  field  which  can  satisfy  the  given 
conditions.  The  given  equipotential  in  this  case  is  the  infinite 
sphere  at  zero  potential  with  A  as  center.  To  find  the  field  by 
means  of  the  law  of  inverse  squares,  we  must  reduce  the  problem 
to  one  with  a  single  dielectric,  undl  the  displacement,  or  else  the 
intensity,  everywhere  is  found.  Then  the  unknown  one  of  the 
two  can  be  found  in  each  dielectric  from  the  relation  D  —  cK 
We  shall  combine  the  method  of  images  with  the  method  of  §  3. 

Guided  by  the  result  of  §  15,  IL,  which  solves  the  problem 
when  c,  =  infinity,  and  by  what  we  have  learned  of  the  refraction 
of  lines  of  displacement,  the  simplest  rational  assumption  we  can 
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make  is  that  to  the  left  of  CD  the  displacement  is  such  as  would 
accompany  a  charge  ^  at  ^  and  a  charge  q^  at  B,  both  in  a  di- 
electric of  permittivity  ^, ;  and  that  the  displacement  to  the  right 
of  CD  is  such  as  would  emanate  radially  in  the  medium  i  from 
a  chaise  ^,  at  A.  If  ^,  and  q^  can  be  given  such  values  as  to 
satisfy  (i)  and  (2),  at  every  point  of  CD,  the  assumption  will  be 
justified  and  the  problem  solved. 

Choosing  05  and  OtTas  positive  directions,  we  find,  for  the 
normal  displacement  at  P  on  the  left  side  of  CD, 

qdlA^ir:?  —  q^dj^irj?  —  (y  —  q^J4irj^ 

and  for  that  on  the  right  side 

q^lA^:^ 

(2)  Will  be  satisfied  if  these  are  equal.  Hence,  if  the  prob- 
lem can  be  solved  by  this  method, 

The  intensit)'  parallel  to  CD  is,  on  the  left, 

{_q+q,)OPlA.-^c,:^ 
and  on  the  right, 

qfiPl4,ircy 

Hence,  to  satisfy  (l),  we  must  have 

(?+?,)/',-?./'.  (*) 

Equations  {a)  and  {b)  are  both  satisfied  by  the  values 

SO  that  the  above  assumptions  are  justified  and  the  problem 
solved. 

When  fj/c,  =  §,  ^,  —  —  ^/4  and  q^  »  5^/4.  When  r,/f,  =  |, 
9\  =  9/4  ^"<i  ?i  ~  3?  /8-  The  plane  diagrams  of  the  field  for 
these  two  cases  are  easily  constructed  from  Figs.  23  and  24,  or 
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from  the  above  charges  directly,  by  Maxwell's  method.  §  14,  II. 
The  diagrams  of  the  tubes  of  displacement  for  these  two  cases  are 
given  in  the  upper  and  lower  halves,  respectively,  of  Fig.  59. 
The  dotted  lines  on  the  right  of  the  vertical  line  and  the  full 


(-<  "^ 

c^ 

^ 

i 

"S>k' 

^ 

i 

i^ 

lines  on  the  left  are  the  lines  of  displacement  of  Figs.  23  and  24, 
The  force  upon  the  charged  body  at  A,  or  the  force  between 
the  chained  body  at  A  and  the  dielectric  2,  is 

F=qq,Uircl2d)*~-tf{c^-c^j\&rrd\{c^^c^       (35) 

If  c^  is  greater  than  ir„  the  force  is  one  of  attraction,  the  tubes 
being  concentrated  on  the  side  o{  A  toward  medium  2  ;  but  iff, 
is  less  than  c^,  the  force  is  one  of  repulsion,  the  tubes  being  now 
concentrated  on  the  opposite  side.  When  c^  —  infinity  (35)  re- 
duces to  (41),  II.  In  the  first  case  the  apparent  charge  upon 
the  interface  is  negative,  in  the  second  positive,  and  in  the  last  the 
chaise  is  real  and  negative,  q  being  supposed  posidve. 
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The  total  force  upon  the  interface  can  be  obtained  also  by  the 
method  of  §  6. 

Thus  the  apparent  surface  density  at  P  is 

a* qd{c^  -  ci)  !2ir(c^  +  c^  (36) 

The  apparent  charge  dq'  upon  a  zone  in  the  interface  of  radius 
t?/'and  width  <^(0/)  is  . 

dq"  =  <r'2ir0Pd{0F)  -=  <T'2irxdx=^  -  qd{c^  -c^x !{c^+c;)x* 

The  normal  intensity  at  the  zone  due  to  the  chaise  q  is 

Hence  the  total  force  between  the  interface  and  the  charged 
body  at  A  is 

F=  ~  >fd\c^  -  c^lAprclc^  +  c^i^dxlx^ 

as  in  (35). 

The  total  apparent  charge  upon  the  interface  is 

<f  =   \     a'2iTxdx=  -  qd{c^  —  c^  !{c^  +  r,)  f  dx  jx* 

12.  Dielectric  Sphere  in  a  Uniform  Field  of  Different  Fermit- 
tivity.  Let  a  sphere  of  permittivity  c^  be  introduced  into  an 
infinite  medium  of  permittivity  c^  supporting  (before  the  introduc- 
tion of  the  sphere)  a  uniform  electric  displacement  D. 

If  fj  =  i"„  the  tubes  will  remain  everywhere  unaltered. 

If  rTj  is  greater  than  r,,  the  tubes  will  bend,  crowding  into  the 
sphere,  thus  making  D^  greater  than  D,  until  the  condition  ex- 
pressed in  (3)  is  satisfied.  (If  D^  were  to  remain  equal  to  D,  the 
lateral  pressure  J-i'j'/'"j  across  the  tubes  within  the  sphere  would 
be  less  than  \D^jc^,  the  lateral  pressure  without,  and  equilibrium 
could  not  exist.     Also,  the  voltage  between  two  equipotentials 
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would  be  greater  along  a  line  not  traversing  the  sphere  than 
along  a  line  passing  through  the  sphere.) 

If  Cj  is  less  than  r„  Z>,  is  less  than  D,  tubes  crowding  out  of 
the  sphere  until  (5)  is  satisfied. 

We  proceed  to  the  exact  determination  of  the  electric  field 
within  and  without  the  sphere.  In  accordance  with  §  48,  I., 
there  is  but  a  single  field  satisfying  the  conditions  of  the  problem. 

With  respect  to  the  field  within  the  sphere,  we  shall  make  the 
simplest  possible  rational  assumption,  viz.,  that  the  displacement 
D^  is  uniform  and  in  the  same  direction  as  the  original  external 
displacement  D.     We  shall  further  assume  that  the  effect  of  the 


sphere  on  the  (originally)  uniform  field  is  the  same,  in  the  region 
outside  it,  as  that  of  a  doublet  of  moment  M  placed  in  the 
original  dielectnc  at  the  point  occupied  by  the  center  W  the 
sphere  with  its  axis  parallel  to  D.  The  probable  correctness  of 
this  assumption  follows  from  the  fact  that  conductors  and  dielec- 
trics produce  on  static  fields  into  which  they  are  introduced 
effects  difiering  only  in  degree  ;  and  the  fact  that  the  effect  of  a 
conducting  sphere  on  a  uniform  field  can  be  represented,  in  the 
region  outside  the  sphere,  by  a  doublet  at  its  center. 

An  attempt  at  a  solution  based  on  these  assumptions  will 
obviously  satisfy  all  the  electrical  conditions  except  (i)  and  (2). 
If  in  addition  D^  and  J/ can  be  so  chosen  as  to  satisfy  these  con- 
ditions also,  the  problem  will  be  solved. 
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To  see  whether  the.  assumptions  made  above  will  satisfy  (i) 
and  (2),  the  radial  components  of  the  resultant  internal  and  ex- 
ternal displacements  and  the  tangential  components  of  the  re- 
sultant internal  and  external  intensities  at  the  surface  of  the 
sphere  must  be  determined.  The  radial  and  tangential  displace- 
ments at  any  point,  outside  the  sphere,  whose  coordinates  are  R 
and  B,  in  the  notation  of  §g  25  and  26,  II.,  will  first  be  found. 

For  the  radial  component  due  to  the  doublet  (94),  II.,  gives 
2M  cos  Bj^irl^,  to  which  must  be  added  the  component  D  cos  0 
due  to  the  unifonn  field.  For  the  tangential  component  due  to 
the  doublet  (95),  II.,  gives  M  sin  O'^m-J?,  to  which  —  D  sin  0, 
due  to  the  unifonn  field,  must  be  added.  For  the  total  radial 
displacement  outside  the  sphere  we  have,  therefore, 

D^  =-  2.^ cos  0l4irJi^  +  Dcos0  (38) 

and  for  the  total  tangential  displacement, 

£>,  —  M  sin  0l4TrJ^  —  D  ^n  0  (39) 


C> 


At  any  point  inside  the  sphere,  with  coordinates  R  and  0,  the 
radial  and  tangential  components  of  the  displacement  are  ZJ,  cos  0 
and  —  J?2  sin  0,  respectively,  independently  of  the  value  of  Jt 
(less  than  the  radius  of  the  sphere). 
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Let  the  radius  of  the  sphere  be  denoted  by  a.     Then,  to  satisfy 
([)  and  (2),  we  must  have,  when  R^a, 
2M  cos  e/4ir<r'  +  ZJ  cos  ^  =  Z),  cos  B,    or    Mlziri^  +  D  —  B^ 
and  Jf  sin  5/<r,4Tr<x'  —  Z?/c,  ■  sin  ^  —  —  /J,  sin  0fc^, 

or  M':c^4TTc^  —  Djc^  =  —  DJc^ 

The  solution  of  these  equations  gives 

Jf  —  4irfl^.r,  —  Ci)DI{c^  +  2^,)  =  47ra*(c,  —  c;)DJj,c^      (40) 

and  A  -  3f»^/(^.  +  2^1) 

(41) 
whence  £,  =  3''i-£/(<^,  +  2(^1) 

The  assumptions  made  above  are  therefore  justified,  and  the 
problem  is  solved.  The  uniform  field  within  the  sphere  is  given 
by  (41),  and  the  external  field  by  (38)  and  (39)  on  substituting 
for  M'lXs  value  from  (40),     This  substitution  gives 

D^  -  [2tf\c,  -  c,)!J^{c,  +  2c,)  +  ilD  cos  0  (42) 

which  becomes,  when  R=  a, 

D„=Zcficosej{c^+2c,)  (43) 

also  D,  ~  [<r^f,  -  ^O/^C'"*  +  2rJ  -  i  ]  Z?  sin  5  (44) 

which  becomes,  when  R^  a, 

D^  =  -  y^D  sin  ej{c^  +  2c,)  (45) 

When  f  J  is  greater  than  c,,  D^  is  greater  than  D,  E^  is  less  than 
E,  and  M  is  positive.  That  is,  the  doublet  is  turned  with  its 
positive  end  in  the  direction  of  the  field.  When  c^  is  less  than  c^, 
Z>,  is  less  than  D,  £,  b  greater  than  E,  and  M  is  negative,  or  the 
doublet  is  turned  so  as  to  oppose  the  field.  When  r,  =  infinity, 
(41)  reduces  to  Z),  =  ^D,  and  E^  =  o\  and  (38),  (39),  and  (40) 
to  the  equations  of  §§  25-27,  II. 

The  plane  diagrams  of  the  tubes  of  displacement,  drawn  by  the 
method  of  §  14,  II.,  for  cjc^  =  o,  3,  and  infinity,  respectively,  are 
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given  in  Figs.  60  (the  lines  inside  the  circle.  Fig.  32,  formed  by- 
superposing  the  uniform  field  on  the  field  of  the  doublet,  being 
here  annulled),  61,  and  62  (from  Webser's  Theory  of  E/ectriciiy 
and  Magnetism,  §  194). 

The  infinite  plane  passing  through  the  equator  of  the  sphere 
is  an  equipotential  surface  (at  zero  potential).  Hence  if  this  sur- 
face is  made  conducting  we  shall  have  on  each  side  half  the  field 
just  considered  terminated  by  this  conducting  sheet.  Thus  we 
have  solved  the  problem  of  finding  the  field  terminated  by  an 


infinite  plane  conducting  surface  with  a  hemispherical  boss  upon 
it  of  permittivity  r,  differing  from  that  of  the  dielectric  occupying 
the  rest  of  the  field  {c^. 

The  electric  surface  density  at  any  point  of  this  plane  distant 
R  from  the  center  of  the  hemisphere  is 

cr  =  ±  Z),  -  ±  3f^/(c,  +  2^,)  (46) 

when  R  i^  less  than  a,  and 

ff  =  ±  D,{0  -  90°)  =.  ±  \j^{c^  -  c,)jR^{c^  +  2c,)  -  l]/>  (47) 

when  R  is  greater  than  a. 

The  intensity  of  electrisation  of  the  sphere  is  uniform  and  equal 

to         /-  AK^.  -  ^>)/^.]  -  3^^,  -  ^,)/('-,  +  2^1)       (48) 
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(40)  may  now  be  written,  in  terms  of_/, 

Af-i^^y  (49) 

SO  that  the  intensity  of  electrisation  of  the  sphere  might  be  defined 
as  its  electric  moment  per  unit  volume,  the  electric  moment  denot- 
ing the  moment  of  the  doublet  producing  the  same  effect  on  the 
external  field  as  that  of  the  sphere. 

The  difierence  between  the  actual  intensity  E^  in  the  sphere 
and  the  original  intensity  E  of  the  uniform  field  is  called  the  self- 
deelectrising  force  or  intensity  in  the  sphere  due  to  its  poles  or 
apparent  chaises,  and  will  be  denoted  by  E' .     Thus 

E'-E,-E--Dlc,-c,)ly,c, 

=  -E(c,-,,)l(c,+  2c,)--My,  ^*  ' 

The  apparent  electric  surface  density  at  a  point  whose  coordi- 
nates are  a  and  0  is 

ff'  =.  £>tl(c^  —  <^i)/'^i]  cos  $  —J  cos  6 

-  3[(^,-f,)/(^,  +  2^,)]-^  cos  e  ^^'* 

The  total  apparent  charge  upon  one  half  of  the  sphere  between 
a  pole  and  the  equator  is 

?'_±»»'/.±X»>[(f,-.,)/.,]Z),  (52) 

13.  Infinite  Dielectric  or  Condnotinfr  Cylioder  in  a  Uniform 
Pield.  Making  use  of  §  20,  II.,  we  can  obtain,  by  the  method  of 
the  preceding  article,  the  electric  field  in  and  about  an  infinite 
circular  cylindncal  dielectric  of  permittivity  c,  immersed  in  the 
uniform  field  of  an  infinite  medium  whose  permittivity  is  c^.  For, 
as  will  be  seen,  it  is  possible  to  satisfy  all  the  condidons  by 
assuming  the  displacement  external  to  the  cylinder  to  be  the 
resultant  of  the  original  uniform  displacement  and  the  displace- 
ment of  a  line  doublet  of  moment  M,  suitably  chosen,  at  its  axis, 
all  in  the  original  dielectric,  and  the  internal  displacement  to  be 
uniform  and  parallel  to  the  original  displacement.  If  the  radius 
of  the  cylinder  is  a,  and  if  D  and  D^  denote  the  original  uniform 
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displacement  and  the  actual  displacement  within  the  cylinder, 
respectively,  the  conditions  (i)  and  (2)  to  be  satisfied  at  the 
interface  are  obviously 

Dcosff+  J/ cos  S/2w<^  =  Z>,  cos  6 
and 

—  D  sin  5/r,  +  Msin  Sfc^zir^  —  —  Z*,  sin  ff/c, 

from  which  we  obtain 

A-2'^/('.  +  ',)  (S3) 

and    jl/-=»^[h-^,)/.JZI,_2^»>[(,,-f,)/(<-.  +  ',)]-D   (S4) 
Hence  outside  the  cylinder,  at  a  distance  R  from  its  axis,  the 
radial  component  of  the  total  displacement  is 

Z>,  =  Mcos  eJ2iTF?  +  Dcos0 

and  the  tangential  component  is 

D,  -  [<^/l?-{c,  -  c,)j{c^  +  c,)  -  i-\D  sin  8  (56) 

while  within  the  cylinder  the  displacement  is  uniform  .and  given 

by  (53). 

The  apparent  electric  surface  density  is 

"'=[{<:,- ',)lciD,COie -J  C^0  (S7) 

The  total  posidve  or  negative  apparent  chaise  on  half  of  unit 
length  of  the  cylinder  is 

^,  =/  X  2a  X  r  =  2a/  (58) 

The  self-deelectrising  force  of  the  apparent  chaises  is 

E'  =  DJc^  -  Djc,  =  -  (f,  -  f,)/2f,r,Z', 

(S9) 

14.  Sialectrio  Bpherical  Shell  in  a  Trniform  Field.  Eleetrio 
Soreen,  If  instead  of  the  solid  sphere  of  g  12,  we  have  a  spherical 
shell  of  permittivity  c^  with  inner  and  outer  radii  b  and  a  respec- 


b;.GoogIc 


FIELDS   WITH   TWO  OR  MORE   DIELECTRICS.         165 

tively,  surrounding  and  surrounded  by  a  medium  of  permittivity 
fj  supporting  an  (originally)  uniform  field  with  displacement  D,  we 
can  find  the  field  by  an  extension  of  the  method  used  in  the  two 
preceding  articles. 

Guided  by  the  results  obtained  for  the  solid  sphere,  we  shall 
assume  (r)  that  within  the  inner  surface  of  the  shell  the  dis- 
placement, D^  is  uniform  and  parallel  to  that  of  the  original  field ; 
(2)  that  within  the  shell  the  displacement  is  the  vector  sum  of  a 
uniform  displacement  D^  parallel  to  D  and  the  displacement  due 
to  a  point  doublet  of  moment  M^  at  the  center  of  the  spheres ; 
and  (3)  that  the  displacement  outside  the  shell  is  the  vector  sum 
of  the  uniform  displacement  Z>,  the  displacement  due  to  thedoublet 
of  moment  M^,  and  the  displacement  due  to  a  second  doublet  of 
moment  M^,  also  placed  at  the  center  of  the  spheres,  the  axes  of 
both  doublets  being  parallel  to  D.  It  will  now  be  shown  that 
these  assumptions  satisfy  (i)  and  (2). 

At  the  outer  interface  the  conditions  to  be  satisfied  by  the 
nomial  displacement  and  tangential  intensity  are,  respectively, 

(Z?  +  2MjA,tt<^  +  iMJj^tTif)  cos  5  ==  (Z?,  +  2MJ^ve?)  cos  6 
and 
(—  ZJ/c,  +  MJCyAfirc?  +  MJ,c^Ar-t<f)  sin  Q 

-  (—  /),/<:,  +  MJc^nn^  sin  Q 

At  the  inner  interface  the  conditions  are 

(Z?,  +  iMJ\itb^  cos  9—.D^  cos  9 

and  (— ZJ,/r,+ J/Jr^ir^sin^«  —ZJ,/c,. sin  5 

Cos  Q  and  sin  Q  will  divide  out,  and  the  equations  are  satisfied  by 

the  following  values  of  the  assumed  moments  and  displacements : 

Z>,  =.  9<r,c,Z?/[9f>,  +  2(c,  -  c^{\  -  ^l(^)-\  (60) 

•    A-[{2^,  +  ^.)/3^l]A  (61) 

M^=  2TT(^{D^~  D)  (62) 

and  M^=-  4ir&\i  ■  [{r,  -f,)/^i]  A  (^3) 

The  relation  betwen  DJD  and  ii/a  is  given  in  the  accompany- 
ing table  (Table  I.)  for  the  cases  in  which  cjc^  =  100  and  locx). 
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These  excessive  values  of  cjc^  do  not  occur  in  electrostatics,  but 
are  assumed  here  for  the  sake  of  the  much  more  important  mag- 
netic analogue,  §  23,  XI.  The  greater  the  ratio  of  c^  to  c^  and 
the  smaller  the  ratio  of  b  to  a,  the  less  is  D^  in  comparison  with 
D,  that  is,  the  shell  forms  a  more  effective  screen  from  electrical 
influences  for  the  r^on  within  it.  When  cjc^  =  infinity,  that  is, 
when  the  shell  is  conducting,  ZJ^/Z)™  o  for  all  values  oi  bja,  and 
the  shell  is  a  perfect  electrical  screen  (when  the  field  is  static). 

16.  Sielectrio  Cylindrioal  Shell  in  a  Uniform  Field.     Electric 
Screen.     The  field  of  an  infinitely  long  circular  cylindrical  shell, 


of  permittivity  c^  and  with  inner  and  outer  radii  b  and  a,  when 
immersed  in  an  infinite  medium  of  permittivity  c,  supporting  an 
(originally)  uniform  displacement  D  can  be  obtained  in  exactly 
the  same  way,  by  making  use  of  line  doublets  (§  3o,  II.)  instead 
of  point  doublets. 

Let  D,  D^  D^,  M^,  and  M^^  have  the  same  meanings  as  in  g  14, 
except  that  cylinder  and  cylindrical  must  be  substituted  for 
sphere  and  spherical  and  line  doublet  for  point  doublet.  Then 
we  have,  to  satisfy  ( i)  and  (2),  at  the  outer  interface, 

(Z?  +  M^  jzirc?  +  M^  /2ira')  cos  0  =  {V^  +  M^  /2ua»)  cos  0 
and 
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(_  Djc^  +J/,/r,27rd(»  +iW; /c,27ra*)  sin  8 

=  (  _  Z)^  /c^  4  M^  !c^2-ire^)  sin  8 
and  at  the  inner  interface, 

iP^  +  Mj2^^)  cos  tf  =  />,  cos  e 
and  (—  DJc,  +  ^^  /f,2ir^  sin  ^  —  —  -C,  /.Ti  ■  sin  6 

Solving  these  equations,  we  obtain,  as  the  only  solution  of 
the  problem, 

D,  =  ^c,c, !{{c,  +  r,)*  - (^ /a*} {c,  _ ^,)' ]  (64) 

A  =  (f.  +  ^i)/2^.A  (65) 

M^~2it<^{p^-D)  (66) 

and  -^4  =  -  Ti»[  {^,  -  c,)/c,]  /),  (67) 

The  relation  between  D^j  D  and  i/a  is  given  in  the  accompa- 
nying table  (Table  I.)  for  the  cases  in  which  c^jc^  =  100  and 
lOOO.  When  c^jc^  —  infinity,  or  when  the  shell  is  a  conductor, 
D^l D  =  o  {oT  all  values  of  bja.  The  cylindrical  shell,  like  the 
spherical  shell  of  §  14,  forms  an  electrical  screen,  the  remarks  at 
the  close  of  §  14  applying  equally  well  to  both  forms. 

The  plane  diagram  of  the  tubes  of  displacement  when  c^  jc^  ^  10 
and  d/a=  ^  is  given  in  Fig.  63  (from  Webster's  Theory  of  Eitc- 
triaty  and  Magnetism,  §  198). 
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F  SniBKicAL*  AND  Cylindrical  Dielectric  Shells. 
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CHAPTER  V. 

REVERSIBLE    THERMAL    EFFECT    DURING    ELECTRISATION. 
ELECTROSTRICTION. 

1.  BeTenible  Thermal  Effect  During  £leotriiatioii.  Let  a  con- 
denser be  carried  through  a  reversible  cyclic  process  as  follows, 
the  external  pressure  upon  the  dielectric  {e.  g.,  the  atmospheric 
pressure)  being  kept  constant : 

(i)  The  voltage  V  being  kept  constant,  let  the  condenser  be 
heated  from  the  absolute  temperature  t  to  the  absolute  tempera- 
ture t  -f-  dt.  If  (t,  s,  and  T  denote  the  density,  specific  ,heat,  and 
volume,  respectively,  of  the  dielectric,  the  heat  absorbed  by  the 
condenser  during  this  process  is  If=pSTe/i. 

(2)  At  the  temperature  t  +  dt,  at  which  the  capacity  of  the 
condenser  is  5  +  dSjdtdt,  let  the  voltage  be  increased  by  dV. 
The  enei^y  of  the  condenser  increases  by  i(5'+  dS/dt di)d(^V) 
~{S+dS/dtdi)VdV. 

{3)  Let  the  condenser  be  cooled  to  the  original  temperature  / 
while  the  voltage  remains  constant  (f+  dV). 

(4)  Let  the  voltage  be  reduced  to  its  original  value  V,  the  con- 
denser thus  losing  an  amount  of  energy  equal  to 

\St^y^)-svdv 

The  condenser  is  now  in  its  original  condition. 

The  total  work  done  upon  the  condenser  (exclusive  of  work 
done  in  heating)  during  the  complete  cycle  is 

dW={S  +  dSldtdt)VdV-SVdV=  VdSldtdtdV 
The  quantity  of  heat  given  to  the  condenser  (exclusive  of  that 
given  out)  is  H=psTdt 


b.Googic 


REVERSIBLE   THERMAL  EFFECT.  1 69 

Hence,  by  the  second  law  of  thermodynamics,  viz.,  Hjt  =  — 
dWjdt,  we  have 

psTdlji--  VdVdSjdt 

or  dtjdV^-tVlpsrdSldl  (I) 

If  therefore  we  assume  that  dSjdt,  s,  etc.,  are  independent  of 
V,  which  is  certainly  near  the  truth,  the  total  reversible  temper- 
ature change  when  the  condenser  is  chatted  from  F=t  o  to  K== 
I^is 

M=.~t/psTdS/dt  f  VdV=-t!pnilSdSldt-^SV^  (2) 

If  ttie  dielectric  is  homogeneous  and  isotropic,  we  have 

i!SdSldt^ilcL-d{cL)ldt=>  jfrdc/dt+ i/L  dL/dt~Jk,  +  a{3) 

where  L  is  the  length  of  any  line  drawn  in  the  dielectric  (S  and 
dS  being  proportional  by  the  same  factor  to  the  product  of  the 
permittivity  and  such  a  length),  and  i,  and  a  are  written  for  i/c- 
dcjdi,  the  coefficient  of  increase  of  c  with  temperature,  and  i/L- 
dLjdt,  the  coefficient  of  linear  expansion  with  temperature,  re- 
spectively.    By  substituting  (3)  in  (2),  we  obtain 

or  A//r=  -  (i,  +  a)lf^-\SV*  (4) 

If  the  field  of  the  condenser  is  uniform,  (4)  becomes 

Ai'//-  -  {k,  +  a)tps-\cB^-  {k,  +  a)  Ujps  (j) 

Since,  moreover,  any  electric  field  is  uniform  in  its  infinitesimal 
parts,  (5)  is  perfectly  general. 

In  all  the  above  the  effects  of  conduction,  radiation,  etc.,  are  neg- 
lected, and  no  intrinsic  electrisation  (VI.)  is  supposed  to  be  present. 

For  all  solids  yet  investigated  {k^  +  a)  is  positive.  Hence  a 
condenser  with  such  a  dielectric  is  cooled  by  charging  and  heated 
by  discharging.  For  nearly  all  liquids  (^,  +  a)  is  negative.  Ac- 
cording to  experiments  by  W.  Cassie  {PM.  Trans.,  A,  1890)  it, 
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(or  i,  +  a)  at  50°  C.  is  about  —  0.006  for  glycerine  and  +  0.0004 
for  mica.  For  recent  literature  see  Ann.  der  Physik,  Vol.  10, 
p.  748,  1903. 

[Analogous  magnetic  quantities  being  substituted  in  (5)  for 
the  electric  quantities  there  occurring,  the  equation  is  valid  for 
the  magnetic  case  (see  §  23,  XI.).] 

3.  EleotroRtriotion.  Chan^  in  Volnme  of  Sieleotrio  when 
EleotriaecL  When  a  condenser  is  charged  at  constant  tempera- 
ture its  dielectric,  or  dielectrics,  would  be  expected,  in  general, 
to  sufier  changes  in  volume  and  changes  in  linear  dimensions. 
These  phenomena,  as  yet  largely  hypothetical,  are  included  under 
the  general  head  of  dectrostricticn.  The  alterations  in  volume, 
etc.,  can  be  deduced  from  the  principles  already  developed,  in 
connection  with  the  principle  of  the  conservation  of  energy. 


In  all  that  follows  it  will  be  assumed  that  the  condenser  plates 
are  always  in  contact  with  the  dielectric  and  that  they  follow 
accurately  without  appreciable  elastic  reaction  the  motion  of  its 
surfaces,  as,  for  example,  coats  of  gold  leaf  or  tin  foil.  Complete 
absence  of  intrinsic  displacement  will  also  be  assumed. 

First  we  shall  find  the  change  in  volume.  Consider  a  con- 
denser ABC,  Fig.  64,  whose  dielectric  C  occupies  the  volume  t 
and  possesses  the  permittance  5  when  charged  to  the  voltage  V 
and  subjected  to  the  uniform  pressure  p  (which  may  have  any 
value,  including  o)  over  its  surfaces. 
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(1)  While  f  is  kept  constant,  let  the  volume  be  increased  by 
dr.  The  enei^  of  the  condenser  will  increase  by  —  pdr.  The 
increase  of  volume  will,  in  general,  be  accompanied  by  an  increase 
dS  in  the  permittance.  Now  let  the  volume  (t  +  dt)  be  kept 
constant  while  the  voltage  is  increased  by  dV.  The  energy  in- 
creases by  ^{5  +  dS)d{  V^  =  {S+dS)  VdV.  The  total  increase 
in  energy  during  the  process  is 

dW^^-pih->t{S->rdS)VdV 

(2)  Let  us  start  with  the  condenser  in  the  same  condition  as 
at  the  beginning  of  (1)  and  bring  it  to  the  same  final  state  by  a 
slightly  different  process.  While  the  volume  remains  constant 
(t),  let  the  voltage  be  increased  by  dV.  This  will  increase  the 
energy  of  the  condenser  by  SVdV,  and,  in  general,  the  pressure 
by  an  amount  dp.  Now  let  the  voltage  (f^+  dV)  be  kept  con- 
stant while  the  volume  is  increased  by  dr.  The  energy  will  in- 
crease by  —  (^  +  dp)dT.  The  total  increase  in  the  condenser's 
enei^  is  thus 

dW^  -  SVdV~  (p  +  dp)  dr 

By  the  principle  of  the  conservation  of  enei|;y,  dlV^  »  dJV^, 
Hence 

VdSdV=~dpdT 
or 

dTldy=  -  VdSfdp  (6) 

For  ordinary  charges  dSjdp  will  be  sensibly  independent  of 
V.  Hence  we  have  for  the  total  change  in  t  when  the  condenser 
is  charged  from  a  neutral  state  to  the  voltage  V, 

At^ dS!dprVdV=lSV\-  i/S-dS/dp)  (7) 

Homogeneous  Isotropic  DieUctrk.  If  the  dielectric  is  homo- 
geneous and  isotropic,  (7)  may  be  simplified.  For  in  this  case 
5  and  dS  are  proportional  by  the  same  factor  to  the  product 
of  the  permittivity  and  the  linear  dimensions  of  the  condenser. 
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Hence  if  we  denote  by  L  the  length  of  any  line  drawn  in  the 
dielectric,  we  have 

-  ilS-dSldp~-  ilcL-d{cL)ldp 

~-i!cdcldp~ilLdLldp^{i^  +  b!i) 
where   b  ™  the   coefficient  of  compressibility  of  the  dielectric 
=  —^jL-dLjdp,  and  i  =  —  ijc-dcjdpT^  the  coefficient  of  di- 
minution with  pressure,  or  increase  with  traction,  of  the  permit- 
tivity c.     Thus  (7)  becomes 

A-,-iSV(i^  +  ilZ)  (8) 

In  order  that  (7)  or  (8)  may  hold  when  the  dielectric  is  a 

fluid,  the  dielectric  must  be  completely  surrounded  by  the  con- 


denser plates,  or  the  plates  must  be  so  arranged  that  they  are 
kept  apart  by  the  pressure  of  the  fluid  only,  and  sensibly  all  the 
tubes  must  be  contained  in  the  fluid,  as  in  Fig.  65. 

If  the  field  of  the  condenser  is  uniform,  Ji'F'  —  T  Jir£*,  and 
(8)  may  be  written,  on  division  by  t, 

AT/T_l^£'(i,  +  «/3)  (9) 

S.  Change  in  Length  of  a  Line  Vormal  to  a  VniAirm  Electrio 
Field  in  a  Solid  Isotropic  Homogeneoai  Dieleotric  Dnring  Eleotri- 
Bfttion.  Let  e  denote  the  thickness  of  the  dielectric  of  a  parallel 
plate  condenser  (the  plates  always  remaining  in  contact  with  the 
single  dielectric),  and  L  and  L'  the  lengths  of  the  edges  normal 
to  f  of  a  rectangular  prism  of  the  dielectric.  We  shall  find  the 
change  in  L  when  the  condenser  is  charged  to  the  voltage  V. 
"1  he  dielectric  in  all  that  follows  will  be  supposed  homogeneous 
and  isotropic. 
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(r)  The  voltage  V  being  kept  constant,  let  the  dielectric  be 
subjected  to  a  traction  in  the  direction  of  L,  the  stress  across  the 
area  L'e,  normal  to  Z,  being  Qy  This  will  increase  the  energy 
of  the  prism  by  Q-^L,  and  will,  in  general,  alter  its  capacity  by 
an  amount  dS.  Now  let  the  length  L  +  dL  remain  constant 
while  the  voltage  is  increased  by  dV.  This  will  -increase  the 
eneigy  by  (5  +  dS)  ■  VdV.  The  total  increase  in  the  energy  is 
dW^  =  Q^dL  +  (5  +  dS)  VdV 

(2)  Let  the  condenser  be  brought  from  the  same  initial  state 
to  the  same  final  state  as  before  by  a  different  process.  First  let 
the  voltage  increase  by  dV,  while  L  remains  constant,  which  will 
increase  the  eneigy  by  SVdV  and,  in  general,  the  traction  by 
dQy  Then,  the  voltage  {V-\-  dV)  being  kept  constant,  let  i  be 
increased  by  dL,  which  will  increase  the  energy  by  ( ^j  +  dQ^L. 
The  total  increase  is 

dW^  -  SVdV+  {Q,  +  dQ^dL 

As  in  §  2,  dW^  -  dW^,  hence 

dLjdV~  VdSjdQ,  (10) 

Since,  for  small  changes  at  least,  dS jdQ^  must  be  sensibly 
independent  of  V,  (10)  gives  for  the  total  change  in  L  when  the 
condenser  is  charged  from  V-~  o  to  V=  V, 

M.  =  dS/dQ,j'  VdV^^SV*(j/SdS/dQ,)         (11) 
Since  S  =«  cLL'  /  e, 
ilSdSjdQ^=  ijcdcjdQ^Jr  ijLdLjdQ^ 

+  ij-L'dL'jdQ^-  i/fde/dQ, 
Moreover,    ij  L'  dL' jdQ^^  \  j  edejdQy     Hence  we  have, 
putting  dQ^  "  L'e  ■  dq^,  simplifying,  and  dividing  by  L, 

AL/L^^cV'/^-(l/c-dc/d^^+  lIL-dLjdq^        (12) 

Now  I /i-tiZ/iiy,  is  the  reciprocal  of  the  stretch  modulus,  and 
will  be  denoted  by  M.     Also,  ljc■dc/dg^  is  the  coefficient  of  in- 
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crease  of  the  permittivity  with  traction  normal  to  the  lines  of 
displacement,  and  will  be  denoted  by  i^.     Thus  (12)  becomes 

AL/L  =  ^V'/^-{M+  -6J  =  ^£'(M+  *,)         {13) 

The  above  results,  deduced  for  the  uniform  field  of  a  parallel 
plate  condenser,  will  hold  good,  without  sensible  error,  for  a 
condenser  of  any  form,  such  as  a  cylindrical  or  spherical  con- 
denser, in  which  the  conductors  are  parallel  and  so  close  to- 
gether that  £  is  sensibly  of  the  same  magnitude  throughout  the 
dielectric. 

4.  Change  in  LengUi  of  a .  Line  in  the  Direction  of  a  Uniform 
Eleotrio  Field  in  a  Solid  Isotropic  Homc^neoiii  ]>ielectrie. 
Making  use  of  the  parallel  plate  condenser  of  the  last  article, 
and  of  the  same  general  method,  but  applying  a  traction 
(2,  =  -^Vj  parallel  to  the  lines  of  intensity,  we  obtain 

deldV=^  VdSjdQ^  {14) 

Af^^SV'^ilS-dSldQ;^  (15) 

and 

i^le~~^V^Ie'   [M{2r+i)-k;^ 

where  r  denotes  Poisson's  ratio,  and  k^  =  i  j c-d£  j dq^  is  the  co- 
efficient of  increase  of  c  with  traction  parallel  to  the  lines  of  in- 
tensity. 

The  results  just  established  hold  good,  like  those  of  §  3,  for  a 
thin  condenser  with  parallel  plates  of  any  form. 

It  is  easy  to  see  that 

k^=2k,+k^  (17) 

ff.  Theory  and  Experiments.  A  rigorous  treatment  of  the 
general  theor>'  of  electrostriction,  together  with  a  resume  of  most 
of  the  experimental  and  theoretical  investigations  upon  the  sub- 
ject, is  contained  in  a  recent  memoir  by  P.  Sacerdote  {Ann.  de 
Cldin.  et  de  Pkys.  (7),  20,  p.   289,  1900).     Satisfactory  experi- 
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ments  upon  the  values  of  the  coefficients  k^  k^,  and  kp  as  well  as 
entirely  satisfactory  experiments  upon  the  quantities  At/t,  Af,V 
and  ^LjL,  have  not  yet  been  performed  (See  the  Philosophical 
Magazine  and  Nuovo  Cimento,  1900-1902,  for  some  of  the  most 
recent  and  best  results). 

§  g  2-4  are  based  largely  upon  portions  of  the  above-mentioned 
memoir  by  Sacerdote,  with  simplifications. 
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CHAPTER   VI. 
ELECTRIC  ABSORPTION.     ELECTRETS. 

1.  Electric  Abiorption.  In  all  that  precedes  electric  displace- 
ment has  been  treated  as  a  perfectly  elastic  phenomenon  ;  that 
is,  the  relation  />=  rf  (analogous  to  Hooke's  law)  has  been  as- 
sumed to  hold  universally  with  c  at  every  point  a  constant,  inde- 
pendent of  the  time.  On  this  assumption,  the  capacity  of  a 
condenser,  which  is  proportional  to  c,  would  be  invariable  with 
the  time  of  charging.  This  appears  from  experiment  to  be  ac- 
curately true  for  dielectrics  whose  homogeneity  is  perfect,  for 
example,  gases,  pure  parafRne,  and  pure  calc  spar ;  but  it  is  by 
no  means  true  in  general,  as  the  experiments  described  below 
demonstrate. 

Let  a  condenser  whose  dielectric  is  not  homt^eneous,  with  its 
plates  connected  to  the  quadrants  of  an  electrometer,  be  chained 
to  a  given  potential  difference  and  then  insulated  from  the  bat- 
tery. The  potential  difference  will  gradually  diminish,  approach- 
ing a  limit  sometimes  considerably  below  its  initial  value.  If 
now  the  condenser  is  short-drcuited,  the  potential  difference 
becomes  zero ;  but  it  gradually  reappears,  unchanged  in  sign  but 
much  smaller  in  magnitude,  after  the  condenser  is  again  insulated. 
The  remnant  of  the  original  chaise,  whose  presence  is  proved 
by  the  existence  of  this  potential  difference,  is  called  a  residual 
charge.  If  the  operation  of  short-circuiting  and  insulating  is 
repeated,  the  same  phenomena  recur,  the  potential  difference  de- 
veloped after  insulation  being  smaller  each  time  and  finally  be- 
coming insensible.  The  disappearance  of  the  phenomena  is  of 
course  hastened  by  the  "leakage"  of  the  condenser,  if  appre- 
ciable, arising  from  the  conductivity  of  its  dielectric,  from  the 
presence  of  moisture,  etc. 
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If  the  condenser  is  charged  for  a  long  time  in  one  direction, 
then  for  a  much  shorter  time  with  the  poles  of  the  charging  bat- 
tery reversed,  and  then  short-circuited  and  insulated,  a  potential 
diflerence  sin:ular  to  that  last  applied  will  first  appear,  reach  a 
maximum,  diminish  to  zero,  change  sign  and  continue  to  increase 
in  the  direction  of  the  potential  difference  first  applied. 

Or  the  following  equivalent  phenomena  may  be  observed.  On 
the  condenser's  being  connected  with  a  constant  battery,  its 
charge  usually  reaches  very  quickly  almost  its  final  value,  but 
the  charge  goes  on  gradually  increasing,  sometimes  considerably 
exceeding  its  initial  magnitude.  On  short-circuiting  the  con- 
denser most  of  the  charge  disappears ;  but  after  insulation  for  a 
short  time  a  second  discharge  in  the  same  direction  may  be  ob- 
tained, and  so  on,  till  the  discharges  become  too  small  to  be 
perceptible. 

Also,  if  the  condenser  is  chai^d  for  a  long  time  in  one  direc- 
tion, then  for  a  much  shorter  time  in  the  opposite  direction,  and 
then  short-circuited  and  insulated,  a  residual  chaige  (and  cor- 
responding discharges,  if  the  condenser  is  repeatedly  short-cir- 
cuited) similar  in  sign  to  the  last  chaise  will  at  first  appear,  but 
will  be  succeeded  by  a  residual  charge  similar  in  sign  to  that  of 
the  chaise  first  applied. 

The  appearance  of  the  residual  chaise  in  all  the  above  described 
experiments  is  hastened  by  subjecting  the  condenser  to  mechan- 
ical shocks. 

Two  possible  explanations  of  the  phenomena  of  electric  absorp- 
tion, i&'Csxi^ceva'caxxi^  just  described  are  called  on  account  of 
what  was  once  regarded  as  the  soaking  in  of  the  electric  chaige 
with  the  time,  have  been  given. 

(i)  The  general  analogy  between  electric  strain  and  stress  and 
mechanical  strain  and  stress,  together  with  the  fact  that  absorp- 
tion does  not  occur  in  free  asther  or  in  gases,  whose  elasticity  is 
perfect,  and  is  very  marked  in  a  substance  like  glass,  whose  elas- 
ticity is  extremely  imperfect,  has  led  to  the  suggestion  that  elec- 
tric absorption  is  due  to  the  imperfect  electric  elasticity  of  the 
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dielectrics  which  exhibit  it.  The  phenomena  of  electric  absorp- 
tion are  exactly  analogous  to  the  phenomena  of  elastic  after- 
action. Thus,  if  the  spring  of  §  36,  I.,  is  not  perfectly  clas- 
tic (and  no  solid  body  is  perfectly  elastic)  the  elongation  (analo- 
gous to  electric  charge)  produced  by  a  certain  applied  force 
(analogous  to  e.m.f.  of  chat^ng  battery),  equal  and  opposite  to 
the  elastic  return-force  of  the  spring  (potential  difference),  will 
not  remain  constant  with  the  time,  but  after  reaching  almost 
immediately  a  value  usually  very  near  the  final  value,  will  gradu- 
ally increase.  If  now  the  force  is  removed  (condenser  short- 
drcuited),  the  elongation  will  not  become  zero  at  once,  but  the 
spring  can  exert  no  force  by  virtue  of  the  remaining  elongation 
(residual  chai^  when  potential  difference  =  o).  If  now  the 
spring  is  clamped  (condenser  insulated),  the  elongation  gradually 
becomes  elastic  (residual  charge  becomes  available,  potential  dif- 
ference increases  from  zero),  and  the  spring  exerts  a  force  upon 
the  clamp  (residual  potential  difference).  If  the  clamp  is  re- 
moved (short-circuit),  the  elongation  will  again  suddenly  dimin- 
ish, and  so  on.  Also,  if  the  spring  is  clamped,  extended  for  a 
long  time,  and  then  compressed  for  a  much  shorter  time  (con- 
denser charged  successively  in  opposite  directions)  and  then  re- 
leased (short-circuit),  the  residual  compression  will  gradually  reach 
zero,  and  then  become  a  residual  elongation  which  will  diminish 
much  more  slowly  to  zero  (condenser's  dischai^ers  will  be  for  a 
short  time  in  one  direction,  then  for  a  much  longer  time,  until  the 
whole  residual  chai^  has  disappeared,  in  the  opposite  direction). 
(2)  Maxwell  has  developed  a  theory  according  to  which  the 
phenomena  of  absorption  can  not  occur  if  the  dielectric  is  per- 
fectly homogeneous  throughout,  but  must  occur  whenever  the 
ratio  of  the  permittivity  to  the  conductivity  is  not  constant  for 
all  parts  of  the  dielectric,  even  if  none  of  the  constituents  alone 
exhibits  the  phenomena.  This  conclusion,  according  to  which 
electric  absorption  is  due  to  heterogeneity  of  structure,  is  sup- 
ported by  experiments  of  Rowland  and  Nichols,  Muraoka, 
and  others.     It  is  quite  possible  that  deviation  from  perfect  elas- 
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ticity  is  closely  connected  with  heterogeneity  of  structure,  and 
that  the  two  explanations  are  not  independent  of  one  another. 
Thus  glass  is  extremely  heterogeneous,  possesses  very  imperfect 
elasticity,  and  shows  the  phenomena  of  absorption  in  a  marked 
manner. 

2.  Dielectric  Abiorptioa  Hjritereiis.  If  a  condenser  whose  di- 
electric IS  absorbent  is  rapidly  charged  to  a  voltage  V,  short- 
circuited,  charged  in  the  opposite  direction  to  a  voltage  —  V, 
short-circuited,  charged  again  to  voltage  f",  and  the  process  re- 
peated a  number  of  times  at  the  same  rate  (by  connecting  the 
condenser  to  the  poles  of  an  alternating  current  dynamo,  for  ex- 
ample), it  is  evident  from  what  precedes  and  the  principle  of 
symmetry  that  the  relation  between  the  charge  ?  and  voltage  Vof 
the  condenser  may  be  represented  by  a  closed  symmetrical  curve, 
such  as  that  in  Fig.  66.     When  the  voltage  has  dropped  from  the 


value  V  at  A  to  0  at  B,  a  residual  charge  OB  is  left,  and  dis- 
appears entirely  only  when  the  voltage  reaches  the  negative 
value  OC.  As  the  voltage  increases  n^atively  to  —  V  at  D, 
the  chaise  increases  negatively,  and  falls  to  the  value  0£  when 
the  voltage  again  becomes  zero.  The  residual  charge  again  dis- 
appears when  f=  0F=  —  OC,  etc.,  the  charge  thus  always 
lagging  behind  the  voltage. 
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If  however  the  condenser  is  carried  very  slowly  through  the 
cycle  of  charging,  dischai^ing,  etc.,  or  if  the  dielectric  is  one 
which  does  not  exhibit  electric  absorption,  the  curve  is  found  to 
reduce  to  a  straight  line,  and  the  area  of  the  cycle  therefore  to  zero, 
(Cf.  Beaulard,  Journal  de  Physique  (3),  9,  422,  1900.) 

The  phenomena  are  therefore  not  analc^ous  to  those  of  mag- 
netic hysteresis  (§  39,  XIII.),  which  are  almost  wholly  indepen- 
dent of  the  time  in  which  a  cycle  is  completed  and  are  not  de- 
pendent, except  to  a  very  slight  extent,  upon  anything  similar  to 
viscosity  or  absorption.  The  term  hysteresis  may  be  used  to 
designate  the  electrical  phenomenon  described  in  this  article,  on 
account  of  the  lagging  eflect  mentioned,  but  this  term,  if  so  used, 
should  be  coupled  with  the  word  viscosity  or  absorption  in  order 
to  avoid  the  incorrect  inference  that  the  phenomenon  is  physi- 
cally analogous  to  magnetic  hysteresis. 

8.  Energy  Diuipated  ia  Sieleotrie  Hyitenris. — The  area  of 
the  curved  figure  ABCDEFA,  Fig.  66,  is 

H=jVdg  (0 

for  the  whole  cycle,  and  thus  represents  the  excess  of  the  elec- 
trical work  done  in  charging  the  condenser  (in  both  directions) 
over  the  electrical  energy  given  out  when  the  condenser  is  dis- 
charged (in  both  directions)  (see  §  37,  I.).  This  quantity  of 
energy  must  therefore  be  transformed  into  heat  during  each  com- 
pletion of  the  cycle, 
(i)  may  be  written 

H=fJjEdL-dSdD  =  ff£dD.dr 

dL  and  dS  being  elements  of  a  line  of  intensity  and  an  equipoten- 
tial  surface,  respectively,  and  rfr  being  the  element  of  volume 
dLdS.  We  have  therefore  for  the  energy  dissipated  per  unit 
volume  per  cycle  at  a  point  in  any  dielectric  where  the  intensity 
and  displacement  are  denoted  by  E  and  D, 

dHjdT  =  jEdD  (2) 
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the  integration  being  extended  throughout  a  complete  cycle. 
See  §  38,  I. 

4.  Intriiuio  Suplaoement  and  Intanaitj,  Eleotreti,  etc  A 
dielectric  electrised  or  retaining  its  electrisation,  like  the  dielec- 
tric of  a  condenser  after  absorption  has  occurred,  partially  or 
wholly  under  the  action  of  internal  forces,  no  external  iield,  and 
therefore  no  potential  difference  or  field  intensity  (£  =  —  dVjdL^ 
within  the  dielectric  itself  (as  when  the  condenser  is  short-cir- 
cuited), being  necessarily  present,  is  said  to  possess  itUrinsic 
electrisation  or  displacement,  and  to  be  under  the  action  of  an  in- 
trinsic electric  intensity  or  force,  denoted  by  e,  in  the  direction  of 
the  displacement     A  dielectric  in  this  state  is  called  an  eUctret. 

The  intensity  E=-  —■  dVj  dL,  §  3,  is  zero  at  two  points  of  the 
cycle  for  which  D  (the  total  displacement,  redefined  by  Gauss's 
theorem*  as  dq I dS a!t  a  conducting  surface,  the  theorem  being 
assumed  to  hold  for  intrinsic  as  well  as  for  elastic  displacement) 
has  finite  values,  while  Z'(or  q)  is  zero  at  two  points  for  which 
£(or  V)  has  finite  values. 

Thus  if  we  assume  the  relation  c  =  D/E  (hy  which  I)  was 
defined  in  the  case  of  elastic  displacement)  to  hold  in  the  case 
of  intrinsic  displacement,  c,  as  the  cycle  is  traversed,  will  pass 
through  all  values  from  +  co  at  5  to  —  co  at  £",  Fig,  66. 

If,  however,  we  introduce  the  conception  of  intrinsic  intensity 
e,  if  we  denote  the  field  intensity  —dVjdL  by  E'  instead  off 
at  a  point  where  intrinsic  displacement  exists,  and  if  we  denote 
the  vector  sum  of  e  and  E'  by  (e  +  E')  =  E,  the  tola/  or  im- 
pressed intensity,  we  may  define  e  by  the  relation 

D~cE^c{e  +  E')  (4) 

With  this   understanding,    the    rela^on  D^cE  holds    univer-   ' 

*  A  more  rigonnu  and  general  deRnilian  of  Z>,  aoalcfoas  to  the  general  definitioD 
tiB,  (63),  Xni.,  u  obuined  from  <3),  XV.     Tbm 

D^f^curfHdt  (3) 

tbc  dielectric  being  in  &  neutral  state  at  the  time  /  ^  O. 
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sally  and  leads  to  no  impossible  values  of  c,  since  e  and  D  have 
always  the  same  direction.  In  this  chapter  E'  will  be  used  to 
denote  the  field  intensity  —  dVldL ;  but  elsewhere,  except  where 
the  contrary  is  stated,  e  will  be  assumed  equal  to  o  and  E' 
equal  to  E. 

6.  TTnifonul;  Eleotrti«d  Spherical  Eleotret  Suppose  the  elec- 
trisation of  the  sphere  of  §  12,  IV.,  to  become  partially  intrinsic. 
Then  let  the  external  chaises  "  producing  "  the  (originally)  uni- 
form field  be  removed.  Then  the  only  remaining  "  charges  " 
are  the  fictitious  chaises  upon  the  surface  of  the  sphere,  whose 
density  is  given  by  ^  _ycos «  (S) 

where /denotes  the  intensity  of  the  remaining  electrisation. 

Inside  the  sphere  there  is  an  intrinsic  intensity  e  maintaining 

the  displacement  and  a  sclf-deelectrising  field  intensity  equal  to 

E'^-Jly,  (6) 

The  external  field  is  the  part  outside  the  sphere  of  the  field  con- 
nected with  the  doublet  of  moment 

M=i-r,fJ  (7) 

at  the  center  of  the   sphere. 

Maxwell's  plane  diagram  of  the  complete  field  is  given  in  Fig. 
6j  (from  Maxwell's  Treatise,  §  143).  If  the  lines  of  displace- 
ment within  the  sphere  are  directed  from  5  to  N,  the  lines  of 
intensity  have  the  direction  NS. 

The  quantities  M,  £',  a',  and /can  all  be  expressed  in  terms 
of  the  internal  displacement  D^  of  the  sphere. 

Thus  we  find  from  the  relations  (2)  IV.,  (94)  II.,  and  (7),  when 
fl  =  o  and  R^a:  D^  =  MJ2 ffo* ;  or 

M—  2nt^D^  =  J  r.c^J  (8) 

The  relations  (i)  IV.,  (95)  II.,  and  (6)  give  when  6  ■=  90"  and 

■^" '''  A'  -  MlA?t€^^  -  -  Z),/  2^, Jly^  (9) 
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The  relation/=  D^  —  cfi'  [(7),  IV.],  or  either  of  the  last  two 
equations  alone,  gives 

J=D^-yD^lz^\D^  (ro) 

From  this  equation  we  have 

ff'=./cos^=  \D^co^e  (11) 


The  magnitude  of  the  strength  of  each  pole  of  the  sphere  (dis- 
tfibuted  over  a  hemisphere)  is 


/  =  -n^J  =  J  tre^D^  =  f  H  (see  below) 


(12) 


The  total  electric  flux  through  the  sphere  from  the  negative 
to  the  positive  pole,  and  back  again  outside  the  sphere  from  the 
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positive  pole  to  the  negative  pole,  aJI  the  tubes  of  displacement 
being  closed,  is 

n_^^zi.-§w/_}/  (,3) 

The  total  flux  of  the  intensity  from  or  to  one  of  the  poles  is 

n'  =tr^DJc^  —  tt^E'  =  I  n/c,  = //<:,  (14) 

In  terras  of  the  intensities  and  the  permittivity  r,  of  the  sphere, 
the  internal  displacement,  denoted  above  by  D^,  is 

0,-'l'+E)  (IS) 

Since  e  and  E  have  opposite  directions,  D^  is  less  than  if  e 
were  acting  alone.  By  short-circuiting  a  condenser  (making 
E  =  Q)  after  undergoing  absorption  and  then  measuring  the 
residual  charge,  c/  =  D'  =  intrinsic  displacement,  can  be  deter- 
mined, but  neither  quantity  can  be  determined  separately  except 
on  the  assumption  that  c^  is  the  same  for  intrinsic  as  for  elastic 
displacement. 

If  the  spherical  electret  were  placed  in  a  uniform  field  of  in- 
tensity E,  and  if  its  intensity  of  electrisation  J,  or  internal  dis- 
placement D^,  were  to  remain  rigidly  fixed  {cf.  §  8),  it  would  be 
acted  upon  by  the  same  forcive  as  that  which  would  act  upon  the 
doublet  of  moment  M  placed  at  its  center  in  the  same  field.  This 
forcive  is  easily  seen  to  be  a  torque 

T=-ME^ae  =  -  ^Tze^/E  sin  tf  —  -  2ne^D^  £  sin  ^    (16) 

in  the  direction  of  the  increase  of  0,  where  0  denotes  the  angle 
between  the  direction  of  electrisation,  or  the  axis  of  the  doublet, 
and  the  direction  of  the  uniform  field. 

The  same  result  could  of  course  be  obtained,  though  less 
simply,by  integrating  the  expression  dT=  Ea'dSxsn  5over  the 
surface  of  the  sphere,  where  x  denotes  the  distance  from  the 
equatorial  plane  to  the  element  of  area  dS  of  the  sphere. 

If  the  sphere  is  left  to  itself  after  the  removal  of  the  charges 
producing  the  uniform  field,  the  intrinsic  displacement,  and  there- 
fore the  internal  and  external  fields,  gradually  disappear.     This 
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gradual  disappearance  is  due  to  the  gradual  diminution  of  the 
intrinsic  intensity  and  the  continuous  action  of  the  self-deelec- 
trising  intensity,  which  acts  against  the  displacement,  or  tends  to 
reduce  the  apparent  surface  density.  Or,  better,  as  the  intrinsic 
forces  diminish,  the  tubes  of  displacement  are  gradually /rfcrf 
and,  being  closed  tubes,  contract  to  nothing. 

If  the  sphere  is  covered  with  a  conducting  coat  while  the  in- 
ternal displacement  has  the  value  D^,  the  external  field  disap- 
pears entirely  and  the  sphere  itself  is  left  in  the  same  condition 
as  the  dielectric  of  a  condenser  short-circuited  after  absorption 
has  taken  place.*  There  is  no  potential  difference  anywhere, 
Ijut  the  intrinsic  displacement  within  the  sphere  has  increased, 
since  E',  which  before  opposed  the  intrinsic  force  t  producing 
or  maintaining  the  displacement,  is  now  zero.  The  hemisphere 
which  before  had  a  positive  fictitious  charge  has  now  a  true 
negative  charge,  and  the  other  hemisphere,  before  apparently 
negative,  has  now  a  true  positive  charge.  The  law  of  the  dis- 
tribution of  the  true  charge  over  the  sphere  is  the  same  as  the 
law  of  the  distribution  of  the  previous  fictitious  charge.  If  the 
displacement  is  now  denoted  by  /X  =  c^e,  (i  5)  gives 

where  i?j,_/,  £'  are  the  values  of  the  displacement,  intensity  of 
electrisation,  and  self-deelectrising  intensity  immediately  before 
the  short-circuiting,  and  c^  and  e  are  assumed  to  remain  constant 
during  the  process.  Since  the  final  value  of  the  self-deelectrising 
intensity  is  zero,  the  final  value  of  the  intensity  of  electrisation  is 
y  ^  D' .  D '  and  J'  are  wholly  intrinsic,  D^  and  _/only  par- 
tially so.     The  density  of  the  true  charge  is 

a=-D'cQs.6  {18) 

No  change  is  produced  by  removing  the  conducting  cover. 
Ailer  its  removal,  as  the  intrinsic  electrisation  continues  to  di- 

•See  Hesviside,  EUctrical Papers,  Vol.  1.,  p.  491. 
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mtnish,  an  internal  and  external  field  of  the  same  character  as 
that  of  the  original  field,  but  oppo^te  in  direction,  is  developed. 
As  the  true  surface  density  everywhere  remains  constant  (in- 
sulation being  supposed  perfect),  while  the  intrinsic  electrisation 
gradually  diminishes,  this  field  will  grow  in  strength  ;  and  if  the 
intrinsic  displacement  could  disappear  entirely,  which  is  impossi- 
ble as  long  as  any  electric  field  remains,  the  sphere  being  ab- 
sorbent, the  total  field  would  finally  become  that  connected  with 
the  true  charges   given  by 

tr^-D'  COS0 

only,  the  fictitious  chaises  having  entirely  disappeared.  The 
displacement  and  intensity  would  now  be  in  the  same  direction 
at  any  point  within  the  sphere,  as  well  as  without 

6.  Infinite  Clroitlar  Cyliadrical  Electrst  nnifonnly  El«etri>ed 
Tranfvenely.  In  exactly  the  same  way,  we  have  in  this  case  for 
the  apparent  surface  density 

ff'  =/cos  0=  zD^  cos  e  (19) 

and  for  the  deelectrising  intensity,  or  intensity  due  to  the  ficti- 
tious charges,  within  the  cylinder 

B  =  -JJ2c^  =  -~DJc,  (30) 

^j  and  J  denoting  the  internal  displacement  and  intensity  of 
electrisation,  respectively. 

The  external  field  is  that  part  outside  the  cylinder  of  the  field 
of  the  line  doublet  of  moment 

M=  ira^J^  zirc^D^  (21) 

placed  along  its  axis. 

The  plane  diagram  of  the  field  can  be  obtained  from  Fig.  28 
by  simply  drawing  a  circle  of  radius  a  with  the  center  of  the  dia- 
gram as  center,  annulling  all  the  lines  within  this  circle,  and  con- 
necting by  straight  lines  the  ends  of  each  circular  arc. 

The  magnitude  of  the  fictitious  charges  on  the  positive  and 
negative  halves  of  a  unit  length  of  the  cylinder  is 
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/  _  2fl/=.  4aD^  =  2II  (22) 

the  flux  across  unit  length  of  the  cylinder  is 

n  — 2flZ?„  — Jy'  (23) 

and  the  flux,  of  intensity  from  or  to  the  fictitious  charge  upon 
unit  length  (either  half  J  is 

n'  =  n/c,  -  2aE!~  2U/c^  =  //c,  (24) 

7.  Hatoral  Eleotreta.  PyroelectriG  Cryitali.  Kslvin'i  Theory.* 
A  state  of  intrinsic  electrisation  exists  naturally  in  cert^  crystals, 
for  example,  tourmaline,  which  are  called,  from  the  thermal 
relations  described  below,  pyroeUctric  crystals.  In  its  ordinary 
condition,  however,  after  remaining  some  time  at  a  constant  tem- 
perature, the  external  field  of  such  an  electret  has  disappeared, 
on  account  of  poor  insulation,  like  that  of  the  spherical  electret 
of  §  5  after  being  covered  with  a  conducting  coat.  The  electret 
has  now  a  positive  chat^e  at  one  end  and  a  negative  chaise  at 
the  other,  terminating  the  tubes  of  intrinsic  displacement  (there 
is  no  elastic  displacement).  Altering  the  temperature  of  the 
electret  alters  its  intrinsic  intensity  and  state  of  electrisation,  and 
therefore,  if  the  surface  remains  sufficiently  well  insulated  to  re- 
tain its  charges  when  some  of  the  tubes  of  intrinsic  displacement 
become  free,  develops  an  external  field.  The  direction  of  this 
field  depends  on  the  direction  in  which  the  intrinsic  forces  and 
electrisation  alter  with  the  increase  or  decrease  of  temperature. 
In  tourmaline,  as  would  be  expected  in  every  case,  the  electri- 
sation decreases  with  temperature  increase.  Hence  by  heating 
tourmaline  a  field  directed  like  that  of  the  sphere  of  §  5,  after  be- 
ing short-circuited  and  then  left  insulated  for  a  time,  is  developed. 
If  the  insulation  is  not  perfect,  this  external  field  will  gradually 
disappear.  If  the  electret  is  now  cooled,  its  electrisation  will  in- 
crease and  an  external  field  opposite  to  the  former  field  will  ap- 
pear, and  then  gradually  disappear  by  conduction  when  the  tem- 

•  See  He»viside,  Electrical  Paptrs,  Vol.  I,,  p.  493, 
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perature  is  kept  constant.  The  intrinsic  displacement  of  a 
pyroelectric  crystal,  and  therefore  the  true  surface  charges,  can- 
not be  made  to  disappear  like  those  of  an  electret  whose  electri- 
sation is  due  to  absorption.  By  breaking  a  pyroelectric  sub- 
stance across  its  axis  of  electrisation,  however,  positive  and 
negative  apparent  charges,  and  an  external  field  connecting  them, 
without  true  charges,  may  be  developed. 

Piezoelectric  Cryatali.  A  state  of  electrisation  accompanied  by 
internal  and  external  fields  similar  to  those  of  the  sphere  of  §  3 
is  produced  in  some  crystals,  called  piesoeUctric  crystals,  by  com- 
pressing or  stretching  them,  and  disappears  when  the  compres- 
sion or  stretch  is  removed.  The  external  field  corresponding 
to  a  given  state  of  strain  may  disappear  by  surface  conduction, 
leaving  the  surface  with  true  charges,  like  the  electrets  described 
above.  If  the  state  of  strain  is  altered  after  this  condition  has 
been  reached,  an  external  field  is  developed  whose  direction  de- 
pends on  the  direction  of  alteration  of  the  strain.  Some  crystals, 
like  tourmaline,  are  both  pyroelectric  and  piezoelectric. 

8.  FennHnent  Electret  The  fictitious  charge,  or  pole  strength, 
of  half  of  a  symmetrical  isolated  electret  is  not,  as  we  have  seen 
in  two  particular  cases,  §§  5  and  6,  equal  to  the  flux  through  the 
electret,  but  is  greater  than  this  flux.  Thus,  although  the  fic- 
titious charge  upon  half  of  an  originally  neutral  sphere  placed  in 
a  uniform  field  is  less  than  the  flux  through  the  sphere,  the  fic- 
titious chaise  upon  half  of  an  isolated  spherical  electret  uniformly 
electrised  is  one  and  one  half  times  as  great  as  the  flux  through 
the  sphere  ;  and  the  fictitious  charge  upon  half  the  surface  of  an 
isolated  infinite  cylindrical  electret  uniformly  electrised  trans- 
versely is  twice  as  great  as  the  flux  through  the  cylinder.  The 
infinite  cylinder  may  be  regarded  as  an  ellipsoid  of  revolution 
about  an  infinite  axis  perpendicular  to  the  direction  of  the  electri- 
sation, and  the  sphere  may  be  regarded  as  an  ellipsoid  with  its 
three  axes  equal.  We  shall  see  below  that  in  the  case  of  a  cir- 
cular cylinder  whose  length  is  very  great  in  comparison  with  its 


b.GoogIc 


ELECTRIC  ABSORPTION.  ELECTRETS.       1 89 

diameter  and  which  is  electrised  longitudinally,  the  pole  strength 
at  either  end  is  approximately  equal  to  the  flux  through  the 
cylinder.  As  the  ratio  of  the  length  of  the  cylinder  to  its  diam- 
eter approaches  infinity,  the  ratio  of  the  pole  strength  of  either 
end  to  the  electric  flux  through  the  cylinder  approaches  unity 
indefinitely.  In  the  limit  we  have  an  ellipsoid  of  revolution 
about  an  infinite  axis  parallel  to  the  internal  displacement  Thus 
the  greater  the  ratio  of  the  axis  parallel  to  the  electrisation  to 
the  other  axes,  the  more  nearly  does  the  pole  strength  equal  the 
electric  flux  across  a  pole  or  through  the  electret. 

It  is  clear  that  if  an  electret  is  brought  into  the  field  of  an 
electric  charge  or  another  electret,  the  distribution  as  well  as  the 
strength  of  each  of  the  electret's  poles  (or  each  of  the  poles  of 
both  electrets)  will,  in  general,  be  altered. 

Moreover,  if  the  medium  surrounding  an  electret  b  replaced, 
in  whole  or  in  part,  by  a  medium  of  difierent  permittivity,  the 
flux  through  the  electret,  and  therefore  the  fictitious  charges  or 
pole-strengths,  will  increase  or  decrease,  as  well  as  change  in 
distribution,  according  as  the  permittivity  of  the  new  medium  is 
greater  or  less  than  that  of  the  old  medium.  For  the  displace- 
ment, internal  and  external,  is  maintained  by  the  intrinsic  forces 
within  the  electret,  which  remain  constant  or  appreciably  con- 
stant during  the  change,  independently  of  the  surrounding  me- 
dium, and  must  produce  a  greater  or  less  flux  the  greater  or 
less  the  pennittivity.  An  increase  of  the  same  kind,  and  greater 
in  extent,  occurs  when  the  external  field  is  destroyed,  the  sur- 
rounding medium  being  made  conducting  (or  the  permittivity 
infinite). 

The  energy  of  the  electret's  field  may  be  divided  into  two 
parts,  the  energy  within  the  electret,  mostly  energy  of  intrinsic 
displacement,  and  the  enei^y  of  the  external  medium.  It  is 
clear  that  the  greater  the  ratio  of  the  intrinsic  energy  of  the 
electret  to  the  energy  of  its  external  field,  the  less  will  the  elec- 
trisation of  the  electret  be  affected,  either  in  distribution  or  in 
amount,  by  changes  in  this  external  field  (resulting  from  changtrs 
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in  the  medium) ;  also  the  greater  the  ratio  of  the  energy  density 
of  the  intrinsic  electrisation  to  the  energy  density  of  the  external 
field,  the  less  will  the  electret  be  affected  by  the  introduction  of 
other  electrets  or  chaises. 

Consider  now  the  ideal  case  of  a  cylindrical  electret  of  very 
small  cross-section  and  great  length  uniformly  electrised  in  the 
direction  of  its  length,  except  within  very  small  regions  close  to 
its  ends  in  which  the  flux  diverges  or  conveiges.  The  poles  are 
approximately  concentrated  at  the  ends  of  the  electret,  and,  ex- 
cept within  the  very  small  volume  occupied  by  the  electret  itself, 
the  electric  field  is  similar  to  the  field  surrounding  two  electric 
chaises  approximately  concentrated  at  a  distance  apart  equal 
to  the  length  of  the  electret.  If  the  length  of  the  electret  is 
very  great,  the  external  field  around  each  pole  is  practically 
radial. 

Since  the  cnei^  density  at  any  point  of  the  surrounding 
medium  is  proportional  to  the  square  of  the  intensity,  and  since 
the  intensity  is  inversely  proportional  to  the  square  of  the  dis- 
tance from  a  pole  (provided  the  distance  is  small  in  comparison 
with  the  length  of  the  electret),  the  energy  of  the  external  me- 
dium is  confined  almost  wholly  to  small  regions  surrounding  the 
two  poles.  If  the  length  of  the  electret  is  increased  while  the 
intensity  of  its  electrisation  is  kept  constant,  the  external  energy 
will  therefore  remain  very  nearly  constant. 

The  energy  of  the  uniform  intrinsic  electrisation,  however,  is 
proportional  to  the  length  of  the  electret  for  a  given  value  of  the 
internal  electrisation  or  displacement. 

Hence  by  increasing  the  length  of  the  electret,  and  keeping 
the  flux  and  therefore  the  pole  strengths  constant,  the  ratio  of 
the  energy  of  the  intrinsic  electrisation  to  that  of  the  external 
medium  may  be  greatly  increased. 

Hence  such  an  (ideal)  long  slender  longitudinally  electrised 
electret,  if  made  of  a  substance  with  intrinsic  energy  density  very 
great  for  a  given  intensity  of  electrisation  (which  would  be  called 
an  electrically  hard  substance),  would  be  approximately  a  /cr- 
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laaneiii  electret,  its  internal  energy,  electric  flux,  poles,  and  pole 
strengths,  being  practically  independent  of  the  external  field  (un- 
less the  external  field  should  be  destroyed,  when,  although  the 
internal  enei^  and  flux  would  remain  sensibly  constant,  the  pole 
strengths  would  be  reduced  to  zero). 

The  force  between  such  a  pole  (concentrated)  and  an  extremely 
small  body  with  (concentrated)  charge  ^  distant  L  therefrom 
would  be 

F=q^lA,iTcD  (25) 

where  ^  is  the  pole  strength  and  is  constant  (at  a  given  tempera- 
ture), and  c  is  the  permittivity  of  the  surrounding  medium. 

Since  the  volume  of  the  electret  is  negligible,  and  the  flux  from 
each  pole  in  the  external  medium  radial,  the  reaction  between  the 
two  fields  and  therefore  the  force  between  the  pole  and  the 
charged  body  must  be  the  same  as  the  force  between  a  very 
small  body  with  concentrated  true  charge  equal  to  11,  the  flux 
through  the  electret,  and  the  small  body  with  concentrated 
charge  q.     That  is, 

F—qUJAiTcD  (26) 

On  comparing  (26)  with  (25),  we  see  that 

?'  -  n  (2;) 

or,  the  flux  through  an  (ideal)  extremely  slender  longitudinally 
electrised  electret  of  great  length  is  equal  (strictly,  sensibly 
equal)  to  the  fictitious  charge,  or  pole  strength,  at  either  end. 

It  is  clear  from  what  precedes  that  any  of  the  electric  fields 
described  in  preceding  chapters  would  remain  sensibly  unaltered 
if  each  concentrated  true  charge  were  replaced  by  the  concen- 
trated pole  of  an  (ideal)  permanent  electret  of  very  great  length 
and  negligible  cross-section,  and  with  pole  strength  or  longitudi- 
nal flux  equal  to  the  charge  replaced. 
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SPECIFIC   INDUCTIVE  CAPACITY.     THE  COMPARISON  OF 
PERMITTIVITIES. 

1.  Specific  IndDotive  Capacity.  The  specific  inductii'e  capacity 
of  a  substance  is  defined  as  the  ratio  of  its  permittivity  to  the 
permittivity  of  the  standard  medium.  If.  as  in  this  book,  free 
ccther  is  chosen  as  the  standard  medium,  the  specific  inductive 
capacity  of  a  dielectric  is  numerically  equal  to  its  permittivity 
(measured  in  the  electrostatic  systems  of  units,  XIV.),  since  c^ 
■I  1  (in  the  electrostatic  systems), 

TliA  Compariaon  of  PermittlTitiea,  or  th«  Determi&atioii  of  Spe- 
oiflo  Induotivo  Capacity.  Four  general  methods  of  comparing 
permittivities  will  be  considered  here  : 

I.  The  permittance  of  a  dielectric  bounded  by  a  fixed  system 
of  conductors  is  proportional  to  its  permittivity.  Hence  if  the 
whole  field  is  filled  in  succession  with  two  dielectrics,  and  the 
two  capacities  compared  experimentally,  the  ratio  of  the  permit- 
tivities will  be  known.  If  the  condenser  contains  two  different 
dielectrics  at  the  same  time  in  one  of  the  experiments,  the  method 
may  still  be  used  in  certain  simple  cases,  with  little  modification. 
See  |§  7  and  8,  IV. 

II.  The  forcive  between  two  given  conductors  is  proportional 
to  the  permittivity  of  the  dielectric  filling  the  field  if  the  voltage 
is  kept  constant,  and  inversely  proportional  to  the  permittivity 
if  the  charges  are  kept  constant.  Hence  by  keeping  the  voltage 
constant  and  comparing  the  forcives  when  the  field  is  filled  with 
two  dielectrics  in  succession  the  ratio  of  the  permittivities  may 
be  determined.  The  comparison  by  means  of  constant  chaises 
is  in  general  impracticable.     When  the  field  contains  two  dielec- 
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tries  at  the  same  time,  as  in  §  7,  IV,,  the  method  is  still  appli- 
cable, with  slight  modification,  in  certain  simple  cases.     See  §  2. 

III.  The  fordve  upon  a  dielectric  of  permittivitj'  c^  bounding, 
or  surrounded  by,  another  dielectric  of  permittivity  r,,  in  an 
electric  field  depends  upon  the  ratio  of  c^  to  t:,.  Thus  by  meas- 
uring 7^  in  §  1 1,  IV.,  cjc,  may  be  determined.  Two  methods 
based  upon  this  principle,  one  for  liquids,  and  the  other  for  solids 
(or  fluids  contained  in  a  vessel  made  of  a  solid  dielectric  of 
known  permittivity),  are  described  in  §§  3  and  4. 

IV.  When  lines  of  displacement  are  refracted  in  passing  from 
one  dielectric  to  another,  tan  ^^tan  0^  =  cjc^.  Hence  by  measur- 
ing 0j  and  0^,  the  ratio  cjc^  may  be  determined.  This  method  is 
discussed  in  §  5. 

From  §§  1-2,  VI.,  it  is  clear  that  the  permittivity  (if  defined 
as  DjE)  of  most  dielectrics  depends  to  a  greater  or  less  extent 
upon  the  time  of  electrisation,  being  greater  the  greater  the 
time,  up  to  a  certain  limit,  and  on  the  previous  history  of  the 
dielectric  {cf.  the  curve  in  Fig.  66),  except  for  slow  processes. 

From  §§  2—5,  v.,  it  follows  that  the  permittivity  depends  to 
some  extent  upon  the  stresses  in  the  dielectric,  which  may  be 
produced  wholly  by  electrical  causes,  unless  the  coefBcients  there 
defined  vanish. 

2.  Hethod  n.  With  the  Onadiant  Eleotrometer.  Since  5,  §  5, 
III.,  is  proportional  to  c,  6  is  also  proportional  to  c  for  given 
values  of  f^,  V^,  and  Vj^^-  Hence  by  submerging  the  quadrants  in 
two  dielectrics  of  permittivities  c^  and  c^  successively  and  measur- 
ing the  resulting  deflections  for  the  same  voltages,  we  have 

cjc,  =  6je,  (I) 

With  the  Eelrin  Abaolnte  Eteotrometer  or  the  Biehat  and  Blond- 
lot  Eteotrometer  In  the  same  way,  by  submei^ing  the  conduc- 
tors of  either  of  these  electrometers  in  two  dielectrics  in  succes- 
sion and  measuring  the  corresponding  values  of  F,  §  4,  III.,  we 
have,  for  constant  voltages, 

c^c^~FJF^  (2) 
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In  the  case  of  the  Kelvin  electrometer  the  force  may  be  kept 
the  same  in  the  two  experiments  and  the  comparison  made  by 
altering  d.  In  this  case,  if  rf,  and  d^  denote  the  values  of  d  when 
the  first  and  second  dielectrics  are  in  the  field 

By  (25),  IV.  and  (3),  III,  the  Kelvin  electrometer  may  also  be 
used  when  one  of  the  dielectrics  is  in  the  form  of  a  plane  slab  of 
a  given  thickness  dj^<,  d).  The  equations  corresponding  to  (4), 
III.  and  (5),  III.  are  easily  developed  for  this  case. 

When  any  one  of  these  instruments  is.  used  idiostatically, 
alternating  as  well  as  unidirectional  voltages  may  be  applied, 
and  the  permittivity  thus  determined  when  the  time  of  electrisa- 
tion is  very  short 

8.  Hetbod  m.  ftainoke'a  Method  for  Liqnidi.  Fig.  68  is  a 
diagram  of  the  apparatus.  A  and  B  are  the  conductors  of  a 
parallel  plate  condenser  separated  by  a  distance  d  very  small  in 
comparison  with  their  breadth  and  length,  and  immersed  in  a 
liquid  £>  whose  permittivity,  tr^  is  to  be  compared  with  that  of  a 


gaseous  dielectric,  as  dry  air,  of  permittivity  c,.  A  tube  E  com- 
municates through  a  small  opening  in  A  near  its  center  with  the 
region  between  the  two  plates.  This  tube  is  continuous  with  a 
manometer  tube  /^and  communicates  with  a  bulb  containing  drj- 
air  by  the  stop-cock  G.  The  manometer  tube  contains  a  liquid 
of  density  p.     Its  cross-section  will  be  denoted  by  A. 

In  performing  an  experiment  a  wide  flat  air  bubble  C  is  first 
formed  between  the  plates  by  opening  G  and  pressing  the  air 
bulb.     G  is  then  closed,  and  the  difference  of  level  between  the 
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two  liquid  surfaces  in  /"  is  read.  If  this  difference  of  level  is 
denoted  by  h' ,  and  if  the  acceleration  of  gravity  is  denoted  by  g, 
the  excess  of  the  pressure  in  C"(due  to  the  hydrostatic  pressure 
of  the  liquid  -Dand  the  cafrillary  pressure  inward  at  the  edges  of 
the  air  bubble)  over  the  atmospheric  pressure  is  k'Apg.  The 
condenser  is  now  charged  to  a  voltage  V,  The  electric  Intensity 
between  the  plates  is  uniform,  except  near  their  edges  and  near 
the  edges  of  the  bubble,  and  equal  to  £=-  Vj  d.  The  electric 
pressure  (§  41, 1.)  within  the  uniform  part  of  the  field  of  the  dielec- 
tric D  is  2<^j£*,  while  the  electric  pressure  within  the  uniform 
part  of  the  field  of  the  air  bubble  C  is  ^c^E^.  Hence,  if  c^  is 
greater  than  c,,  the  bubble  will  contract  until  sufficient  air  has 
been  forced  out  into  the  manometer  tube  to  increase  the  differ- 
ence of  level  by  k,  and  the  gaseous  pressure  by  kApg,  where 

when  there  will  again  be  equilibrium.  Hence  by  observing  h, 
A,  p,g,  and  E=  V/d,Cj  —  t:,  maybe  obtained  from  the  equation 

<:,  —  <:,  =  2hApgjE*  —  2kApgd*l  y  (4) 

In  what  precedes  we  have  assumed  the  capillary  pressure  of 
the  bubble  and  the  hydrostatic  pressure  of  the  liquid  D,  as  well  - 
as  the  total  volume  of  the  air,  to  remain  constant  throughout  the 
experiment.  We  have  also  assumed  the  slight  alterations  of 
gaseous  and  liquid  pressures  occurring  during  the  experiment  to 
bring  about  no  alterations  of  the  permittivities.  The  fact  that 
these  conditions  are  not  exactly  fulfilled  will  evidently  introduce 
no  sensible  error. 

(4)  Can  be  deduced  also  by  the  method  of  §  55,  I,,  from 
energy  considerations. 

4.  Kethod  m.  for  Bolid  Dielaotrica.  We  shall  consider  only 
the  simplest  case,  when  the  dielectric  is  in  the  form  of  a  plane 
slab.  Fig.  69  is  a  diagram  of  the  apparatus.  A  and  B  are  the 
two  conductors  of  a  parallel  plate  condenser  separated  by  a  dis- 
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tance  d  small  in  comparison  with  their  length  and  breadth.  C  is 
a  plane  slab  of  the  dielectric,  of  permittivity  c^,  hanging  in  air,  of 
permittivity  c^,  with  its  sides  parallel  to  A  and  B,  from  the  arm  of 
a  balance  D.  The  thickness  of  the  slab  will  be  denoted  by  d^ 
and  its  width  (perpendicular  to  the  plane  of  the  paper)  by  L. 

C  is  first  balanced  by  adding  weights  to 
/^  the  scale  pan  of  D  while  A  and  B  are  at 
the  same  potential.  A  and  B  are  then 
charged  to  a  voltage  V,  This  will  produce 
a  straight  field  between  A  and  B,  except 
near  their  edges  and  near  the  edges  of  the 
slab  C,  and  will  disturb  the  equilibrium. 
Equilibrium  is  then  restored  by  adding 
weights  to  the  scale  pan  if  f,  is  greater 
than  c^,  or  by  removing  weights  there- 
from if  Cj  is  less  than  r,,  as  follows  from 
gg  7  and  10,  IV.,  or  from  §  7,  IV.,  and 
§55,  I.  Let  F  denote  the  downward  force 
upon  C  due  to  the  charging  of  the  con- 
denser. F  can  be  found  at  once  by  the 
method  used  in  §  3,  or  can  be  determined  as  follows  by  the 
,  method  of  §  55,  I. 

Imagine  C  to  suffer  an  infinitesimal  displacement  dx  downward 
from  its  equilibrium  position.  This  will  increase  the  cross-section 
of  the  uniform  part  of  the  field  through  C  and  air  by  Ldx,  and 
will  diminish  the  cross-section  of  the  uniform  part  of  the  field 
passing  through  air  only  by  the  same  quantity.  The  energy  of 
the  weak  field  outside  the  condenser  and  that  of  the  non-uniform 
field  near  the  edges  will  remain  sensibly  constant,  and  the  non- 
uniform field  at  the  edges  of  C  will  move  unaltered  with  C. 
Hence  the  only  appreciable  change  in  the  energy  of  the  field  is 
that  due  to  the  fact  that  the  cross-section  of  the  uniform  field 
with  two  dielectrics  has  increased  by  Ldx,  while  that  of  the  uni- 
form field  through  air  only  has  decreased  by  the  same  quantity. 
Hence  the  total  increase  in  energy  is  sensibly 
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dW-\c^V'Uxl\d-  [h-cj/tj</,}  -^c^VLdxjd 

-  h  ^',  -  'MM'I  (4'/  -  ('■  -  'iKl  1  =  -ra« 

Hence 

F  _  dWjdx  -  Lc,ff.  -  c,)  VI { ld\cjt  -  (^,  -  ^,KJ )     (S) 

When  L,  c,,  F,  V,  d,  and  rfj  are  known,  c,  can  be  determined 
from  this  equation. 

In  obtaining  this  result  we  have  assumed  the  field  uniform 
throughout  the  whole  length  L,  except  near  the  lower  and  upper 
edges  of  the  slab.  To  make  the  error  arising  from  the  non-fulfil- 
ment of  condition  negligible  L  must  be  great  in  comparison  with  d. 

ff.  The  Method  of  Xt«fraotioiL  of  Lines  of  Displkoement  (Perot, 
Comptes  Rendus,  113,  p.  415,  1891.)     To  compare  two  permit- 


tivities by  this  method  it  is  necessary,  as  in  §§  3  and  4,  that  one 
of  the  dielectrics  be  a  fluid,  as  air.  The  principle  of  the  method 
may  be  developed  as  follows. 
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Let  a  large  triangular  prism  A,  Yig.  70,  of  permittivity  t^  and 
with  angle  a  be  placed  with  one  of  its  plane  sides  in  contact, 
or  otherwise  parallel,  with  a  large  metalUc  plane  B;  and  let 
another  large  metallic  plane  C,  separated  from  A  (or  A  and  the 
other  conductor)  by  a  fluid  dielectric  D,  as  air,  of  permittivity  t^, 
be  arranged  so  that  the  angle  /3  between  C  and  the  nearer  face 
of  A  can  be  varied  and  measured.  If  B  and  C  are  charged  to  a 
voltage  V,  the  electric  field  will  not,  in  general,  be  uniform  either 
in  yl  or  in  D.  The  approximate  field  when  B  and  C  are  parallel 
is  shown  in  Fig.  71,  But  evidently  there  will  always  be  a  cer- 
tain value  of  /S  for  which  the  field  in  A  and  also  the  field  in  B 
will  be  uniform,  except  near  the  edges,  as  shown  jn  Fig.  70.  In 
this  case  ^1  -  a  and  ^,  =  jS  (§  2,  IV.).     Hence 

Cj/c,  =  tan  /9/tan  o  (6) 

To  find  this  position,  a  very  thin  metal  plate  £  is  so  attached 
to  fine  insulating  threads  FF  as  to  be  movable  zviik  its  plane 
parallel  to  C  only.  If  the  field  in  D  is  uniform,  this  motion  will 
not  disturb  the  voltage  between  the  plates  ;  otherwise  the  voltage 
will  be  altered.  To  make  the  test,  then,  C  is  connected  to  earth 
(the  walls  of  the  room)  while  B  is  charged  to  potential  V  (poten- 
tial of  earth  =  o).  Then  the  condenser  is  insulated  and  C  is 
connected  with  the  electrode  of  an  electrometer,  the  other  pole 
of  which  is  to  earth.  Then  E  is  displaced  while  kept  parallel  to 
C.  If  the  electrometer  still  indicates  that  the  potential  of  C  is 
zero,  the  field  in  D,  as  well  as  that  in  A,  is  uniform.  If  not,  a 
second  adjustment  of  /3  must  be  made,  and  tests  and  adjustments 
repeated  until  the  potential  of  C  remains  zero,  or  until  the  dis- 
turbance of  its  potential  is  a  minimum,  when  E  is  displaced. 
Then  Cj/c,  can  be  determined  from  (6). 

The  close  agreement  between  the  values  of  iTj/c,  found  by  this 
method  and  the  same  ratio  determined  by  other  methods  serves 
to  verify  the  correctness  of  (3),  IV.,  on  which  the  method  is  based. 
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THE  ELECTRIC  CURRENT.     THE  CONDUCTION  CURRENT. 

1.  The  Convection  Corrent.  If  a  small  light  conductor,  such 
as  a  gilded  pith  ball,  is  suspended  by  a  long  insulating  thread 
between  the  vertical  plates  A  and  5  of  a  chained  parallel  plate 
condenser,  it  will  fly  back  and  forth  between  the  plates  carrying 
opposite  chaises  in  opposite  directions  and  gradually  dbchai^ng 
the  condenser. 

The  rate  d^Jd(  at  which  positive  chaise  is  carried  from  Axo  B, 
or  the  rate  dqjdl  at  which  negative  charge  is  carried  from  Bio  A, 
or  the  sum  of  the  two  rates,  dgjdt  +  dqjdi,  if  both  processes 
occur  simultaneously  (as  would  be  the  case  if  several  pith  balls 
were  present),  is  called  the  electric  convection  current  from  AtoB, 
and  will  be  denoted  by  /^.     That  is, 

/^  =-  dqjdt  +  dqjdt  =  dqjdt  ( I ) 

Strictly,  the  convection  current  is  limited  to  the  space  actually 
occupied  by  the  moving  charge  or  charges. 

If  the  electric  volume  density  of  the  positive  chaise  in  the 
element  of  volume  at  a  given  point  is  /3,,  and  the  density  of  the 
negative  charge  in  the  element  p,  (the  element  containing,  in 
general,  both  positive  and  negative  charges),  and  if  the  velocity 
of  the  positive  chaise'  is  u^  and  that  of  the  negative  charge  in 
the  opposite  direction  u^,  then  the  convection  current  per  unit 
area  across  a  surface  normal  to  a,  in  the  element  of  volume,  or 
the  electric  convection  current  density  in  the  element,  is 

U.  -  Pi":  +  PA  (2) 

in  the  direction  of  «,. 
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S.  The  Diftleotrio  CBrrent.  If  the  electric  flux  11  across  a 
surface  is  increasing  at  the  rate  dYl/dt,  there  is  said  to  be  a  dUUc- 
tric  current  or  an  electric  displacement  current  through  the  surface 
equal  to 

T,-dnidi  (3) 

If  the  displacement  D  at  any  point  is  changing  at  the  rate 
dDjdt,  the  dielectric  current  density  at  the  point  is 

t^  -  dDjdt  (4) 

which  is  evidently  a  vector  with  the  direction  of  dD. 

According  to  our  mechanical  conception,  §  14,  I.,  the  dielec- 
tric current  in  free  aether  or  material  insulators  would  be  a  con- 
vection current  of  :ether  cells  or  corpuscles. 

Convection  and  dielectric  currents  will  be  more  fully  discussed 
in  a  later  chapter  (XV.).  The  remainder  of  this  chapter  will  be 
devoted  principally  to  the  conduction  current 

3.  The  Conduotioii  Cvmat.  If  two  condenser  plates  A  and  B 
with  positive  and  negative  charges,  respectively,  are  connected 
by  a  wire  M,  the  electric  field  will  disappear  by  the  process  de- 
scribed in  §  42,  I.  During  this  process  there  is  an  electromo- 
tive force  along  and  through  the  wire  in  the  direction  AMB,  and 
the  wire  is  traversed  in  part  by  positive  charges  in  the  direction 
AMB  and  in  part  by  negative  charges  in  the  opposite  direction 
BMA.  The  wire  is  said  to  be  traversed  by  a  conduction  current. 
As  we  shall  see  later  (IX.,  §  15)  there  is  reason  to  believe  that 
the  conduction  current  consists,  in  the  general  case,  in  a  stream 
of  positively  electrified  particles  in  the  direction  of  the  e.m.f.  and 
a  stream  of  negatively  electrified  particles  in  the  opposite  direc- 
tion across  every  section  of  the  conductor. 

We  shall  define  the  strength  of  the  conduction  current,  or  the 
conduction  current,  I^,  across  any  section  of  the  conductor  as  the 
rate  at  which  electric  charge  is  transferred  across  that  section ; 
and  we  shall  define  the  direction  of  the  current  across  the  sec- 
tion as  the  direction  in  which  the  positive  chaise  is  carried  across 
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the  section,  or  the  direction  opposite  to  that  in  which  the  nega- 
tive charge  is  carried.  If  both  positive  and  negative  charges  are 
simultaneously  crossing  a  given  section  in  opposite  directions, 
and  if  dq^  and  dq^  are  the  magnitudes  of  the  positive  and  nega- 
tive charges  carried  across  in  the  time  dt,  the  conduction  current 
across  the  section  is 

/,  =  dqldt  =  dqjdt  +■  dqjdt  (j) 

in  the  direction  of  transfer  of  the  positive  charge. 

When  the  chaises  or  the  induction  in  (l),  (3),  or  (5)  are  ex- 
pressed in  HES  units  and  the  time  in  seconds,  the  electric  current 
is  said  to  be  expressed  in  the  RES  unit  current. 

A  method  of  measuring  the  electric  conduction  current  based 
on  the  above  definitions  is  described  in  §  3,  IX. 

In  the  case  of  an  ordinary  condenser  system  the  phenomenon 
of  discharge,  or  the  electric  current,  lasts  only  a  small  fraction 
of  a  second.  In  a  variety  of  ways  this  time  may  be  increased ; 
and  if  the  ends  of  the  wire  M,  instead  of  being  connected  to  the 
plates  of  a  condenser,  are  joined  to  the  terminals  of  a  voltaic 
cell,  or  other  agent  capable  of  maintaining  the  voltage  between 
its  ends  constant,  transient  efiects  similar  to  those  described  in 
§  42, 1.,  will  at  first  occur,  but  a  sUady  or  unchanging  state  will 
soon  set  in. 

4.  The  Conduction  Cnmnt  Bsniitj.  If  a  small  plane  area  dS 
is  imagined  within  the  substance  of  a  conductor  carrying  a  cur- 
rent, it  is  obvious  that  the  quantity  of  electric  charge  crossing 
dS  per  second  will  be  different  when  dS  is  turned  in  different 
directions,  and  will  be  a  maximum  when  the  normal  to  dS  points 
in  the  actual  direction  of  transfer  of  charge  at  the  point.  The 
ratio  of  the  current  <//,  crossing  the  area  dS,  with  its  normal 
turned  in  this  direction,  to  the  area  dS,  is  a  vector  called  the 
electric  conduction  current  density  at  the  point  considered,  and  will 
be  denoted  by  I.     Thus 

i;  -  dijds  (6) 

If  for  the  subscript  c  we  substitute  cv  or  d,  (6)  will  define  the 
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convection  or  displacement  current  density  in  terms  of  the  con- 
vection or  displacement  current  consistently  with  §§  I  and  2. 

6.  Kirohhoff'i  Lav  I.  When  an  electric  conduction  current  is 
steady,  it  flows  in  a  closed  circuit  and  has  the  same  value  at 
every  section  of  the  conductor  which  carries  it.  For  if  the  cir- 
cuit were  not  closed,  or  if  the  current  across  any  two  sections 
were  not  the  same,  a  positive  or  negative  electric  charge  would 
continually  accumulate  at  either  end  or  in  the  region  between 
the  two  sections,  and  the  state  would  therefore  not  be  steady. 

This  proposition  will  be  extended  to  the  general  electric  cur- 
rent in  §  8,  Chapter  XV. 

An  obvious  (but  very  incomplete)  mechanical  analogue  of  the 
steady  conduction  current  is  the  flow  of  an  incompressible  liquid 
through  an  endless  pipe. 

Kirchhoif's  law  I.,  applied  to  the  unit  volume  of  a  conductor 
carrying  a  steady  current,  may  be  written 

div  1^  =  conv  t],  =  o  (7) 

since  the  current  entering  any  element  of  volume  across  one  part 
of  its  surface  is  equal  to  the  current  leaving  the  element  across 
the  rest  of  the  surface. 

Btream-tabea  and  Stream-liBea.  From  (6)  and  (7)  it  is  now 
evident  that  a  steady  current  within  a  conductor  may  be  mapped 
out  by  a  system  of  lines  and  tubes  analogous  to  lines  and  tubes 
of  intensity,  etc.  These  tubes  and  lines  are  called  streantr-tubes 
and  stream-lines,  or  lines  and  tubes  of  current  or  flow.  The  cur- 
rent density  at  any  point  has  the  direction  of  the  line  of  flow 
through  that  point ;  and  the  strength  of  the  current  across  every 
section  of  a  given  tube  is  the  same  and  equal  to  Ji^dS  over  a 
diaphragm  5  normal  to  the  stream  lines. 

In  what  follows  we  shall  drop  the  subscript  c  and  denote  the 
conduction  current  and  current  density  by  /  and  i. 

6.  Electrodes.  Two  equipotential  surfaces  across  one  of  which 
the  current  enters  a  conductor  and  across  the  other  of  which  the 
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current  leaves  the  conductor  are  called  the  electrodes  of  the  con- 
ductor. The  electrode  by  which  the  current  enters  the  con- 
ductor is  called  the  anode,  and  that  by  which  the  current  leaves 
is  called  the  kathode. 

7.  Ohm'i  Lav  for  a  Steady  Cnrrent  in  a  Homogmeoni  Iiotroplo 
Condnotor  at  Uniform  Tempfiratnre.  Along  a  homogeneous  iso- 
tropic conductor  at  uniform  temperature  throughout,  let  a  steady 
current  /  flow,  and  let  the  corresponding  voltage  between  two 
electrodes  in  or  terminating  the  conductor  be  denoted  by  V^^ 
Then,  as  a  result  of  experiment,  it  may  be  stated  that,  if  the 
voltage  or  current  is  varied  while  the  temperature  is  kept  con- 
stant (and  in  some  substances  at  least  certain  other  physical  con- 
ditions), the  current  /is  proportional  to  the  voltage  V^.    That  is, 

I^KV^^^  VJR  (8) 

The  proportionality  factor  K  is  called  the  conduclance  of  the  por- 
tion of  the  conductor  between  the  given  electrodes,  and  its  recip- 
rocal, R^  I  /  ^1  the  resistance  of  the  conductor.  The  quanti- 
ties on  which  R  and  K  depend  will  be  discussed  below. 

Definitions  of  the  RES  unit  conductance  and  resistance  follow 
in  the  usual  manner  from  the  above  equations.  Thus  when  / 
and  f^j  are  expressed  in  RES  units,  the  conductance  and  resis- 
tance also  are  said  to  be  expressed  in  RES  units. 

(8)  expresses  theintegral  form  of  Okm's  law  for  homogeneous 
isotropic  conductors.  The  expression  of  the  law  for  non-homo- 
geneous circuits,  etc.,  will  be  developed  in  following  articles. 

8.  Condnotaaoe  and  S«iiitanoe  of  a  Byitem  of  Condacton 
Connectod  in  Xnltiple.  If  the  electrodes  of  any  number,  n,  of 
conductors  are  joined  together  so  that  the  anodes  form  a  com- 
mon anode  and  the  kathodes  a  common  kathode,  the  conductors 
are  said  to  be  connected  in  multipk.  Let  A",,  K^,  •••,K^  and  ^|, 
Rj,  ■■■  ,R^ denote  the  individual  conductances  and  resistances  of 
the  conductors,  /,,  /,,■■■,/_,  the  individual  currents,  and  /  the 
total  current  through  all  the  conductors,  when  the  voltage  be- 
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t^een  the  electrodes  is  f,  —  f^     Then  the  conductance  of  the 
system  is 

K-riK-i.h  +  ',  +  --  +  QIK 

~K,+K,+    -+K,  (9) 

and  the  resistance  of  the  system  is 

R-l/K-  il(K,  +  JC,+  ■■■+K) 

->/(■/■«,+  ■/■«.•  ■+iW  (lO) 

9.  Conductanoe  and  ReiUtance  of  a  Byitem  of  Condaotori  Cob- 
neot«d  in  Sfirifli.  If  any  number,  n,  of  conductors  is  connected 
up  end  to  end  in  such  a  manner  that  each  surface  of  contact  be- 
tween two  conductors  is  an  equipotential  for  both  and  coincident 
with  the  original  electrodes  of  the  conductors  when  separate,  the 
conductors  are  said  to  be  connected  in  series.  Let  V^^  and  f^„ 
P^  ■  ■  ■ ,  1^1,^1)^  denote  the  voltage  between  the  terminal  elec- 
trodes and  the  voltages  between  the  ends  of  the  successive  con- 
ductors, and  let  /  denote  the  current  along  all  the  conductors. 
Then  the  conductance  of  the  system  is, 

=  t/(./yir,+  i/Ar,+  ...  +  i/iQ        (n) 

and  its  resistance  is 

10.  The  Cylindrical  Homo^eneoni  laotropic  Conductor.  Beiist- 
ivity  and  Conductivity.  Suppose  «  precisely  similar  right  cylin- 
drical conductors  joined  in  multiple  with  their  ends  as  common 
anode  and  kathode,  thus  making  a  cylindrical  conductor  of  n 
times  the  cross-section  of  each  of  the  original  conductors.  If 
R^  and  A",,  denote  the  resistance  and  conductance  of  each  cylin- 
der separately,  and  R  and  K  the  resistance  and  conductance  of 
the  system  of  k  conductors  in  multiple,  that  is,  of  a  cylinder  of 
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K  times  the  cross-section  with  its  ends  as  electrodes,  it  follows 
from  (9)  and  (10)  that 

K~nK^    and     J?  =  RJn  (13) 

Thus  the  resistance  of  a  cylindrical  conductor  of  constant 
length  with  its  ends  as  electrodes  is  inversely  proportional  to  its 
cross-section,  or  its  conductance  is  directly  proportional  to  its 
cross -section. 

Suppose  the  «  conductors  connected  up  in  series,  thus  making 
a  cylindrical  conductor  of  the  original  cross-section,  but  of  n 
times  the  or^;inal  length.  If  R  denotes  the  resistance  of  the 
system  and  AT  its  conductance,  (11)  and  (12)  give 

K^/CJn    and     R=nR^  (14) 

Thus  the  resistance  of  a  cylindrical  conductor  with  its  ends  as 
electrodes  is  proportional  to  its  length,  or  its  conductance  is 
inversely  proportional  to  its  length. 

Putting  the  two  above  results  together,  we  see  that  the  resist- 
ance y?  of  a  cylindrical  conductor  with  its  ends  as  electrodes  is 
proportional  to  its  length  and  inversely  propoitional  to  its  cross- 
section,  or  that  its  conductance  K  is  inversely  proportional  to  its 
length  and  directly  proportional  to  its  cross- section.  That  is,  if 
L  denotes  the  length  of  the  cylinder  and  A  its  cross-section, 

K=kAjL     or     R  =  rL/A  (i^a) 

where  r  and  i  are  constants  depending  on  the  chemical  constitu- 
tion of  the  conductor  and  its  physical  condition,  r  is  called  the 
specific  resistance  or  reHstrUty  of  the  substance,  and  k,  its  recipro- 
cal, is  called  the  conductivity  of  the  substance.  (15)  may  be 
written 

r^RAjL     or     k^KT.jA  (ij*) 

When  R  and  K  are  expressed  in  RES  units  and  A  and  L  in 
c.g.s.  units,  r  and  k  are  said  to  be  expressed  in  the  RES  units 
resistivity  and  conductivity,     r  is  equal,  in  magnitude,  to  the  re- 
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sistance  of  a  cube  of  the  substance  with  unit  edge  when  two 
opposite  faces  are  electrodes. 

11.  SifferentUl  7onn  of  Ohm'i  Law.  From  the  preceding  arti- 
cle and  the  principle  of  symmetry  it  follows  that  in  the  case 
there  considered  the  electric  equipotential  surfaces  in  the  conduc- 
tor are  parallel  to  the  electrodes,  and  the  electric  intensity  E  uni- 
form and  parallel  to  the  length  of  the  conductor. 

From  the  same  article  it  also  follows  that  the  current  density 
is  uniform  throughout  the  conductor,  and  the  lines  of  flow  paral- 
lel to  the  length  of  the  cylinder,  and  therefore  coinddmt  with 
the  lines  of  intensity. 

Hence  we  may  substitute  in  (8)  for  F|,  its  equal  EL,  for  /  its 
equal  At,  and  for  AT  its  equal  kAjL;  then  ^j  =  kAjL-EL,  or 

i—kE^Ejr  (l6) 

In  the  case  considered  therefore  the  current  density  has  the 
same  direction  as  the  electric  intensity,  and  is  proportional  to  it 
in  magnitude.  Since,  moreover,  any  conductor  carrying  a  steady 
current  may  be  divided  up  into  elementary  tubes  of  intensity  and 
by  equipotential  surfaces  infinitesimal  ly  distant  apart,  and  since 
the  cylindrical  volume  within  one  of  these  tubes  between  two 
successive  equipotentials  is  in  exactly  the  same  state  as  any  tube 
of  the  cylinder  considered  above,  (i6)  is  seen  to  hold  in  general 
whether  the  tubes  are  straight  or  not. 

Since  at  the  surface  of  a  conductor  the  current  density  is  tan- 
gential to  the  surface,  the  electric  intensity  within  the  conductor 
at  the  surface  is  also  tangential. 

12.  The  Electric  Field  of  the  Steady  Condaotion  Ciirre&t.  Ex- 
cept as  stated  below,  the  electric  field  in  the  dielectric  surround- 
ing a  conducting  system  traversed  by  a  steady  electric  current 
has  all  the  properties  of  a  purely  static  field  connected  with  static 
charges  only.  The  tubes  of  displacement  terminate  at  the  sur- 
faces of  the  conductors  (if  homogeneous)  and  the  surface  charges 
at  their  ends  are  not  in  motion  and  take  no  part  in  the  conduction. 
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For  within  the  conductor  (supposed  homogeneous)  div  i  =  div  kE 
SI  16  div  £—  o.  Hence  div  £=  o  ;  and,  since  the  conductor  is 
homogeneous,  div  D=  p  must  also  be  zero,  whatever  the  relation 
oi  D  to  E  may  be.  Hence  within  the  conductor  the  positive  and 
negative  charges  per  unit  volume  at  any  point  are  equal.  Thus 
'  no  tubes  from  the  dielectric  penetrate  into -the  conductor,  but  all 
end  at  its  surface.  That  the  external  field  is  static  and  that  the 
surface  chaises  take  no  part  in  the  conduction,  or  do  not  move, 
follow  from  the  consideration  that  the  field  surrounding  a  con- 
ducting system  traversed  by  a  steady  current  can  be  altered  in 
any  manner,  by  moving  the  circuit  or  by  bringing  up  charged 
bodies  insulated  from  it,  without  in  any  way  affecting  the  (steady 
value  of  the)  current.  Also  the  surfaces  of  insulated  conductors 
placed  in  the  field  are  equipotential  surfaces  and  traversed  by  no 
currents ;  hence  the  tubes  ending  upon  them  (and  connected 
with  the  current-carrying  conductors)  are  not  in  motion.  The 
same  thing  follows  from  Ohm's  law,  the  resistance  of  a  con- 
ductor not  being  a  function  of  its  external  surface,  as  it  would 
be  if  the  surface  charges  took  part  in  conduction. 

The  conductor  itself,  as  shown  in  §  1 1,  also  contains  an  electric 
field  invariable  with  the  time.  Little  or  nothing  is  known  of  the 
electric  displacement  in  good  conductors  traversed  by  steady 
currents. 

The  electric  field  within  and  without  the  conductor  is  accom- 
panied by  a  magnetic  field  (XI.  and  XII.)  and  is  the  seat  of  the 
transfer  of  energy  (XVI.),  while  the  conductor  is  also  the  seat 
of  the  dissipation  of  energy  in  heat  (§  1 5). 

The  lines  of  intensity  within  the  conductor  are  tangential  at 
the  surface,  as  shown  in  §11,  and  the  lines  of  intensity  in  the 
dielectric  do  not  meet  the  conducting  surfaces  normally. 

Let  £,  denote  the  electric  intensity  in  the  dielectric  just  out- 
side the  conductor  at  a  point  P  of  the  interface,  and  0^  the  angle 
made  by  £,  with  the  normal  to  the  surface  of  the  conductor ;  and 
let  E  denote  the  intensity  just  within  the  conductor  at  the  same 
point  of  the  interface.     E,  as  already  shown,  is  parallel  to  the 
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interface.  By  the  principle  of  the  conservation  of  energy  we 
may  show,  just  as  in  §  2,  IV.,  that  £^  and  £  are  in  the  same 
plane  normal  to  the  interface,  and  that 

£jsin5,  =  £  (17) 

If  the  conductor  is  a  perfect  (imaginary)  conductor,  that  is,  if 
its  conductivity  is  infinite,  E^o,  since  otherwise  the  current 
would  be  infinite.  Hence  in  this  case  6^  =  o,  or  the  tubes  of 
displacement  in  the  dielectric  meet  the  surface  of  the  conductor 
normally. 

13.  The  Lavs  of  Befraotion  of  Stream-line*.  At  the  interface 
between  two  substances  of  different  conductivities  ^,  and  i^  a 
stream-line  of  a  steady  current  is  refracted  in  such  a  manner  that 
the  incident  and  refracted  lines  are  in  the  same  plane  perpen- 
dicular to  the  interface,  and  that 

tan^i/tan^,  — *,/*j  (18) 

where  6^  and  0^  denote  the  angles  made  with  the  normal  to  the 
interface  by  the  incident  and  refracted  portions  of  a  stream  line. 
For,  since  the  current  is  steady,  so  that  no  electric  charge 
accumulates  anywhere,  Kirchhoff's  law  I.  gives 

/,  cos  0,  =  t,  cos  0j  (19) 

and  the  principle  of  conservation  of  energy  gives 

£i  sin  0^  =  £j  sin  tf,  (20) 

and  these  equations,  since  i  =■  i  £,  give  ( 1 8)  on  division.  Cf. 
§  2,  IV. 

c  being  interchanged  for  i  and  i  for  D,  the  discussion  in  §  2, 
IV.,  and  the  description  in  following  articles  of  fields  in  two  or 
more  dielectrics  apply  to  the  fields  of  intensity  and  flow  in  con- 
ductors. It  must  always  be  remembered,  however,  that  one  of 
the  i's  may  be  zero,  while  c  can  never  be  less  than  Cu  =■  i  ;  so 
that  ^,/^,  may  be  zero  or  infinity  without  either  <&,  or  i^'s  being 
infinite. 
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14.  Genenl  fonnnU  Cor  Condoctanm   and  Reiiitanoe.     Con- 
dnctanoe  and  Fennittanoe.     From  (8)  we  have 

while  (6)  gives 

I-fidS 

the  integration  being  taken  over  an  electrode,  or  over  the  portion 
within  the  conductor  of  any  equipotendal  surface.     Moreover, 

along  a  line  of  intensity  or  flow  from  one  electrode  to  the  other. 
Hence 

A-s.  I  jR  =  //r^,  =  JkEdSlfEdL  =-  jkEdSiV„    (21) 

By  comparing  (16)  and  (21)  with  (3)  and  (24),  Chapter  I.,  it 
will  be  seen  that  K  bears  the  same  relation  to  k  that  the  per- 
mittance 5  bears  to  the  permittivity  (T,  Since  K^^  J kEdS  jV^^, 
while  5  =  XcEdSjV^^,  the  process  of  finding  the  conductance  of 
the  portion  of  a  conductor  between  two  given  electrodes  or  equi- 
potential  surfaces  is  identical  with  that  of  finding  the  permittance 
'  of  a  dielectric  occupying  the  same  space  as  that  occupied  by  the 
conductor  and  having  the  same  electric  field  as  that  within  the 
conductor,  except  that  k  must  be  substituted  for  c.  In  most 
permittance  problems  it  is  impossible  to  deal  accurately  with 
finite  electrodes  and  finite  electric  fields,  there  being  no  substance 
of  zero  permittivity  with  which  an  electric  field  may  be  sur- 
rounded to  prevent  its  spreading  indefinitely.  A  conductor,  on 
the  other  hand,  may  easily  be  placed  in  a  region  of  zero  con- 
ductivity, so  that  the  current  tubes  are  wholly  restricted  to  its 
own  substance,  and  within  the  conductor  the  lines  of  flow  and 
lines  of  intensity  are  coincident.  This  makes  conductance 
problems  much  simpler  in  many  cases  than  the  corresponding 
problems  in  electrostatics. 

15.  The  Condnotaoce  and  EeiiBtanoe  of  Varioaa  Condncton.     In 
all  the  examples  which  follow  the  electrodes  may  be  supposed 
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to  be  surfaces  of  infiiutely  thin  sheets  of  perfectly  conducting 
material  {k  —  infinity),  in  order  to  insure  their  being  true  elec- 
trodes, that  is,  equipotentials  normal  to  the  lines  of  intensity  and 
flow  (see  §  1 2). 

The  corresponding  permittances  having  been  already  deter- 
mined (Chapter  II.),  the  conductances  are  found  as  indicated  in 
the  last  article,  from  the  following  relation 

K-kSjc  (22) 

1.  For  a  right  cylinder  of  cross-section  A  and  length  d,  with 
its  ends  as  electrodes,  (29),  II.,  gives,  with  (22), 

K~ljR^kAjd  (23) 

as  already  shown  directly  in  §  to. 

2.  For  a  conducting  spherical  shell  between  two  spherical  elec- 
trodes of  radii  Z.,  and  L^  =  L^-\-  d,  (5),  II,  gives,  in  the  same  way, 

K*i/Ji  =  {4wifd)L*{i+d/L,)  (24) 

For  a  hemispherical  shell,  half  of  the  last,  we  have 

JC  -iA:=-  {2w^ld)  A'  (I  -I-  d/L,)  (25) 

and  so  on  for  all  fractions  of  the  shell  obtained  by  cutting  it  up 
with  cones  having  their  apices  at  its  center. 

3.  For  the  conductance  of  an  infinite  conductor  in  which  two 
spherical  electrodes  of  radii  Z,  and  Z^  are  immersed  at  a  great 
distance  apart,  a  slight  generalisation  of  (43),  II.  gives 

JC~  4ir^/(i/Zj  +  i/Z,)  (26) 

If  the  infinite  conductor  is  bounded  by  a  plane  surface,  and  if 
two  hemispherical  electrodes  are  placed  in  the  conductor  with 
their  bounding  circles  in  the  plane  of  the  conductor's  surface, 
the  conductance  is 

JC  -  J^=  27r*/(i/Z,  +  i/i,)  (27) 

4.  The  conductance  of  a  right  circular  cylindrical  shell  of 
radii  Z.  and  L  +  d  and  of  length  /  is,  from  (23),  II., 

K=  zirkljXog  (I  +  djL)  ^28) 
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5.  The  conductance  of  an  infinite  plane  slab  of  thickness  /  and 
with  t%vo  right  circular  cylindrical  electrodes  of  radius  R  and 
centers  distant  2d  apart,  is,  by  (62),  II., 

K—,TMI\^{RI[d~(d'~R^i-\]  (29) 

If  the  slab  is  cut  symmetrically  into  halves  by  a  plane  passing 
at  right  angles  to  the  plane  through  the  axes  of  the  two  elec- 
trodes, and  if  this  plane  is  made  an  electrode,  the  conductance 
of  either  half  is  twice  that  of  the  whole  ;  or 

K'~2K-2iTklj\og  {Rj[d-{ii*-l^''\]  (30) 

In  the  same  manner,  from  Chapter  IV.,  the  conductances  of 
some  simple  non-homogeneous  conductors  may  be  obtained. 

16.  Joule's  Law:  In  a  homogeneous  conductor  of  resistance 
R  traversed  by  a  current  /  heat  is  developed  at  the  rate 

dHldt=Rn  (31) 

This  relation  may  be  established  as  follows :  In  the  time  dt  a 
chai^  dq^{+)  and  a  chai^  '^j^—)  equivalent  to  a  chaise  Idt 
(+)  in  the  direction  of  the  current  cross  every  section  of  a  con- 
ductor carrying  a  steady  current  /.  Hence  the  work  done  in 
the  time  dt  by  the  electric  field  upon  the  conductor  of  resistance 
R,  if  the  voltage  between  its  electrodes  is  V^^  is 

dW=VJdt  =  Rf  Idt  =  R/'di 

by  §  1 2  and  the  law  of  Ohm.  Hence  the  time  rate  at  which 
work  is  done  by  the  electric  field  in  the  conductor  of  resistance 
^is 

dlV/dt==:  r,/=  RP  (32) 

Now  heat  is  always  developed  in  a  conductor  during  the 
passage  of  a  current.  Hence,  if  no  other  transformation  of 
energy  occurs  between  the  electrodes  of  the  conductor  dWjdt  -■ 
RP  must  be  the  rate  at  which  heat  is  generated  in  the  con- 
ductor when  traversed  by  the  current  /.     That  this  is  the  case 
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when  the  conductor  is  homogeneous  (including  constancy  of 
temperature  throughout)  has  been  proved  by  the  researches  of 
Joule  and  others,  whose  experimental  results  are  in  strict  accord 
with  the  above  equation  when  dWjdt  is  equated  to  dHjdl. 
Hence  the  law,  expressed  in  (31).  If  the  conductor  is  not 
homogeneous  (and  for  all  but  three  directions  of  the  stream- 
lines, if  the  conductor  is  not  isotropic),  it  contains  intrinsic 
e.m.f.s,  §  19,  and  in  addition  to  the  Joulean  heat  transformation 
other  transformations  take  place. 

Differeatial  Form  of  Jonle'i  Law.  The  disdpatwity  at  any 
point  of  a  conductor  is  the  time  rate  per  unit  current  (squared) 
at  which  heat  is  there  generated  per  unit  volume.  To  find  the 
dissipativity,  which  will  be  denoted  by  dhjdt,  consider  the  ele- 
mentary volume  enclosing  the  given  point  and  included  within  a 
tube  of  flow,  of  cross-section  dS,  between  two  equipotentials  dis- 
tant dL  apart.  The  resistance  of  this  element  of  volume  dr  = 
dL  dS,  is  EdLjidS  the  current  along  the  tube  being  idS. 
Hence 

dkjdt  =  (EdLjidS)  (u/Sy/(dSdL)  =  £i=  i£'  =  ri*  (33) 
which  expresses  Joule's  law  as  applied  to  the  element  of  volume 
at  any  point  of  a  conductor. 

Experiment  justifies  the  statement  that  (31)  and  (33)  are  ap- 
plicable to  any  conductor,  homogeneous  or  not,  the  total  heat  de- 
veloped being  equal  to  the  sum  of  the  Joulean  heat  and  the  heat 
developed  owing  to  the  operation  of  other  factors  than  resistance. 

By  the  last  equation,  (31)  may  be  written 

dHldt=RP  =  jEidT  =  JkE^dr  =  Ji^jkdv  =  Jri^dr   (34) 

the  integrals  being  extended  throughout  the  part  of  the  conductor 
considered.  From  this  equation  it  is  clear  that  the  amount  of 
heat  dissipated  per  unit  time  by  the  resistance  of  a  conductor  can 
be  obtained  from  the  formula  for  the  energy  in  the  correspond- 
ing case  in  electrostatics,  viz.,  W ^  J^cE*dT,  by  substituting  k 
for  \c,  etc. 
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17.  Deflnitioii  of  Reuitanoe  by  Joole'i  Law.  The  proportion- 
ality between  dHjdt  and  /*  ha^-ing  been  established  by  experi- 
ment, the  resistance  of  a  conductor,  R,  might  have  been  defined 
by  the  relation 

R=(dHldt)IP  (35) 

without  recourse  to  Ohm's  law.  This  procedure  would  be  in 
perfect  harmony  with  all  that  is  known  of  the  nature  of  resist- 
ance, whose  only  function  seems  to  be  the  dissipation  of  enei^ 
in  heat,  as  it  is  dissipated  by  mechanical  friction. 

Joole'i  Hflthod  of  Setenniiuag  Beiutance  in  Abulat«  XeMiire. 
By  placing  a  conductor  in  a  calorimeter  and  measuring  the  rate 
dHjdt  at  which  heat  is  developed  therein  when  a  known  current 
/  traverses  the  conductor,  its  resistance  R  may  be  obtained  from 
(35)- 

18.  Heobanioal  Analo^e  of  tho  Law  of  Ohm  and  the  Law  of 
Joule.  Consider  a  pipe  through  which  an  incompressible  liquid 
flows  at  a  constant  rate,  the  volume  of  liquid  carried  per  unit  time 
across  every  section  of  the  pipe  being  /.  The  flow  of  the  liquid  is 
opposed  by  a  frictional  pressure  assumed  to  be  proportional  to 
/.  Let  this  pressure  be  denoted  by  —  RI,  R  being  a  constant 
for  the  given  pipe  and  liquid.  To  overcome  this  pressure,  that 
is,  to  keep  up  the  constant  rate  of  flow  /,  an  equal  and  opposite 
pressure  f,,  ^  +  RI  must  be  applied  in  the  direction  of  the  cur- 
rent. This  pressure  does  work  against  friction  at  the  rate  Fj,/ 
=  RP,  which  is  therefore  the  rate  at  which  enei^  is  dissipated 
in  heat  in  the  circuit. 

19.  Intrinaie  and  Impreiud  Electromotive  Force.  In  order  to 
maintain  an  electric  current,  with  its  continual  dissipation  of 
energy  in  heat  according  to  Joule's  law,  and  its  possible  per- 
formance of  work  of  various  kinds,  every  circuit  continuously 
carrying  a  current  must  contain  one  or  more  regions  in  which 
energy  in  some  other  form,  as  mechanical,  chemical,  or  thermal 
energy,  is  transformed  into  the  energy  cf  the  electric  current  (the 
energy  of  the  electromagnetic  field).     Such  a  region  is  said  to 
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contain,  or  to  be  the  seat  of,  an  intrinsic  electromotive  force ;  and 
the  agent  through  which  the  enei^  transformation  is  effected, 
or  may  be  effected,  as  a  dynamo,  a  voltaic  cell,  or  a  thermo- 
couple, is  said  to  possess  the  intrinsic  electromotive  force. 

In  strictness,  the  intrinsic  electromotive  force  in  a  region  is 
defined  as  the  rate  at  which  energy  in  some  other  form  is  there 
transformed  into  the  energy  of  the  electric  current  (the  energy 
of  the  electromagnetic  field)  divided  by  the  strength  of  the  cur- 
rent. Thus,  if  P  denotes  the  rate  at  which  electrical  energy  is 
generated,  or  power  taken  into  the  circuit  in  the  region  by  trans- 
formation, I  the  current,  and  ^  the  intrinsic  electromotive  force 

f--p//  (36) 

Any  part  of  a  circuit  in  which  electrical  energy  is  transformed 
into  energy  of  another  form,  is  also  said  to  contain  an  intrinsic 
e.m.f,,  provided  that  the  agent  effecting  the  transformation  when 
acting  independently  can  reverse  the  direction  of  the  transforma- 
tion, or  transform  energy  of  the  other  form  into  electrical  energy, 
/'.  e.,  itself  maintain  an  electric  current.  Thus  an  electric  motor, 
by  which  electrical  energy  is  transformed  into  mechanical  energy, 
and  a  storage  battery  while  charging,  by  which  electrical  energy 
is  transformed  into  chemical  energy,  possess  intrinsic  e.m.f.s, 
since  each  acting  alone  can  generate  electrical  enet^y,  the  one 
when  mechanically  driven  acting  as  a  dynamo,  the  other  as  a 
voltaic  cell.  The  intrinsic  e.m.f.  "V  is  given  in  all  cases  by  (36), 
proper  attention  being  paid  to  the  sign  of/'.  Thus  if  in  any 
region  power  is  taken  into  the  circuit  by  transformation,  P'va.  this 
region  is  positive  and  ■*  and  /  have  the  same  direction.  If  in  any 
region  electrical  energy  is  transformed  into  some  other  form  of 
energy,  or  power  given  out  by  the  electrical  system,  P  in  this 
region  is  negative,  "9  and  /  have  opposite  signs,  or  directions,  and 
the  intrinsic  e.m.f,  opposes  the  current.  It  is  by  overcoming 
this  counter  e.mf.  that  the  transformation  of  electrical  enet^ 
into  energy  of  some  other  form  is  effected.  In  all  cases  a  reversal 
of  the  current  reverses  the  sign  of  the  energy  transformation  by 
an  agent  with  an  intrinsic  e.m.f. 
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Also,  any  region  in  which  energy  is  transformed  from  some 
other  form  into  electrical  enei^ty,  or  from  electrical  energy  into 
energy  of  some  other  form,  at  the  time  rate  P  when  the  current 
has  the  value  /  is  said  to  contain  an  e.m.f.  Pj  I,  although  in  the 
latter  case  the  e.m.f.  may  not  be  intrinsic.  Thus,  according  to 
Joule's  law,  a  homogeneous  conductor  of  resistance  R  when  tra- 
versed by  a  current  /  transforms  electrical  energy  into  heat  at 
the  rate  Rf*.  Hence  the  conductor  is  the  seat  of  an  electro- 
motive for«  equal  to 

-{dHjdt)II^~RI*jI=-RT=-  I^,  (37) 

This  negative,  or  counter,  e.m.f.,  —  RI=  —  V^^  is  not,  however, 
included  among  intrinsic  cm.f.s,  since  if  the  conductor  is  heated 
a  current  is  not  produced,  or  if  the  direction  of  the  current  is 
reversed,  heat  is  still  generated  at  the  same  rate,  not  absorbed,  as 
it  would  be  if  the  e.m.f  were  reversible  and  intrinsic. 

Other  electromotive  forces  exist,  like  potential  differences 
(non-intrinsic  e.m.f.s  of  static  fields  or  fields  of  conductors  carry- 
ing steady  currents)  and  the  non-intrinsic  e,m.f  s  of  induction 
(XIII.),  by  which  energy  is  transferred  in  the  electromagnetic 
field,  but  never  transformed.  These  e,m,f  s,  together  with  in- 
trinsic e.m.fs,  may  act  as  impressed  e.m,rs.  The  impressed  e.m.f. 
between  the  electrodes  of  a  conductor  is  equal,  by  definition,  to 
the  sum  (§  2t)  of  the  intrinsic  e.m.fs  included  between  them, 
PII,  plus  the  time  rate  P',  at  which  electromt^netic  ener^  is 
transferred  to  the  region  between  them  from  the  surrounding 
field  (developed  by  intrinsic  e.mf.s  in  other  parts  of  the  drcuit  or 
in  other  circuits  transforming  energy  of  another  kind  into  electro- 
magnetic energy  if  P'jl  is  positive)  divided  by  the  current  /, 

Thus  the  impressed  e.m.f  in  a  homogeneous  conductor  of  re- 
sistance R  carrying  a  steady  current  /  is  Fj,  =  R!  (exactly 
equal  and  opposite  to  the  counter  e.m.f.  of  resistance,  —  RI), 
the  difierence  of  potential  V^^,  by  which  the  energy  is  transferred 
to  the  conductor  at  the  rate  Vy^I=  RI*,  being  developed  by  an 
intrinsic  e.m.f  situated  outside  the  portion  of  the  circuit  consti- 
tuting the  homogeneous  conductor  considered.     See  XVI. 


b.GoogIc 


2l6         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

A  general  characteristic  of  non-intrinsic  e.m.f.s  is  that  th^ 
have,  like  the  force  of  friction  in  mechanics  (analogous  to  the 
counter  e.m.f.  of  resistance,  —  RI),  or  like  the  elastic  reaction  of 
a  stretched  spring  (analogous  to  a  difference  of  potential),  no  in- 
dependent existence  of  their  own,  but  are  developed  only  through 
the  action  of  an  agent  possessing  a  true  intrinsic  electromotive 
force,  such  as  a  dynamo  or  a  voltaic  ceil.  This  is  equivalent  to 
the  sbtement  that  electrical  enei^y  is  never  generated  at  the 
expense  of  energy  in  some  other  form  through  the  agency  of  a 
non-intrinsic  e.m.f. 

In  what  follows  many  cases  of  intrinsic  and  impressed  e.m.f.s 
will  be  considered. 

20.  Intrinsic  Electric  Intcoaity  and  E.1I.7.  The  intrinsic  e.m.f. 
in  a  region  may  be  regarded  as  the  line  integral  of  an  iittrinsic 
electric  intensity  in  the  region.  If  this  intensity  is  denoted  by  e, 
we  have  therefore 

"V—fe-cosBdL  (38) 

where  0  denotes  the  angle  between  the  direction  of  e  and  that  of 
the  element  of  the  path,  dL,  at  any  point. 

Consider  a  tube  of  flow  of  cross-section  dS  at  a  point  where 
the  intrinsic  intensity  is  e.  If  0  denotes  the  angle  between  the 
directions  of  e  and  of  i,  the  intrinsic  e.m.f.  between  two  right 
cross -sections  of  this  tube  distant  dL  apart  is  e  cos  BdL.  The 
current  through  the  tube  is  i-dS.  Hence  the  rate  at  which 
power  is  transformed  into  the  circuit  per  unit  volume  at  the  point 
is 

dPjth^ecose-dL-idSjdSdL  —  eiQos  B  (39) 

From  this  power  equation  e  ■  cos  9,  the  component  of  e  in  the 
direction  of  i,  might  be  defined  as 

e-cos  e  =  {dPjdr)ji  {40) 

If  P  denotes  the  total  power  transformed  into  electrical  energy 
in  an  boiated  electric  circuit,   and   /  the  current,  then,   since 
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P=  dWjdt  and  /-  dqjdt,  V  -  PjI^^dWjdq.  That  is,  "9  U 
the  work  per  unit  charge  done  in  carrying  a  charge  around  the 
circuit.  Hence  our  definition  of  an  intrinsic  e.m.f.,  and  therefore 
our  definition  of  an  intrinsic  intensity,  b  in  agreement  with  the 
general  definition  of  §  17,  I.  The  same  is  true  of  the  impressed 
e.m.f. 

When  P  is  expressed  in  ergs  per  second,  and  /  in  the  RES 
unit  current,  or  when  dW  is  expressed  in  ergs  and  dq  in  the  RES 
unit  charge,  "¥  is,  by  definition,  expressed  in  the  RES  unit  e.m.f. 

21.  Intiiiuio  Electromotive  Poroei  in  Series.  If  any  number, 
»,  of  agents  with  individual  electromotive  forces  ^,,  ^,,  ■  ■  ■ ,  ^_^ 
are  connected  up  in  series,  so  that  the  same  current  traverses 
each,  the  resultant  e.m.f.  is 

*  =  *,  +  *,+  ...  +  *,  (39) 

proper  attention  being  paid  to  signs.  For  if/*,  P^,  P^,  etc.,  de- 
note the  power  supplied  to  the  circuit  by  the  resultant  e.m.f.  and 
the  powers  supplied  by  the  individual  e.m.f.s,  and  /the  current, 

/>=.  ■*■/=  ■*,/  +  ^/+  . . .  +  ^J 

from  which  (39)  immediately  follows. 

The  above  proposition,  demonstrated  for  intrinsic  e.m.f.s,  is 
obviously  also  true  for  the  more  general  impressed  e..m.{.%. 

Intriniio  Eleotromotive  Farces  in  Xnltiple.  If  any  number,  n, 
of  similar  agents  having  the  same  e.m.f.  '^'  are  connected  up  in 
multiple,  so  that  one  «th  of  the  current  traverses  each  in  the 
same  direction,  the  resultant  e.m.f.  ^  is  eqnal  to  f.     For 

P=  •¥!=  />,  -f.  /"j  + \.  P^ 

=  ■V'//.n  +  ^'//«  +  ■  ■  ■  +  ^V/«  =-  *'/      f'*°* 

32.  Ohm'i  Law,  General  Form,  Deduced  from  Joule's  Law.  Let 
the  resistance  of  a  conductor  i  C2,  Fig.  J2,  between  two  electrodes 
I  and  2  be  denoted  by  R.  Let  the  conductor  be  traversed  by  a 
current,  reckoned  positive  when  in  the  direction   1 C2,  with  the 


D,g,t7cdb;/GOOgIC 


2l8         ELEMENTS  OF   ELECTROMAGNETIC  THEORY. 

same  value  /  at  any  instant  across  every  section,  and  let  the  con- 
ductor be  acted'  upon  by  an  impressed  e,m.f.  ^,3  +  '^„'  ™  PjT 
+  /*//,  ^y  and  ^[j  being  reckoned  positive  when  in  the  direc- 
tion of  the  current  /(/.  e.,  \C2).  '^^is  the  intrinsic  e.m.f.  be- 
tween the  electrodes,  and  *„'  the  electromagnetic  enei^  per 
unit  current  transferred  per  unit  time  to  the  region  1 C2  (negative 
when  power  is  transferred  from  i  C2). 


Fit.  73. 

While  the  current  /  traverses  the  circuit,  the  conductor  i  C2 
receives  energy  at  the  rate 

and  its  resistance  dissipates  energy  in  heat  at  the  rate 

dHfdt^'RP 

Hence,  by  the  principle  of  the  conservation  of  energy, 

(*..  +  *,.'y-^^  (41) 

whence 

'*'«  +  '*'..'  -  Kf  {'') 

or  (42) 

/={*„-|-*,/)/^  {b) 

(42)  (d)  states  that  the  impressed  e.m.f.  in  any  conductor  is 
equal  and  opposite  to  the  counter  e.m.f,  of  resistance  (  —  RI). 

(42)  {p)  states  that  the  current  in  any  conductor  is  equal  to  the 
impressed  e.m.f.  acting  upon  the  conductor  divided  by  its  re- 
sistance. 

Either  of  these  statements  constitutes  Okm's  law  in  its  general 
integral  form. 

20.  Oeneral  Differential  Form  of  Ohm's  Law.  Improised  El«e- 
trio  lateniity.     The  impressed  e.m.f.  in  a  region  may  be  regarded 
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as  the  line  integral  of  a  total  or  impressed  electric  intensity  E  ~ 
vector  sum  of  e  and  E^ ,  the  field  intensity  Fjg,  in  the  direction 
d  the  current  density  it  produces.     Thus 

*a  +  '^u'-/£'^-/('+'£'Ki  (43) 

along  a  line  of  impressed  identity,  {e  +  ^)  being  a  vector  sum. 
Applying  (41)  and  (43)  to  a  stream-tube  whose  cross-section 
is  dS  at  a  point  /*  where  the  impressed  intensity  is  E~  e  -\-  R, 
we  have,  for  the  element  of  volume  dT  =  dL-dS  enclosing  P  and 
bounded  by  the  sides  of  the  tube  and  two  right  cross-sections 
distant  dL  apart, 

EdL-idS=  {e  +  E)dLidS=r?dLdS=t^jkdLdS 
whence 

i-i£=.i(t  +  B)-£/r=le+£')lr  (44) 

which  is  the  general  difierential  form  of  Ohm's  law. 

When  £=  E',  or  e—  o,  (44)  reduces  to  (16). 

83.  Ohm's  Lftw  for  Cosstajit  Ciirrent  Let  the  electrodes  i 
and  2  of  the  conductor  1C2,  Fig.  72,  be  maintained  at  the  poten- 
tial difference  f,j  (with  the  assistance  of  an  intrinsic  e.m.f.  located 
outside  1 C2,  if  necessary)  while  the  conductor  1 C2  is  traversed 


ne.  73. 
by  a  constant  current  /.  Then  electromagnetic  enei^  is  gen- 
erated in  the  conductor  at  the  rate  P/  =  ■*„/,  and  electromag- 
netic enei^  is  transferred  from  the  field  into  the  conductor  at 
the  rate  P  =  ■*,,'/■-  V[jl,  the  total  impressed  e.m.f.  in  the  con- 
ductor in  the  direction  1 C2  being  thus  V,^  +  ^ij. 
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In  this  case,  therefore.  Ohm's  law  {42,  b)  becomes 

'-(y„+'f„)iR  (4s) 

(i)  If  f^j  —  o,  that  is,  if  the  electrodes  l  and  2  are  connected 
together  as  in  Fig.  73,  to  form  a  closed  circuit,  (45)  becomes 

/-*„/;?  (46) 

which  is  Ohm's  law  for  a  closed  isolated  circuit  traversed  by  a 
constant  current 

(2)  If  "^jj  —  o,  that  is,  if  the  conductor  i  C2  is  hora<^eneous 
without  an  intrinsic  e.m.f,  (45)  becomes 

'-  ^JR  (4;) 

which  is  Ohm's  law  for  a  homogeneous  conductor  traversed  by 
a  constant  current. 

(3)  If  r^,  +  ^,j  is  greater  than  zero,  /  has  the  direction  i  C2 ; 
if  Fj,  +  "^ij  is  less  than  zero,  /  has  the  opposite  direction. 

(4)  If  I^,  +  *„  =.  o,  that  is,  if  f^,  =  -  '^'i,  =  ■*„,  /=  o,  and 
the  agent  with  intrinsic  e.m.f,  Tj,  is  on  open  circuit.  Thus  the 
difference  of  potential  between  the  terminals  of  a  voltaic  cell,  or 
other  agent  possessing  an  intrinsic  e.m.f.  when  no  current  is  flow- 
ing, or  when  on  open  circuit,  is  equal  in  magnitude  to  the  intrinsic 
e.m.f.  for  zero  current,  but  has  the  opposite  direction, 

24.  Mechanical  Analogne  of  the  Relation  V„  +  ^,,  =  BI,  etc. 
Let  an  incompressible  liquid  flow  at  the  constant  rate  /  units 


volume  per  second  in  the  direction  12  of  the  arrows,  Iwg.  74, 
across  every  section  of  a  pipe  AB  containing  a  screw  propeller, 
or  pump,  C  producing  a  difference  of  pressure  Nf,,,  in  the  direc- 
tion of  the  current  {1C2),  on  its  two  sides.  If  the  sections  P^ 
and  Pg  are  maintained  at  pressures  F,  and  V^,  or  at  the  pressure 
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difference  fJi "  f^  —  I^,  the  total  fall  of  pressure  along  the 
pipe  from  P,  to  P^  is  V^^  +  ^,,  =  +  RI,  and  the  rate  at  which 
work  is  done  against  friction  within  the  volume /"j/*,  is  (f^ + 
■^y)/=  RP,  R  having  the  significance  attached  to  it  in  §  i8. 

If  the  pipe  is  bent  around  and  /",  and  P^  joined  together,  so  as 
to  form  a  closed  circuit,  K,  =  f^  or  F„  —  o,  and  ■*■„  —  RI. 

If  elastic  membranes  are  stretched  across  the  pipe  at  /*,  and  P^ 
(either  before  or  aiter  /",  and  P^  are  joined  together),  the  propeller 
will  force  liquid  from  the  region  A  into  the  region  B  (analogous 
to  the  positive  and  negative  charges  of  the  terminals  of  an  agent 
possessing  an  intrinsic  e.m.f,  when  on  open  circuit)  until  the 
pressure  in  B  exceeds  the  pressure  in  A  by  the  amount  (^j  =  ^,y 
numerically,  when  the  current  will  cease. 

2fi.  Tlie  Fall  of  Potential  Aronud  a  Closed  Cirooit.  Consider 
a  closed  circuit  containing  an  agent  with  an  intrinsic  e.m.f.  SP 
and  traversed  by  a  constant  current  /.  Let  the  resistance  of  the 
agent,  called  the  internal  resistance,  be  denoted  by  B,  and  that 
of  the  rest  of  the  circuit,  called  the  external  resistance,  by  R, 
both  conductors  being  supposed  homogeneous.  Then  we  have, 
by  (46), 

*  =  .5/  +  ^/(  =  f,  +  fj  (48) 

Now  5/ denotes  the  fall  of  potential,  V^,  in  the  direction  of 
the  current  through  the  resistance  B  of  the  agent,  and  RI  the 
fall  of  potential,  V^,  in  the  direction  of  the  current  through  the 
external  resistance  R.  But  the  total  fall  of  potential  around  a 
complete  circuit  is  zero  (§18,  I.).  Hence  at  the  seat  of  the  in- 
trinsic e.m.f.  there  is  a  rise  in  potential  in  the  direction  of  the 
current  equal  to  ■*■  —  (5  +  R)I.  The  equation  V^—  V^  =  "V^^ 
§  23,  (4),  is  a  particular  case  of  this  proposition  (R  =  infinity). 

To  make  the  fall  of  potential  as  great  as  possible  through  the 
external  circuit  it  is  clear  that  R/B  should  be  made  as  great  as 
possible,  if  ^  is  independent  of  the  current. 

The  e.m.f  of  an  agent  is,  in  general,  a  more  or  less  compli- 
cated function  of  the  current,  although  there  are  some  cases  in 
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which  the  e.m.f.  is  constant  for  all  values  of  the  current.  The 
limiting  value  which  an  e.m.f.  approaches  a^  the  current  ap- 
proaches zero,  and  the  resistance  infinity,  or  the  e.m.f.  on  open 
circuit,  is,  as  we  have  seen,  equal  and  opposite  to  the  potential 
difference  between  its  terminals  on  open  circuit.  If  V  denotes 
this  potential  difference,  and  if  "9  above  is  independent  of  the 
current,  we  have,  for  all  values  of  the  current, 

y~K+V,  (49) 

36.  Eixehlioff'i  Lav  n.     In  any  closed  circuit  in  a  network  of 

conductors  traversed  by  steady  currents,  as  the  circuit  i  2  3  4  .  ■  ■  n 

in  Fig.  75,  the  algebraic  sum  of  all  the  intrinsic  cm.f.s  is  equal 


to  the  algebraic  sum  of  the  products  RT.     That  is,  if  "9^,  ^^^ 

■  ■ .,  '^,1  denote  the  intrinsic  cm.f.s  in  the  branches  12,  23,  ■  -  ■  «i, 
R^,  R^,  •■■,  R^^  the  resistances  of  the  same  branches,  and  /^^  l^, 

■  ■■ ,  /_,  the  currents,  both  currents  and  e,m,f.s  being  reckoned 
positive  in  the  same  direction,  as  12  ■  -  -  »i,  around  the  circuit, 
then 

L^-S^/  (SO) 

For,  by  (45) 

"^t  +  *w  =  ^i/» 
V^+^^  =  R^/„ 

Ki  +  ^.1  =  KJ^ 

from  which,  by  adding  up  both  members  separately,  we  obtain 
(SO). 
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27.  WheatBtone'd  Bridgre  consists  of  a  network  of  six  conduc- 
tors arranged  as  in  Fig.  76  or  Fig,  jy,  with  an  intrinsic  e.m.f,  "^ 
in  the  branch  13,  Fig.  76,  or  the  branch  24,  Fig.  77.  Let  the 
currents  in  the  branches  be  denoted  by  A,  S,  C,  D,  F,  and  G,  as 
shown  in  the  figure,  the  current  in  any  branch  tteing  positive 
when  in  the  direction  of  the  arrow-head  in  that  branch ;  and  let 
the  corresponding  resistances  of  the  branches  be  denoted  by  a, 


*i  ^,  ^,f,  and  g.  First  we  shall  find,  from  KirchhofTs  laws,  the 
current  G  in  the  branch  24  when  the  e.m.f.,  "9,  is  in  the  branch 
13,  Fig.  76. 

Afq)lying  KirchhofTs  law  I.  to  each  of  the  sets  of  conductors 
meeting  in  the  points  1,  2,  and  4,  we  obtain  the  relations 


F=A-^B\ 
C=A  +  G 
D-B-G 


i^) 


Applying  Kirchhoff's  law  11.  to  each  of  the  closed  circuits 
1241,  2342,  and  1431,  we  obtain 

-Gg  +  Aa—Bd==o 

Gg-+  Cc  —  Z>(/— o 

Ff-\-B6-\-  Dd='^ 

On  eliminating  C,  D,  and  F  by  {a),  and  rearranging,  these 
equations  become 
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{g  +  e  +  d)C  +  cA-dB-0 

-  JG  +/A  +  (I  +J+/)B  -  f 
from  which 

G-V(J,c-al)ia  (SI) 

if  Q  is  written  for  the  determinant  of  the  coefiidents  of  the  cur- 
rents in  the  last  set  of  equations,  viz., 

-S  "  -■»        l-fi 

{g-¥c-\-d)  c  -d  \  (52) 

-d  f        (i  +  d+f)\ 

The  current  in  any  other  branch  can  be  found  in  the  same 
manner. 

The  difierence  of  potential  between  the  points  4  and  2  is 

V^=Gs~  *(A^ - '^d)g| Q  (-53) 

and  may  be  made  as  small  a  fraction  of  f  as  desired  by  giving  a 
suitable  value  to  {pc  —  ad). 

From  (41)  and  (52)  and  a  comparison  of  Figs.  76  and  yy,  we 
see  that  when  the  e.m.f.  ^  is  in  the  branch  24,  Fig.  yy,  the 
current  in  the  branch  1 3  is 

F--<f(ic-ad)IQ  (S4) 

Thus  the  current  in  the  conductor  24  due  to  e.m.f.  in  the 
conductor  13  is  equal  to  the  current  in  the  conductor  13  due  to 
the  same  e.m.f.  in  the  conductor  24,  all  the  resistances  remaining 
unaltered. 

By  a  similar  method,  this  reciprocal  relation  may  be  shown  to 
hold  for  any  two  branches  of  the  network,  or  any  network. 

When  ^f  =  ad,  the  current  in  either  of  the  two  conductors  13 
or  24,  due  to  an  e.m.f.  in  the  other,  is  zero.  The  two  conduc- 
tors are  then  said  to  be  conjugate.  In  this  case  the  conductor 
in  which  there  is  no  current  may  be  removed,  or  its  resistance 
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may  be  altered  in  any  manner,  without  afiecdng  the  state  of  the 
rest  of  the  system. 

From  the  relation  /„  —  ( fj,  +  NCi,)//?,,  and  the  principle  of 
superposition  of  potentials  and  e.m.fs,  it  follows  immediately 
that  if  any  number  of  e.m.fs  is  placed  in  the  network,  each  will 
produce  in  any  part  of  the  system  the  same  current  it  would  have 
produced  if  acting  alone.  The  current  in  any  branch  is  thus  the 
algebraic  sum  of  the  currents  due  to  each  e.m.f.  separately. 

Suppose  an  e.m.r  placed  in  one  of  the  branches  12,  23,  34, 
or  41,  Fig.  76.  It  will  produce  a  current  in  the  other  branches, 
including  24.  But  if  6c  =  ad,  the  e.m.f.  in  1 3  will  produce  no 
current  in  24,  whatever  this  e.m.f  may  be.  Suppose  the  e.m.f. 
^  to  have  such  a  magnitude  and  direction  as  to  produce  a  cur- 
rent in  the  branch  13  exactly  neutralising  the  current  in  the  same 
branch  due  to  the  e.m.f.  in  the  other  branch.  Then  there  is  no 
current  in  the  branch  13,  and  it  may  be  removed,  or  its  resistance 
may  be  made  infinite,  without  affecting  the  currents  in  the  other 
branches.  Thus,  when  Ar="  ad,  the  current  in  24  is  independent 
of  the  resistance,  as  well  as  of  the  electromotive  force,  in  the 
branch  13.  This  result  is  applied  below  to  Mance's  method  of 
measuring  the  resistance  of  a  conductor  containing  an  intrinsic 
e.m.f. 

The  condition  that  the  two  conductors  13  and  24  may  be  con- 
jugate, viz.,  6c  =  ad,  can  be  found  very  simply  as  follows.  Let 
the  voltages  between  the  points  12,  23,  34,  etc.,  Figs.  76  and 
77,  be  denoted  by  f^,,  V^  V^,  etc.  Then  we  have,  as  the  con- 
dition that  G  may  be  zero  in  the  arrangement  of  Fig.  y6,  V^^o. 
We  have  also,  in  this  case,  A=  C,  and  B  ^  D.     Therefore 

and 

F„  -  T^  =  K„  =  dB 

Dividing  aA  —  bB  by  cA  «=  dB,  we  obtain  a  j  c  =  b  j  d,  or 

bc  =  ad  (S5) 
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In  exactly  the  same  way  we  find  that  only  this  same  condi- 
tion must  be  satisfied  in  order  that  F  may  vanish  in  the  anange- 
ment  of  Fig.  77. 

Hence  the  conductors  13  and  24  are  conjugate  when  this  con- 
dition is  satisfied. 

The  Wheatstone's  bridge  is  very  extensively  applied  to  the 
comparison  of  electrical  resistances. 

28.  The  Comparison  of  Electrical  Besiataacei.  Thus  suppose 
we  have  an  unknown  resistance  a  which  is  to  be  compared  with 
a  standard  resistance  c.  The  resistances  a  and  c  are  connected  up 
with  two  other  resistances  b  and  d,  whose  ratio  must  be  known, 
as  in  Fig.  76  or  Fig.  "jy,  and  the  terminals  of  a  battery,  or  other 
agent  with  an  intrinsic  e.m.f,,  are  connected  to  the  points  I,  3  or 
2,  4,  and  an  electrometer  (or  galvanometer,  XII.)  to  the  points 
2,  4  or  I,  3.  Then  the  resistance  c,  or  the  resistances  b  and  d,  or 
all  three,  are  varied  until  the  needle  of  the  electrometer  (or  gal- 
vanometer, which  is  almost  invariably  used)  remains  undeflected 
whether  the  branch  containing  the  battery  is  opened  or  closed. 
Then,  by  (5S),  a^cbld. 

29.  Kance'i  Kethod  of  Setermimng  the  Keustance  of  an 
Agent  with  an  Intrinslo  E.X.F.  The  agent  whose  resistance, 
a,  is  to  be  determined  is  connected  up  as  in  Fig,  76  with  three 
other  resistances  c,  b,  and  d,  at  least  one  of  which,  together  with 
the  ratio  of  the  other  two,  is  known.  A  galvanometer  or  elec- 
trometer G  is  connected  to  the  points  2,  4,  and  a  wire  containing 
a  key,  but  no  e.m.f,  to  the  points  1,  3.  Then  the  resktances  c,  b, 
and  d,  or  at  least  one  of  them,  are  varied  until  the  deflection  of 
the  galvanometer  or  electrometer  is  the  same  whether  the  key 
connecting  the  points  i  and  3  is  open  or  closed.  When  this 
condition  is  reached,  the  current  through  the  branch  24,  or  the 
voltage  V^,  is  independent  of  the  resistance  of  the  conductor  13, 
and  the  two  conductors  are  conjugate.     Hence 

a  =  cbld 
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30.  Kelvin's  Hathod  of  Heararin^  tke  Bauatanoe  of  a  Oalvano- 
meter  or  other  Corrent  Indicator.  The  galvanometer  or  electrom- 
eter of  §  28  is  removed  and  is  replaced  by  a  wire  iV  containing  a 
key,  and  the  instrument  whose  resistance  is  to  be  detennined  is  put 
in  place  of  the  unknown  resistance  a.  Then  one  or  more  of  the 
resistances,  i,  c,  d,  are  varied  until,  the  battery  circuit  being  closed, 
the  permanent  indication  of  the  instrument  (a  deflection,  if  a  gal- 
vanometer or  similar  instrument  is  under  experiment  \  silence, 
if  a  telephone)  remains  constant  when  the  key  in  the  wire  Wis 
opened  or  closed.  Then  no  current  traverses  the  wire  in  either 
case,  and  a  =  cbjd,  as  in  §  28. 

31.  Eelviu'l  Double  Brldg^e  furnishes  the  most  accurate  known 
means  of  comparing  two  veiy  small  resistances,*  The  conductor 
A,  Fig.  76,  of  a  Wheatstone's  bridge  arranged  for  the  comparison 
of  resistances,  §  28,  is  disconnected  from  the  conductor  B  at  the 
point  I,  and  the  terminals  of  one  of  the  resistances  to  be  com- 
pared, X,  are  connected  to  the  free  end  of  A,  denoted  by  i',  and 
the  original  point  I.  In  like  manner,  (Tis  separated  from  D  and 
the  other  resistance  under  comparison,  y,  is  connected  to  the 
point  3  and  the  free  end  of  C,  denoted  by  3'.  The  bridge  is 
completed  by  joining  the  points  i'  and  3'  with  a  third- conductor 
of  low  resistance.  The  resistances  a,  b,  c,  d  (all,  in  practise,  of 
considerable  magnitudes,  which  can  be  determined  with  precision 
by  other  methods),  or  either  c  and  d  ot  a  and  b,  are  then  varied, 
the  ratio  b/d  being  kept  constantly  equal  to  a/c,  until  no  current 
traverses  the  galvanometer.  Then,  since  the  currents  through  a 
and  <:  are  equal,  and  also  the  currents  through  b  and  d,  and  there- 
fore the  currents  through  x  and_y,  it  is  clear  that 

xly  =.  ale  -  b/d  (56) 

For  a  thorough  discussion  of  the  Kelvin  bridge  in  its  general 
form,  sec  Zeiisckr.  fur  Instrumen/enhmde,  Feb,  and  Mar.,  1903. 
Equation  (56)  does  not  express  the  general  condition  for  a 
balance. 

*Wilh  the  possible  exceptifm  of  the  shunted  diffeieDtlal  galvinometer  method 
(F.  KohlTBUsch,  Wild.  Ann.,  Vol.  30,  p.  76,  1S83). 
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CHAPTER   IX. 
ELECTROLYTIC  AND   METALLIC  CONDUCTION. 

1.  Metallio  Conduction.  The  electric  current  in  a  metallic  con- 
ductor, whether  a  pure  metal  or  an  alloy,  in  the  solid  or  liquid 
state,  is  not,  so  far  as  is  known,  associated  with  any  chemical 
change  in  the  conductor  or  with  the  convection  of  its  molecules 
or  atoms  from  one  part  to  another.  All  substances  which  con- 
duct in  this  manner  are  said  to  conduct  metallically.  A  theory 
of  metallic  conduction,  based  on  the  motion  of  electrons,  will  be 
referred  to  in  §15. 

2.  EleotrolTtio  Condnotion.  Eleotrolyua.  Ions.  The  electric 
current  in  most  chemical  compounds,  however,  is  invariably  as- 
sociated with  their  separation  into  two  constituents,  atoms  or 
groups  of  atoms,  called  ions.  These  ions  do  not  appear  separ- 
ately in  the  body  of  the  conductor,  but  only  at  the  electrodes  by 
which  the  current  enters  and  leaves  it.  Hence  one  of  the  ions 
moves  toward  the  anode,  and  is  therefore  called  the  anion; 
while  the  other  moves  toward  the  kathode,  and  is  called  the 
kation. 

Substances  in  which  the  electric  current  is  associated  with  the 
transportation  of  atoms  or  molecules  are  called  electrolytes,  the 
process  of  electro-separation  of  the  constituents  is  called  electroly- 
sis, and  the  substances  are  said  to  conduct  electrolytically. 

The  simplest  electrolytes,  in  some  respects,  are  molten  salts, 
e.  g.,  KCl  at  a  temperature  above  734"  C.  During  the  elec- 
trolysis of  this  salt,  K  appears  at  the  kathode  and  CI  at  the 
anode.  Thus  K  is  the  kation  and  CI  the  anion.  As  in  this 
case,  so  in  the  electrolysis  of  salts,  adds,  and  bases  generally, 
the  kadon  invariably  consists  of  a  metal  or  hydrogen,  and  the 
338 


b,GoogIc 


ELECTROLYTIC  AND  METALLIC   CONDUCTION.         229 

anion  of  an  add  element  or  radical  (sometimes  combined  with  a 
metal). 

The  commonest  electrolytes  are  aqueous  and  other  solutions 
of  salts,  adds,  and  bases.  In  such  a  solution,  all  together  an 
electrolyte,  the  dissolved  substance,  not  the  solvent,  is  separated 
into  the  moving  ions.  Hence  the  dissolved  substance  itself  is 
often  spoken  of  as  the  electrolyte.  It  must  be  remarked,  how- 
ever, that  pure  dry  adds,  salts,  and  bases  at  ordinary  tempera- 
tures, as  well  as  pure  water  and  other  solvents  whose  solutions 
are  frequently  electrolytes,  are  either  not  conductors,  or  else 
possess  extremely  small  conductivities. 

The  actual  determination  of  the  constituents  forming  the  ions 
is  sometimes  a  matter  of  considerable  difficulty.  For  in  many 
cases  the  ions  do  not  themselves  separate  out  at  the  electrodes, 
but  on  reaching  the  electrodes,  combine  with  them  chemically, 
if  sOch  reaction  is  possible,  or  with  the  solvent,  if  the  first  reac- 
tion is  impossible.  If  neither  reaction  is  possible,  the  ions  col- 
lect at  the  electrodes  or  are  there  liberated. 

Thus  if  molten  KCl  is  electrolysed  with  a  platinum  anode  and 
a  kathode  of  graphite,  metallic  potassium  may  be  collected  at  the 
kathode,  but  at  the  anode  the  CI  unites  with  the  platinum. 

Also,  if  an  aqueous  solution  of  H^SOj  is  electrolysed  between 
platinum  electrodes,  H  (the  kation)  appears  at  the  kathode, 
where  it  is  given  off  as  a  gas  (no  reaction  with  platinum  or  with 
water  being  possible) ;  and  SO,  (the  anion)  appears  at  the  anode. 
But  SOj  can  neither  combine  with  platinum,  nor  can  it  exist  alone 
in  the  presence  of  water  ;  hence  it  reacts  with  the  latter  to  form 
HjSO,  and  O,  the  first  going  into  solution,  and  the  second  being 
evolved  as  a  gas. 

3.  The  Lavs  of  Faraday.  Eleotrolytio  Heasorament  of  Cvrrsat 
According  to  the  experiments  of  Faraday,  confirmed  by  all  later 
investigation, 

I.  The  mass  of  an  ion  deposited  on  an  electrode,  or  there  dis- 
solved, during  the  passage  of  a  current,  is  proportional  to  the 
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electric  charge  crossing  the  electrode  during  the  deposit  or  solu- 
tion. Thus,  if  M^  denotes  the  mass  of  an  ion  a  deposited  at  an 
electrode,  or  there  dissolved,  in  the  time  /,  while  the  charge  q 
crosses  the  electrode  (or  passes  through  the  electrolyte). 

K  -  K^  (I) 

where  K^  =  M^  jg  is  a  constant  for  the  ion  a,  equal  to  the  mass 
of  the  ion  deposited  per  unit  charge,  and  called  its  electrochemical 
equwalent. 

If  a  condenser  of  capacity  ^  is  repeatedly  chained  to  a  voltage 
VaxiA  discharged  in  a  constant  direction  through  an  electrolyte 
at  the  rate  « times  per  second,  the  mass  M^  of  the  ion  a  deposited 
or  dissolved  in  the  time  i  will  be 

M^  =  K^g  =  K^S  Vnt  (2) 

from  which,  by  measuring  M^  S,  V,  n,  and  /,  K^  may  be  dc- 
tennined.  If  M^  is  expressed  in  grams,  t  in  seconds,  and  S  and 
I^in  RES  units,  A"^,  will  be  expressed  in  the  RES  unit  electro- 
chemical  equivalent. 

If  a  constant  current  /  traverses  the  electrolyte,  we  have 

M^  =  K^q=KJt  (3) 

from  which 

I-MJKJ  (4) 

Hence  by  measuring  Af_,  /  and  K^,  I  may  be  determined.  If 
M^  and  /  are  measured  in  grams  and  seconds,  respectively,  and 
K^  in  the  RES  unit,  /  will  be  expressed  in  the  RES  unit  current. 

II.  The  electrochemical  equivalent  of  any  ion  is  directly  pro- 
pordonat  to  its  atomic  (or  combining)  weight  and  inversely  pro- 
portional to  its  valence ;  i,  e.,  the  electrochemical  equivalent  of 
a  substance  is  proportional  to  its  chemical  equivalent.  Thus  if 
a  and  b  denote  two  ions,  A  and  5' their  atomic  (or  combining) 
weights,  a'  and  l>'  their  valences,  and  K^  and  A'^  their  electro- 
chemical equivalents,  then 


b.GoogIc 


ELECTROLYTIC  AND  METALLIC  CONDUCTION.        23 1 

KIK.-i^  (5) 

whence 

K^=Ala'-i'IBK^  (6) 

If  therefore  the  combining  weights  and  valences  of  all  ions  are 
known,  and  the  electrochemical  equivalent  of  any  one  of  them, 
the  electrochemical  equivalents  of  all  the  rest  may  be  found  from 
(6).  The  ion  whose  electrochemical  equivalent  has  been  most 
accurately  determined  is  the  silver  ion,  of  which  the  valence  is 
I,  the  combining  (atomic)  weight  107.93  (^=  16.000),  and  the 
electrochemical  equivalent  0.001119  gram/coulomb  (XIV,). 
Hence  if  b  in  (6)  denotes  silver,  the  electrochemical  equivalent 
of  any  other  ion  a  is 

K^  =  Aja'  ■  I  / 107.93  '  X  O.OOI  I  ig  gram/coulomb 
=  Aja'  ■  X  0.00001037  gram/coulomb 

By  omission,  law  II.  states  that  JC^  is  independent  of  the  nature 
of  the  compound  in  which  a  is  found,  the  nature  of  the  solvent 
if  the  compound  is  in  solution,  the  strength  of  the  current,  the 
temperature,  aijd  other  physical  conditions. 

If  an  element  has  two  or  more  valences  in  different  compounds, 
then  it  exists  as  two  or  more  distinct  ions,  each  with  its  own  elec- 
trochemical equivalent.  Thus  iron  in  ferric  compounds,  as  FeCl^ 
has  a  valence  3,  while  in  ferrous  compounds,  as  FeCI^  its  valence 
is  2.     Hence 

i^/r     ■    ■       \.-u-ff  ■      ^      valence  ferrous  iron 

Kffernc  ironl/Kfferrous  iron)  =  —    ,-  —  - — , =  | 

*  /'      \  /        valence  feme  iron        * 

since  the  atomic  weight  of  iron  is  the  same  for  both  classes  of 
compound!. 

Since  the  same  quantity  of  electric  charge  crosses  every  sec- 
tion of  a  conductor  carrying  a  steady  current  in  any  given  time, 
it  follows  from  taw  II.  that  in  the  electrolysis  of  any  compound 
the  ions  are  deposited  simultaneously  at  the  two  electrodes  in  the 
same  proportions  in  which  they  occur  in  the  compound.     Thus 
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when  KCl  is  electrolysed,  for  every  atom  of  K  deposited  at  the 
.  kathode,  an  atom  of  CI  is  deposited  at  the  same  time  at  the 
anode.  Likewise,  in  the  electrolysis  of  an  aqueous  solution  of 
H^Oj,  for  every  ion  SO,  deposited  at  the  anode,  two  atoms  of 
H  are  deposited  at  the  same  time  upon  the  kathode.  Since  one 
sulphion  reacts  with  a  molecule  of  water  to  form  a  molecule  of 
H^O,  and  an  atom  of  O,  it  follows  that  H  and  O  are  evolved  at 
the  kathode  and  anode  respectively  in  the  proportions  in  which 
they  occur  in  water,  while  the  total  quantity  of  H^O,  in  solu- 
tion remains  constant.  In  like  manner,  when  an  aqueous  solu- 
tion of  silver  nitrate  is  electrolysed  between  silver  electrodes,  for 
every  silver  atom  (kation)  deposited  upon  the  kathode,  one 
nitrion  NOj  (anion)  is  liberated  at  the  silver  anode,  and  reacts 
with  an  atom  of  this  electrode  to  form  a  molecule  of  silver  nitrate. 
The  nitrate  goes  into  solution.  Thus  the  total  quantity  of  salt 
and  the  total  quantity  of  silver  in  solution  remain  constant,  while 
the  kathode  gains  as  much  silver  as  the  anode  loses. 

4.  The  Arrheniaa  Theory  of  Eleotrolytio  Diuociation.  Ac- 
cording to  this  theory,  which,  though  not  universally  accepted, 
serves  to  explain  many  electrochemical  phenomena,  the  mole- 
cules of  a  molten  salt,  or  a  salt  in  aqueous  solution,  or  other 
electrolyte,  are  always,  in  greater  or  less  numbes,  independently 
of  the  passage  of  a  current,  broken  up,  or  dissociated,  each  into 
two  kinds  of  atoms  or  atomic  groups,  called  lans.  One  kind  of 
ion  is  positively  charged,  and  is  called  a  kation,  the  other  is  neg- 
atively charged  and  is  called  an  anion.  Thus  a  molecule  of 
HjSO,  dissociates  into  two  positively  charged  H  kations  and  one 
negatively  charged  SO,  anion ;  and  a  molecule  of  KCi  into  a 
negative  chlorine  anion  and  a  positive  potassium  katioq  the  metal- 
lic or  hydrogen  atoms  being  in  general  the  kjitions,  and  the  acid 
atoms  or  radicals  the  anions. 

Every  ion  of  the  same  valence  carries  a  chaise  of  the  same 
magnitude,  and  this  charge  is  directly  proportional  to  the  va- 
lence of  the  ion.     Thus  the  negative  charge  of  a  chlorine  ion  is 
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equal  to  the  positive  charge  of  a  potassium  ion,  the  valence  of 
each  being  l  ;  the  negative  charge  of  a  sulphion,  whose  valence 
is  2,  is  equal  to  the  positive  char^  of  two  hydrogen  ions,  whose 
valence  is  i  ;  the  charge  of  a  silver  ion  is  equal  to  the  charge  of 
a  nitrion,  and  to  the  charge  of  a  hydrogen,  potassium,  or  chlo- 
rine ion  ;  and  so  on. 

The  electric  conduction  current,  or  transfer  of  electric  charge, 
through  an  electrolyte  consists  in  a  convection  current  of  the 
ions  —  the  kations  with  their  positive  charges  moving  toward 
the  (negative)  kathode,  and  the  negative  anions  moving  toward 
the  (positive)  anode.  On  reaching  an  electode  the  ions  give  up 
their  charges  to  the  electrodes,  and  react  with  one  another,  or 
with  the  solvent,  or  with  the  electrode,  to  form  molecules. 

If  we  assume  that  the  current  at  each  electrode  consists  in 
the  motion  of  only  one  kind  of  ion,  which  will  presently  be 
proved  to  be  true,  the  theory  affords  a  simple  explanation  of  the 
laws  of  Faraday : 

Since  a  given  kind  of  ion  always  carries  an  electric  charge  of 
the  same  magnitude  and  sign,  the  quantity  of  an  ion  deposited  upon 
an  electrode  wilt  be  proportional  to  the  charge  which  crosses  the 
electrode,     Thb  is  Faraday's  first  law. 

Since  the  charge  of  an  ion  is  proportional  to  its  valence,  and 
since  the  mass  of  an  ion  is  proportional  to  its  combining  weight, 
the  mass  of  ions  of  one  kind  carrying  a  given  charge,  or  the  ion 
mass  deposited  per  given  charge,  must  be  proportional  to  its 
combining  weight  and  inversely  proportional  to  its  valence. 
This  is  the  second  law  of  Faraday. 

6.  A  Oram  Atom  of  an  element  is  a  quantity  of  the  element 
equal,  in  grams,  to  the  number  denoting  its  atomic  weight.  Thus 
a  gram  atom  of  potassium  is  39. 1 5  grams  potassium. 

A  Oram  Ion  is  in  the  same  way  a  quantity  of  the  ion  equal,  in 
grams,  to  the  number  denoting  its  combining  weight.  Thus  a 
gram  ion  of  silver  is  107.93  grams  silver,  and  a  gram  sulphion 
is  96.06  -1  (32.06  +  4  X  16.00)  grams  SO,. 
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A  gram  molecule  of  a  substance  is  a  quantity  of  the  substance 
equal,  in  grams,  to  the  number  denoting  its  molecular  weight. 
Thus  the  molecular  weight  of  KCl  is  39.15  +  3S-4S  =74.60, 
and  therefore  74.60  grams  KCI  is  a  gram  molecule  of  this  Sub- 
stance. 

It  will  now  be  obvious  that  the  magnitude  of  the  chaise  car- 
ried by  a  gram  ion  of  every  univalent  ion  is  the  same.  The 
charge  carried  by  a  gram  ion  of  a  bivalent  ion  is  twice  as  great, 
and  so  on.  The  chaise  carried  by  a  gram  ion  is  equal,  numer- 
ically, to  the  gram  ion  divided  by  the  mass,  in  grams,  carrying 
unit  charge,  or  equal  to  the  gram  ion  divided  by  the  electro- 
chemical equivalent  of  the  ion.  Thus  the  silver  gram  ion  is 
107.93  S'^'ns,  and  the  electrochemical  equivalent  of  silver  is 
0.001119  gram  per  coulomb.  Hence  the  charge  carried  by  a 
gram  ion  of  silver  or  any  other  univalent  ion,  which  will  be  de- 
noted by  Q,  is 

Q  =  107.93  grams  -¥■  o.ooi  1 19  gram/coulomb 

=  96450  coulombs 

The  oouoentration  of  a  solution  is  the  quantity  of  dissolved 
substance  per  unit  volume  of  solution.  The  concentration  may 
be  expressed  in  grams/c.c,  grams/liter,  gram  molecules /liter, 
etc.,  and  will  be  denoted  here  by  C. 

6.  Telooitiei  of  the  Ions.  Hittorf  a  Batio.  EittorPa  Hum- 
ben,  etc.  If  in  the  electrolysis  of  a  solution  ordinary  convection 
and  diffusion  effects  are  prevented,  it  is  found  that  no  change 
takes  place  in  the  concentration  of  the  solution  except  in  the 
vicinity  of  the  electrodes.  Owing  to  the  deposit  or  liberation 
of  the  ions  at  the  electrodes,  however,  the  total  quantity  of  dis- 
solved substance  diminishes  (reactions  at  the  electrodes  which 
produce  the  substance  being  neglected).  Hence  it  follows  that 
the  concentration  of  the  dissolved  substance,  or  rather,  the  con- 
centration of  the  solution,  diminishes  near  the  electrodes  (the 
reactions  mentioned  being  neglected,  if  occurring). 
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To  study  the  matter  more  closely  and  to  make  the  conditions 
perfectly  definite,  consider  the  electrolysis  of  an  aqueous  solu- 
tion of  silver  nitrate  between  platinum  electrodes,  A  and  K.  If 
we  imagine  a  porous  partition  P,  preventing  diffusion  and  con- 
vection currents  across  it  but  not  hindering  the  motion  of  the 
ions,  placed  between  A  and  K,  but  not  close  to  either,  the 
quantity  of  AgNO,  in  each  of  the  compartments  into  which  P 
divides  the  electrolytic  vessel  will  diminish  during  electrolysis. 
Before  electrolysis  begins,  each  compartment  contains  as  many 
anions  as  kations  (+  Ag  and  —  NOJ,  one  of  each  being  neces- 
sary to  form  a  molecule  of  silver  nitrate.  During  electrolysis 
let  ^  be  the  kathode  and  A  the  anode. 

Let  the  velocities  of  the  kations  and  anions  in  the  main  body 
of  the  solution,  at  the  partition  for  example,  be  denoted  by  U 
and  f  respectively,  and  let  Uj  f  =  h.  Then  for  every  k  kations 
which  cross  the  partition  in  the  direction  AK,  i  anion  crosses  in 
the  direction  KA.  During  this  process  the  number  of  molecules 
of  AgNOj  in  the  compartment  KPis  diminished  by  k,  since  both 
ions  are  necessary  to  form  a  molecule ;  and  likewise  the  number 
of  molecules  of  the  salt  in  the  compartment  AP  is  diminished  by 
I .     Hence  {Hittorfs  law) 

Loss  of  saltnearanode/Lossofsaltnear  kathode—  UjV™k  (9) 
The  ratio  k=  UjV  is  called  Hittorf's  ratio,  and  will  be  further 
discussed  below. 

When  /(  kations  have  crossed  the  partition  in  the  direction  AK, 
and  one  anion  therefore  in  the  direction  KA,  k  +  i  anions  are 
left  without  the  corresponding  kations  at  the  anode  A,  and  h  -(-  1 
kations  are  left  without  the  corresponding  anions  at  the  kathode 
K.  The  free  kations  immediately  give  up  their  positive  charges 
to  the  kathode,  and  are  deposited  upon  it ;  and  the  free  anions 
immediately  give  up  their  negative  charges  to  the  anode,  and 
react  with  water  to  form  nitric  add  and  oxygen. 

Since  each  ion  carries  the  same  numerical  charge,  the  electric 
current  in  the  main  body  of  the  electrolyte  is  the  same  as  if  all 
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the  anions  were  moving  with  the  velocity  U'+  (^toward  A,  and  all 
the  kadons  were  at  rest ;  or  as  if  all  the  kations  were  moving  with 
the  same  velocity  £/+  f  toward  K,  and  all  the  anions  were  at  rest. 

Since,  moreover,  by  what  precedes,  /i  +  i  kations  give  up  their 
charges  to  the  kathode,  and  &+  1  anions  give  up  their  charges 
to  the  anode,  while  only  A  kations  cross  the  partition  in  the  direc- 
tion AK  and  only  i  anion  in  the  direction  KA,  and  since  the 
current  is  the  same  across  every  section  of  the  conductor,  the 
current  ai  the  anode  consists  in  the  motion  of  anions  only,  and 
the  current  ai  the  kathode  consists  in  the  motion  of  kations  only. 
It  does  not  follow,  however,  that  the  velocity  of  either  anion  or 
kation  at  an  electrode  is  1/+  V.  For  the  quantity  of  kations 
deposited  at  the  kathode  b  greater  than  the  quantity  crossing  the 
partition  toward  the  kathode  in  the  ratio  (A  +  i)jk={U+  V)jU; 
and  the  quantity  of  anions  deposited  on  the  anode  is  greater  than 
the  quantity  crossing  the  partition  toward  the  anode  in  the  same 
time  in  the  ratio  (//  +  i)/  r  =  {U  +  V)i  V. 

Thus  a  fraction  Uji^U  +  V)oi  the  total  quantity  of  the  kation 
deposited  at  the  kathode  in  any  inten'al  comes  from  the  main 
body  of  the  electrolyte,  and  a  fraction  i  —  [/f{U+  V)  = 
Vj{t/+  V)  comes  from  the  vicinity  of  the  kathode.  In  like 
manner,  a  fraction  V/(l/+  V)  of  the  total  quantity  of  the  anion 
deposited  at  the  anode  in  any  interval  comes  from  the  main  body 
of  the  electrolyte,  and  a  fraction  i  —  K/  ( f/  +  V)  =  Uj{U-h  V) 
comes  from  the  vicinity  of  the  anode. 

The  velocity,  U^,  of  the  kations  at  or  very  near  the  kathode, 
and  the  velocity,  V^,  of  the  anions  at  the  anode,  can  be  obtained 
from  the  condition  that  the  charge  crossing  every  section  of  the 
conductor  in  the  same  interval  is  the  same.  This  condition  gives, 
for  the  interval  in  which  N  anions,  and  therefore  A^Vkations,  cross 
the  partition, 

U,kN(A+  i)lh  =  /tNU+  NV 
whence 

£/,- (t"  +  P^)/(C?+ fO -[(*+■)/(*+ I)]  f' 
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and 

V,N{h  +  I)  =-  NV+  kNU 
whence 

p;  =  (£/'+  r')/(i/+  v)  =  u^  (10) 

The  ratios  UI{U-\-  V)  and  VI{U+  V),  which  represent  the 
fractions  of  tiie  total  current  carried  in  the  main  body  of  the  elec- 
trolyte by  the  kations  and  anions  respectively,  are  called  the 
transport  numbers  of  the  kation  and  anion,  respectively,  for  the 
given  electrolyte.     Put 

Ul{U^V)  =  n  (u) 

then 

V!{U+V)^i-n  (12) 

and 

UIV-h-nl{i-n)  (13) 

If  the  electrolysis  of  silver  is  carried  on  between  silver  elec- 
trodes instead  of  platinum  electrodes,  the  loss  of  the  salt  around 
the  kathode  wilt  be  the  same,  for  a  given  chai^,  as  before ;  but 
since  the  total  quantity  of  salt  in  solution  now  remains  constant, 
there  will  be  a  gain  of  salt  around  the  anode  equal  to  the  loss 
around  the  kathode.  If  from  the  amount  of  AgNO,  correspond- 
ing to  the  total  quantity  of  silver  deposited  on  the  kathode  (or 
dissolved  at  the  anode),  which  would  be  the  gain  at  the  anode  if 
the  silver  ions  did  not  move,  we  subtract  the  actual  gain  at  the 
anode,  we  obtain  the  loss  of  salt  at  the  anode  due  to  the  motion 
of  the  silver  ions.  The  actual  gain  in  salt  at  the  anode  (equal 
to  the  loss  at  the  kathode)  divided  by  this  quantity  is  Hittorfs 
ratio,  from  which  «  and  i  —  n  are  easily  computed.  Since  any 
quantity  of  the  salt  is  proportional  to  the  quantity  of  silver  in  the 
salt,  we  may  use  the  quantities  of  silver  deposited  on  the  kathode 
and  gained  by  the  solution  around  the  anode  instead  of  the  cor- 
responding quantities  of  salt,  and  much  more  conveniently. 
Also,  the  loss  at  the  kathode  instead  of  the  gain  at  the  anode 
may  be  obtained,  if  preferable,  by  direct  experiment, 

Hittorf 's  ratio,  and  therefore  the  transport  numbers  «  and  I  —  n, 
are  found  to  vary  slightly  with  the  temperature,  k  and  n  increas- 


D,g,t7cdb;/GOOgIC 


238         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

ing  as  the  temperature  rises.  Thus,  for  NaCi,  «  -«  0.392  at  20" 
C.  and  0.449  3t  95°  C.;  and  for  AgNO^  a  =  0.470  at  10°  C. 
and  0.490  at  90°  C. 

For  certain  electrolytes,  especially  aqueous  solutions  of  alka- 
line salts,  »  is  almost  independent  of  the  concentration.  Thus, 
in  the  case  of  an  aqueous  solution  of  KCl,  a  changes  from  0.497 
to  0.486  when  the  concentration  increases  from  0.03  to  2.5  grm. 
mol./lit. 

For  other  electrolytes  »  decreases  rapidly  with  the  concentra- 
tion. Thus,  for  an  aqueous  solution  of  CuSO,  a  decreases  from 
0.36  to  a27  as  the  concentration  increases  from  0.1  to  2,0  grm. 
mol.  per  liter. 

For  still  other  electrolytes  n  increases  rapidly  with  the  increase 
of  concentration.  Thus,  for  an  aqueous  solution  of  AgNO^  a 
changes  from  0.474  to  0.53  as  the  concentration  increases  from 
0.01  to  2  grm,  mol.  /liter. 

In  all  cases  a  is  independent  of  the  current  strength. 

7.  The  DixBDciation  Aatio.  By  several  methods,  into  a  discus- 
sion of  which  we  cannot  here  enter,  for  example  the  lowering  of 
the  freezing  point  produced  by  the  solution  of  a  substance,  the 
ratio  of  the  number  of  dissociated  molecules  in  a  solution  to  the 
total  number  of  molecules  of  the  dissolved  substance  can,  ac- 
cording to  the  modern  dissociation  theory,  be  determined  with- 
out the  use  of  an  electric  current.  This  ratio,  called  the  disso- 
ciation ratio,  will  be  denoted  by  »;.  For  a  given  solution  m  in 
general  increases  slowly  with  the  temperature. 

If  the  concentration  of  a  given  kind  of  electrolytic  solution 
is  diminished,  m  in  general  increases,  very  rapidly  at  first,  then 
more  and  more  slowly,  reaching,  when  the  solution  becomes  very 
dilute,  sensibly  the  constant  value  1.  That  is,  in  very  dilute 
solutions  all  the  molecules  of  a  dissolved  electrolytic  substance 
are  dissociated. 

8.  Ohm's  Lav  for  a  Homogeneoui  Eleotrolyte.  CondnctiTlty 
and  Holeoalar  CoudnotiTity.     Since  according  to  the  dissociation 
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theory  the  electric  current  in  an  electrolyte  consists  in  the  motion 
of  the  ions,  the  undissociated  molecules  playing  no  part  in  the 
conduction,  the  current  density,  i,  must  be  equal  to  the  continued 
product  of  the  concentration  of  the  salt,  C,  in  gram  molecules 
per  cc.,  the  dissociation  ratio,  m,  the  valence  of  the  ions,  c^ ,  the 
quantity  of  charge  carried  by  a  univalent  gram  ion,  Q,  and  the 
sum  of  the  ionic  velocities,  C+  K  For  mC  is  the  number  of 
gram  ions  of  each  kind  per  cc,  mCa^Q  is  the  charge  upon  all 
the  kations  in  one  cc,  and,  numerically,  the  charge  upon  all  the 
anions  in  one  cc;  he^cs  mCa' QU as\A  mCa'QV  ak  the  total 
positive  and  negative  chaises,  respectively,  crossing  unit  area  per 
second  in  opposite  directions.     Hence 

i-mCa'aU-i-V)  (14) 

Now  Ohm's  law  holds  rigorously  for  liquid  electrolytes  (though 
not,  in  general,  for  gases),  as  well  as  for  metallic  conductors. 
Hence  the  above  equation  may  be  written 

(■  =  kE=  mCa'Q{U-\-  V)  (15) 

Therefore  the  sum  of  the  velocities  of  the  ions,  U  +  V,\s  pro- 
portional to  the  electric  intensity  E.  Hence,  since  «  or  h  is 
independent  of  the  electric  intensity  or  current  (§6),  the  velocity 
of  each  ion  must  be  proportional  to  E.  If  therefore  u  and  v 
denote  the  velocities  of  the  kation  and  anion  respectively  per  unit 
intensity,  we  have,  when  the  intensity  is  E 

U—uE    and     V—vE  (16) 

(i  s)  may  therefore  be  written 

i^kE~  mCa'Q{u  +  v)  E  (17) 

so  that 

Jk  =  mCa' Q{u  +  v)  (18) 

The  ratio  of  the  conductivity  i  to  the  concentration  C  (in  grm. 
mol./cc)  is  called  the  molecular  conductivity,  and  will  be  denoted 
by  M.     Thus 

J/=-  kjC=  ma'Q{u  +  v)  (19) 
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When  the  solution  becomes  very  dilute,  m  becomes  sensibly 
equal  to  unity ;  hence,  if  the  corresponding  values  of  M,  k,  C,  u, 
and  V  are  denoted  by  these  letters  with  the  subscript  zero,  we 
have  from  (19) 

K  =  Kl  Q  =  '^'iSC",  +  -v^  (20) 

From  the  last  two  equations 

m-=MjM^-{u^  +  v^j(u  +  v)  (21) 

The  conductivity,  k,  of  an  electrolyte  is  readily  measured  by 
methods  similar  to  those  used  tn  the  case  of  metallic  conductors, 
except  that  to  avoid  the  troublesome  effects  of  polarisation  an 
alternating  current  and  a  telephone  or  electrodynamometer  are 
employed  instead  of  a  direct  current  and  a  galvanometer.  From 
the  conductivity  and  the  concentration  the  molecular  conductivity 
is  obtained  by  division  from  {19).  From  the  molecular  conduc- 
tivity M,  at  given  dilution,  and  M^,  m  can  be  computed,  if 

("b +  %)/("  +  *) 
is  known. 

9.  Variation  of  Eleotrolytio  Condaotivity  with  Temperature 
PreBaare,  and  Viiooiity.  The  conductivity  of  an  electrolytic 
solution  always  increases  rapidly  with  the  temperature.  Since 
in  equation  (18)  a'  and  Q  are  constants,  and  vtC  does  not  vary 
much  with  the  temperature,  this  increase  in  conductivity  must  be 
almost  wholly  due  to  an  increase  in  (»  +  v).  Such  an  increase 
in  the  velocities  would  be  expected  from  the  fact  that  the  vis- 
cosity of  a  liquid  rapidly  diminishes  with  the  increase  of  tempera- 
ture. 

The  conductivity  of  an  electrolytic  solution  also  increases  with 
the  pressure  to  which  it  is  subjected.  Since  this  increase  occurs 
in  the  case  of  very  dilute  solutions  (m=  i ),  although  to  a  less 
degree  than  for  strong  solutions,  it  must  be  due,  in  part  at  least, 
to  the  diminutions  of  the  liquid's  viscosity  (which  always  dimin- 
ishes with  increase  of  pressure)  and  the  consequent  increase  of 
the  ionic  velocities. 
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For  solutions  in  which  different  solvents  contain  the  same 
number  of  gram  ions  of  a  given  substance  per  cc,  the  conductiv- 
ity is  always  less  the  greater  the  viscosity  of  the  solvent,  the 
conductivity  of  the  solvent  being  eliminated  if  appreciable. 

The  intimate  connection  between  the  ionic  velocities  and  vis- 
cosity is  shown  further  by  the  fact  that  the  conductivities  of  anal- 
ogous compounds  in  solution  bear  to  one  another  the  same 
ratios  as  do  their  velocities  of  dilTiision. 

10.  Holeoolar  Co&daotiTity  and  Conoentratioii.  The  Disiocia- 
tion  Batio.  The  relation  between  the  molecular  conductivity  M 
of  an  aqueous  solution  of  KCl  and  the  dilution  of  the  solution, 
expressed  in  terms  of  the  number  of  liters  of  water  containing  a 
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gram  molecule  of  the  salt,  is  shown  graphically  in  Kg.  78.  As 
the  dilution  increases,  or  the  concentration  diminishes,  M  in- 
creases, rapidly  at  first,  then  more  and  more  slowly,  reaching  a 
constant  value  M^  when  the  solution  becomes  very  dilute. 

Curve  /of  Fig.  78  shows  the  relation  between  MjM^  and  the 
dilution,  and  curve  //  the  relation  between  the  dissociation  ratio 
m,  calculated  from  the  lowering  of  the  freezing  point,  and  the 
dilution,  for  the  same  salt  KCl  in  aqueous  solution. 
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The  close  similarity  of  the  curves  shows  that,  very  approxi- 
mately, in  this  case 

m  =  M-M^  (22) 

Hence,  to  the  same  degree  of  approximation,  equation  (21)  gives 
(«,  +  v^  =  (a  +  n)  ;  that  is,  the  sum  of  the  velocities  of  the  ions 
is  nearly  independent  of  the  concentration.  In  practise  this  ap- 
proximation is  frequently  employed,  and  the  dissociation  ratio  is 
calculated  from  (22)  on  the  assumption  that  («^  +  v^  ■—  {«  -j-  p) 
sensibly.  Equation  (22),  however,  appears  in  many  cases  to  be 
not  even  approximately  true  except  for  very  great  dilutions. 

11.  The  Telocitiaa  of  the  lona.  The  Law  of  Kohlrauoh.  From 
(19)  it  follows  that 

(«  -f  T/)  =  MjmdQ  (23) 

and  from  (9)  and  (16)  that 

h  =  Ul  r=  uElvE  =  ulv  {24) 

From  these  equations  we  have 

u  —  kMjmafQ  cm.  per  second  per  unit  intensity         (25) 
and 

»  —  (i  —  k)  Mjma'Q  cm.  per  second  per  unit  intensity   (26) 

from  which  u  and  v  can  be  readily  computed,  all  the  quantities 
in  the  second  members  being  capable  of  experimental  determina- 
tion. 

The  ionic  velocities,  when  calculated  by  these  formulae,  for 
extremely  dilute  solutions  are  found  to  be  wholly  independent 
of  the  compounds  in  which  they  occur.  This  is  the  law  of  Kofd- 
rausch.  Thus  the  velocity  of  the  chlorine  ion  is  the  same 
whether  in  a  very  dilute  solution  of  HCl  or  a  very  dilute  solu- 
tion of  NaCl.  The  velocities  of  the  hydrogen,  silver,  hydroxyl 
(OH),  and  chlorine  ions,  all  in  cms.  per  second,  when  the  elec- 
tric intensity  is  one  volt  per  cm.,  are  0.00320,  0.00057,  0.00181, 
and  0.00069,  respectively,  by  calculation  from  (25)  and  (26). 
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The  above  results  have  been  conJlrmed  by  the  direct  experi- 
ments of  Lodge  and  of  Whetham  {Philosophical  Transactions,  A, 
1893,  and  A,  1895). 

12.  Thermal  Analogue  of  Ohm'i  Lav.  Let  the  two  parallel 
faces,  I  and  2,  distant  L  apart,  of  a  large  plane  slab  of  a  homo- 
geneous isotropic  substance  with  thermal  conductivity  ^  be  main- 
tained at  the  temperatures  /,  and  /,.  T^ear  the  center  of  tht 
slab  the  flow  of  heat  from  1  to  2  is  perpendicular  to  the  faces, 
and  the  fall  of  temperature  per  unit  length,  or  temperature  gradi- 
ent, from  1  to  3  is  uniform  and  equal  to  (/■,  —  t^lL  =  E' .  The 
time  rate  per  unit  area,  t',  at  which  heat  crosses  a  plane  surface 
within  the  slab  parallel  to  its  faces  is 

i'  =.1^  E' 

which  is  strictly  analt^ous  to  Ohm's  law. 

13.  The  Yariation  of  Hetallio  CondnotlTity  with  Temperature. 
The  resistivity  of  all  pure  metals  increases  with  the  temperature, 
the  relation  between  the  resistivity  and  temperature  being  approxi- 
mately linear  for  ordinary  temperatures  according  to  the  equation 

r,  =  /-^[i-f  a(/-/J] 

The  coeflfident  a  is  called  the  resistance  temperature  coefficient. 
For  many  metals  a  is  approximately  equal  to  1/273,  the  tem- 
perature coefficient  of  the  expansion  of  a  gas  at  constant  pressure, 
when  /(,  is  taken  as  0°  C.  or  273°  absolute.  For  such  a  sub- 
stance we  have  approximately  from  the  above  formula 

r,  =  tl27z-r^ 

where  t  is  the  absolute  temperature  at  which  the  resistivity  is  r„ 
and  r(„  is  the  resistivity  at  the  temperature  273°  absolute. 

14.  The  Lav  of  Wiedemann  and  Franx.  Not  only  is  the  law 
of  Ohm  analogous  to  the  law  of  thermal  conductivity,  but  for 
nearly  all  metals  and  alloys  the  ratio  of  the  thermal  conductivity 
(f  to  the  electrical  conductivity  k  is  approximately  the  same  at  a 
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given  temperature,  and  is  proportional  to  the  absolute  tempera- 
ture. This  indicates  that  the  processes  involved  in  the  two  kinds 
of  conduction  are  largely  identical. 

15.  The  Eleotton  Theory  of  ConductioiL.  According  to  the 
comprehensive  and  rapidly  developing  electron  theory,  an  atom 
is  constituted  of  a  multitude  of  minute  particles,  called  electrons, 
each  carrying  a  permanent  and  constituent  electric  charge,  whose 
magnitude  is  that  of  the  chaise  carried  by  a  univalent  ion  in 
the  electrolysis  of  liquids.  In  a  neutral  atom,  the  number  of 
positive  particles  is  equal  to  the  number  of  negative  particles ; 
in  a  charged  atom  or  radical,  the  number  of  positive  electrons 
exceeds  the  number  of  negative  electrons,  or  vice  versa,  by  i,  2, 
3,  etc.,  according  as  the  ion  is  univalent,  bivalent,  trivalent,  etc. 
The  charge  of  a  single  electron  is  the  smallest  electric  chaise 
which  can  exist,  and  no  charges  exist  except  the  charges  of 
electrons. 

In  the  electrolytic  conduction  of  liquids  no  free  electrons  take 
part,  but  the  current  consists,  as  we  have  already  seen  according 
to  the  dissociation  theory,  in  the  convection  of  the  ions,  all  of 
atomic  magnitude. 

In  electric  conduction  through  gases,  which  is  also  electro- 
lytic, the  positive  ions  are  atomic  in  magnitude  (atoms  or  radi- 
cals plus  or  minus  one  or  more  electrons  of  the  same  sign),  but 
the  negative  ions  are  frequently  single  electrons,  though  either 
may  be  loaded  down  with  an  agglomeration  of  neutral  mole- 
cules. The  electric  current  consists  in  the  convection  in  oppo- 
site directions  of  these  ions.  The  kathode  rays,  emitted  from 
the  kathode  in  a  highly  exhausted  vacuum  tube,  consist  of  nega- 
tive electrons  only,  moving  with  velocities  of  the  same  order  as 
that  of  hght. 

In  metallic  conduction  the  main  body  of  the  metal  does  not 
participate  in  the  conduction.  The  current  consists  in  the  con- 
vection of  (temporarily)  free  positive  electrons  in  the  direction 
of  the  current,  or  in  the  convection  of  (temporarily)  free  nega- 
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tive  electrons  in  the  opposite  direction,  or  in  both  processes 
^multaneously.  The  number  of  electrons  taking  part  in  metal- 
lic conduction  is  small  in  comparison  with  the  number  taking 
part  in  electrolytic  conduction  proper,  and  the  velocity  is  rela- 
tively great 

Thermal  conduction  also  takes  place  by  the  motion  of  elec- 
trons, but  under  a  temperature  gradient  both  positive  and  nega- 
tive electrons  move  in  the  same  direction. 

For  an  extended  discussion  of  the  electron  theory  as  applied 
to  electric  and  thermal  conduction  in  metals,  reference  must  be 
made  to  memoirs  by  Drude,  Ann.  der  Physik,  I.,  p.  566,  1900, 
III.,  p.  369,  1900,  and  VII.,  p.  687,  1902,  For  a  general  treat- 
ment of  the  electron  theory,  see  also  Lord  Kelvin,  Philosopkktd 
Magazine  (6),  III.,  p.  257,  1902,  and  Larmor's  j^her  and  Mat- 
ter. For  a  sketch  of  the  development  of  the  electron  idea,  with 
abundant  references,  see  Kaufmann,  Pkysikaliscke  Zeitschrifl, 
III.,  p.  9,  1901,  or  a  translation  of  the  same  in  The  Electrician, 
November  8,  1901.  An  elementary  treatment  of  the  subject  is 
given  by  Lodge  in  The  Electrician,  Vols.  50  and  51,  1902-1903. 
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CHAPTER   X. 
THERMAL  AND  VOLTAIC  ELECTROMOTIVE  FORCES. 

1.  The  Law  of  Tolta.  Around  a  circuit  made  up  of  any  num- 
ber of  different  metals  connected  end  to  end,  there  is  no  resultant 
e.m.f.,  and  therefore  no  electric  current,  when  all  parts  of  the 
circuit  are  at  the  same  temperature  (unless  there  is  a  changing 
magnetic  flux  through  the  circuit,  XIII.). 

2.  The  Seeheck  Effect  Around  a  circuit  formed  of  two  dif- 
ferent metals  a  current  flows,  in  general,  when  the  two  junctions 
are  at  different  temperatures. 

Such  a  circuit  is  called  a  thermocouple,  or  a  thermoelement. 

In  a  thermocouple  consisting  of  a  copper  wire  and  an  iron 
wire,  if  the  mean  temperatute  of  the  junctions  is  less  than  275" 
C,  a  current  flows  from  the  copper  to  the  iron  across  the  hot 
junction. 

3.  The  Peltier  Effect.  When  an  electric  current  flows  across 
the  junction  of  two  metals,  heat  is  there,  in  general,  either  ab- 
sorbed (thermal  energy  transformed  into  electrical  energy)  or 
emitted  (electrical  energy  transformed  into  heat),  according  to 
the  direction  of  the  current.  The  rate  of  the  energy  transfor- 
mation is  proportional  to  the  current  strength,  and  the  process  is 
completely  reversible. 

Thus  at  a  copper-iron  junction  heat  is  absorbed  when  the  cur- 
rent passes  from  Cu  to  Fe ;  and  heat  is  emitted  at  the  same  rate 
when  the  same  current  crosses  the  junction  (maintained  at  the 
same  temperature)  in  the  opposite  direction. 

The  energy  transformations  occurring  during  the  circulation  of 
the  current  in  the  thermoelement  of  copper  and  iron,  §  2,  thus 
tend  to  cool  the  hot  junction  and  to  heat  the  cold  junction. 
246 
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The  Peltier  E.1CT.  The  junction  of  two  metals  is  therefore 
the  seat  of  an  intrinsic  e.m.f.,  called  the  Peltier  e.m./.,  which  is 
constant  at  a  given  temperature  of  the  junction  for  all  values  of 
the  current.  The  e.m.f.  varies  with  the  nature  of  the  metals  and 
with  the  temperature  of  the  junction.  At  the  junction  of  two 
metals  A  and  B,  at  the  temperature  /,  the  Peltier  e.m.f.  acting 
from  A  to  B  will  be  denoted  by  ,/^.     See  5  i,  I- 

If  the  two  junctions  of  a  thermoelement  have  the  same  tem- 
perature i,  J'^,  the  e.m.f  from  A  to  B,  will  have  the  same  value 
at  both  junctions.  Hence  no  current  will  traverse  the  circuit, 
but  a  difference  of  potential  will  be  developed,  B  coming  to  a 
potential  tPg^  higher  than  that  of  A. 

Since,  however,  ,/^  is  a  function  of  the  temperature,  there  will, 
when  the  two  junctions  are  at  different  temperatures  /,  and  /,,  be 
a  resultant  Peltier  e.m.f.  around  the  drcuit,  equal,  when  mea- 
sured in  the  direction  around  the  circuit  from  A  to  B  across  the 
junction  at  temperature  t^,  to 

A  +  A-A-n^..  (1) 

4.  The  Thomaon  Effeot.  When  an  electric  current  traverses  a 
conductor  along  which  there  is  a  temperature  gradient,  heat  is 
either  absorbed  (transformed  into  electrical  energy)  or  emitted 
(electrical  energy  transformed  into  heat),  according  to  the  direc- 
tion of  the  current,  throughout  the  portion  of  the  conductor  in 
which  the  temperature  gradient  exists.  The  rate  of  energy  trans- 
formation is  directly  proportional  to  the  strength  of  the  current, 
and  depends,  so  far  as  temperature  is  concerned,  only  on  the 
temperatures  of  the  ends  of  the  conductor.  The  enei^y  trans- 
formations are  perfectly  reversible,  changing  sign,  but  not  mag- 
nitude, with  the  direction  of  the  current. 

The  absorption  or  emission  of  heat  just  described  takes  place 
in  addition  to  the  evolution  of  heat  according  to  Joule's  law  at  a 
rate  proportional  to  the  square  of  the  current. 

The  Thomson  E.1C.F.  A  conductor  in  which  there  is  a  tem- 
perature gradient  is  therefore  the  seat  of  an  intrinsic  e.m.f.  which 
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is  constant  for  all  values  of  the  current  for  given  temperatures 
of  its  terminals.  This  e.m.f.  ts  called  the  Tkotmon  e.m.f.  in  the 
conductor,  and  is  considered  positive  when  it  is  directed  from 
the  lower  to  the  higher  temperature.  If  /,  and  t^  denote  the 
temperatures  of  the  cooler  and  hotter  ends  of  a  conductor  A,  the 
Thomson  e,m.f.  from  the  cooler  to  the  hotter  end  is  denoted  by 

The  fact  that  the  Thom.son  e,m.f.  (or  the  corresponding  en- 
ei^  transformations)  depend,  so  far  as  temperature  is  concerned, 
only  on  the  temperatures  of  the  ends  of  the  conductor,  follows 
from  the  law  of  Magnus,  which  states  that  in  a  circuit  com- 
posed of  a  single  homogeneous  metal  there  is  no  electric  current, 
howsoever  the  temperature  varies  from  point  to  point.  Thus  tfie 
Thomson  e.m.f.  from  a  point  A  to  another  point  B  of  the  circuit 
is  the  same  either  way  around  the  circuit.  (The  law  of  Magnus, 
and  the  deduction  therefrom,  do  not  hold  in  certain  extreme 
cases,  as  when  the  cross-secdon  of  the  conductor  changes  sud- 
denly, etc.;  also,  at  least  in  certain  cases,  when  a  portion  of  the 
circuit  is  magnetised,  when  it  is,  strictly,  non-homogeneous.) 

Let  ISjIt  denote  the  rate  of  heat  absorption  in  the  elementary 

length  dL  of  a  conductor  A,  the  mean  temperature  within  the 

length  dL  being  /  and  the  rise  in  temperature  from  one  end  to 

the  other  being  dt,  when  the  current  /  flows  up  the  temperature 

gradient.     Then  the  Thomson  e.m.f.  up  the  temperature  gradient 

dt  along  dL  is  _  , 

dT^  =  S^dt  (2) 

5  is,  in  general,  a  function  of  the  temperature  and  varies  from 
substance  to  substance.  If  the  temperatures  of  the  cooler  and 
hotter  ends  of  the  conductor  are  /,  and  /,,  respectively,  we  have, 
on  integrating  (2)  from  one  end  of  the  conductor  to  the  other, 

.,^T.~^dT,=£s.dl  (3) 

By  an  obvious  thermal  analogy,  S_^  is  called  the  specific  heat 

of  electricity  in  the  metal  A  at  the  temperature  /. 
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In  certain  substances,  e.  g.  copper,  S  is  positive ;  that  is,  heat 
is  absorbed  when  the  current  flows  up  the  temperature  gradient. 
In  others,  as  iron,  S  is  negative  ;  that  b,  heat  is  absorbed  when 
the  current  flows  down  the  temperature  gradient 

In  a  copper-iron  thermoelement,  therefore,  with  junctions  at 
temperatures  /[  and  /,,  the  Thomson  e.m.f,  in  each  metal  has  the 
same  direction  as  the  current  in  that  metal  —  up  the  gradient  in 
the  copper,  and  down  the  gradient  in  the  iron. 

If  5,  and  S^  denote  the  value  of  5  at  the  temperature  /  for  two 
metals  A  and  B  forming  a  thermocouple  with  the  cold  and  hot 
junctions  at  temperatures  /,  and  i„  respectively,  the  total  Thom- 
son e.m.f.  around  the  circuit  in  the  direction  from  A  to  B  across 
the  hot  junction  is 

^r.  +  „,7;  _  „r.  -  ,„r.  -  _f  (-S.  -  s,)di       (4) 

5.  Tlie  Total  Thermal  Eleetromotive  Force  in  a  Circuit  consisting 
of  two  homogeneous  metals  is  the  sum  of  the  two  Peltier  e.m.f.s 
at  the  junctions  and  the  two  Thomson  e.m.f.3  along  the  con- 
ductors. Thus  if  ^^  denotes  the  total  e.m.f.  in  the  circuit, 
measured    in   the   direction    around  the   circuit  from   A   to   B 

.  across  the  hot  junction, 

6.  The  Lav  of  Intermediate  Ketalfl  (Beoqnerers  Law  I.).  If  at 
one  of  the  junctions,  at  temperature  /,  of  two  metals  A  and  B 
forming  a  thermoelement  a  third  metal  C  is  inserted  between  A 
and  B,  and  if  the  two  resulting  junctions  are  kept  at  the  original 
temperature  t  of  the  junction  AB  before  the  insertion  of  C,  the 
total  e.m.f.  of  the  circuit  is  not  altered.  The  total  Thomson 
e.m.f.  in  C  is  evidently  zero,  since  its  two  ends  are  at  the  same 
temperature  ;  hence  the  law  states  that 

/•^-/'.  +  ^.  (6) 

Thus  two  wires  may  be  soldered  together,  instead  of  being 
welded  or  twisted,  without  affecting  the  e.m.f.  of  the  junction. 
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§§  3,  4,  and  6  completely  account  for  the  law  of  Volta. 

7.  The  Lav  of  Bnooefliive  TemperatOTei  (Beoqnerol's  L&w  II.). 
Consider  a  thermoelement  of  two  metals  A  and  B  with  the  junc- 
tions at  temperatures  /,  and  i^,  respectively.  Let  the  total  e.m.f. 
around  the  circuit  in  the  direction  from  A  to  B  across  the  junc- 
tion at  temperature  Cj  be  denoted  by  ,,^'^'^.  Then,  with  similar 
nomenclature,  if  experiments  are  made  with  one  junction  of  the 
element  at  temperature  t^  and  the  other  at  /',  then  with  the  first 
at  temperature  t"  and  the  other  at  t",  and  so  on,  and  finally  with 
the  first  at  temperature  /^  and  the  other  at  temperature  t^,  it  will 
be  found  that,  whatever  the  values  of  «,  (*,  t",  •  ■  -,  l^, 

lit^ai  =  t,f^at  +  (T'^al  + 1"  Ut^at  (?) 

8.  Ifaermoeleotric  Power.  If  fl?*^  denotes  the  total  fhentia] 
electromotive  force  around  the  circuit  of  a  thermoelement  ^  '  . 
the  direction  from  A  to  B  across  the  junction  whose  temperature 
is  /,  when  the  temperature  of  the  other  junction  is  t  —  dt,  the 
differential  coefficient  d''t^jdt,  the  e.m.f.  per  unit  difference  of 
temperature,  is  called  the  thermoelectric  power  of  the  metal  A 
with  respect  to  the  metal  B  at  the  temperature  /,  or  the  thermo- 
electric power  of  the  thermoelement  AB  at  the  temperature  /,  and 
will  be  denoted  be  ^p^.     Thus  we  have 

tP^  =  d-^Jdt  (S) 

For  the  total  e.m.f.  in  the  circuit  in  terms  of  the  thermoelec- 
tric power  p,  we  have  from  (7)  and  (8) 


.,..-*^-  fdv^-  £,f^dt 


(9) 


fi.  The  Thermoelectric  E.H.F.  of  a  Copper-Iron  Element  at 
Hoderata  Temperatnres.  The  relation  between  the  total  thermal 
electromotive  force  of  a  copper  iron  thermoelement  and  the  tem- 
perature t  of  one  of  the  junctions,  when  the  other  junction  is  kept 
at  the  constant  temperature  of  0°  C,  is  shown  graphically  in 
Fig.  79,  for  temperatures  up  to  600°  C.  As  t  increases,  the 
e.m.f.  around  the  circuit  in  the  direction  from  copper  to  iron  at 
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the  junction  whose  temperature  is  t  increases  from  a  nega- 
tive value,  for  t  less  than  0°  C,  to  a  maximum  positive  value 
when  /=  275°  C.  As  t  continues  to  increase,  the  e.m.f,  de- 
creases, falling  to  zero  at  /  =  550°  C.  Beyond  this  temperature 
the  c.m,f,  b  negative,  as  when  /  was  less  than  0°  C,  that  is,  the 
current  flows  (or  the  e.m.f,  is  directed)  from  iron  to  copper  across 
the  junction  at  temperature  /. 
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From  the  curve  in  Fig.  79,  the  thermoelectric  power  of  cop^ 
per  with  respect  to  iron,  ,p^,  can  be  readily  obtained  for  all  tem- 
peratures within  the  limits  of  the  curve.  For  if  a  tangent  is 
drawn  from  the  point  of  the  curve  corresponding  to  any  tem- 
perature /,  the  tangent  of  the  angle  made  by  this  line  with  the 
axis  of  temperatures  is 

The  relation  between  ,/^  and  /  is  given  in  the  curve  of  Fig. 
So,  which  is  a  straight  line.  That  is,  the  thermoelectric  power 
of  copper  with  respect  to  iron  is  a  linear  function  of  the  tempera- 
ture, or  ^^  ^  d^Jdt  -  A,t  +  W,  (10) 

where  A^  and  A^  are  constants  for  the  given  element  (copper-iron). 
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The  temperature  corresponding  to  the  point  5(/a=  275"  C-), 
for  which  Ji^  =  o,  is  called  the  neutral  temperature  for  copper 
and  iron.  The  temperature  corresponding  to  the  point  C 
(jsm  550°  C),  in  passing  which  the  electromotive  force  around  the 
circuit  is  reversed  in  direction  when  one  of  the  junctions  is  at 
0°  C,  is  called  the  temperature  of  inversion  of  copper  and  iron 
with  respect  to  the  temperat^ire  0°  C.  of  the  cooler  junction. 
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The  total  e.m.f.  ^^  of  the  couple  is  represented  in  this  figure 
by  the  area  included  between  the  curve  and  the  axis  of  tempera- 
tures, and  between  the  two  perpendiculars  dropped  from  the 
curve  to  the  points  on  this  axis  corresponding  to  the  tempera- 
tures of  the  junctions.  Thus,  if  the  junctions  are  at  temperatures 
rand^, 

^^*^-=area^7Vvl 
In  like  manner, 

As^,,  =  area  ABFA 

ytj.'V^  =  area  ABFA  +  (negative)  area  BT HB 

etc.     This  follows  directly  from  (9). 
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The  curve  showing  the  relation  between  the  thermoelectric 
power  of  an  element  and  the  temperature  is  called  the  tkermo- 
electric  line  of  that  element.  The  thermoelectric  lines  of  nearly 
all  thermoelements  consisting  of  either  pure  metals  or  alloys  arc 
straight  lines  over  a  considerable  range  of  temperature,  like  that 
of  the  copper -iron  couple.  Fig.  So. 

If  the  thermoelectric  line  of  a  given  element  is  a  straight  line, 
the  curve  showing  the  relation  between  the  total  thermal  electro- 
motive force  in  the  circuit  and  the  temperature  t  of  one  junction, 
the  temperature  /,  of  the  other  being  kept  constant,  is  a  parabola. 
For  we  have,  by  integration  of  (lo)  between  the  limits  t^  and  t, 

(■') 

which  is  the  equation  of  a  parabola  with  Its  axis  in  the  negative 
direction  of  the  axis  of  e.m.f.s. 

10.  Beoqaerel's  Law  m.  At  a  given  temperature  the  thermo- 
electric power  of  a  metal  A  with  respect  to  a  metal  C  is  equal  to 


Pit.  Bl. 


the  thermoelectric  power  of  the  metal  A  with  respect  to  any 
other  metal  S  plus  the  thermoelectric  power  of  B  with  respect  to 
a     That  is,  ,/.-,/,  +  ,/,  (.2) 

Hence  if  the  thermoelectric  Unes  are  drawn  for  two  metals  A 
and  B  with  respect  to  the  same   metal  f  {Fig.  8i),  ,/>^  at  any 
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temperature  /  can  be  obtained  by  subtracting  from  the  ordinate 
iPaa  *he  ordinate  ^^. 

The  total  e.m.f.  ^^^^  is  given  by  the  area  EFGHE  of  the 
figure. 

P,  the  point  of  intersection  erf  the  two  lines  A  and  B,  is  the 
neutral  point,  or  the  point  corresponding  to  the  neutral  tempera- 
ture, for  the  metals  A  and  B,  since  there 

11.  The  Ihermoelectrio  Circuit  Treated  m  a  Beveriible  Thermo- 
dynunio  Engine.  So  far  as  the  Thomson  and  Peltier  eBects  are 
concerned,  the  absorption  and  evolution  of  heat  in  a  thermoelec- 
tric circuit  are,  as  we  have  seen,  proportional  to  the  current 
strength  and  the  time,  or  to  the  total  charge  which  has  passed 
through  the  circuit,  and  completely  reversible,  changing  sign 
with  the  direction  of  the  current.  There  are  other  thennal  proc- 
esses going  on  in  the  circuit,  however,  which  are  not  reversible  : 
the  conduction  of  the  heat  from  the  hotter  to  the  cooler  junction, 
which  bears  no  direct  relation  to  the  electrical  phenomena ;  the  evo- 
lution of  heat  according  to  Joule's  taw  at  a  rate  proportional  to  the 
square  of  the  current ;  and  the  radiation  of  heat,  which,  like  its 
conduction,  bears  no  direct  relation  to  the  electrical  phenomena. 
Since  by  diminishing  the  current  the  second  effect,  being  propor- 
tional to  the  square  of  the  current,  may  be  made  as  small  as  we 
please  in  comparison  with  the  Thomson  and  Peltier  effects,  which 
are  proportional  to  the  first  power  of  the  currents ;  and  since  the 
first  and  third  effects  have  no  direct  relation  to  the  electrical 
phenomena  ;  we  shall  assume  that  the  total  Thomson  and  Pel- 
tier e.m.f.s  are  not  affected  by  these  irreversible  processes,  and 
that  the  relations  between  them  can  be  obtained  by  treating  the 
circuit  as  a  perfectly  reversible  thermodynamic  engine,  all  irre- 
versible effects  being  neglected.  The  application  in  this  manner 
of  the  principles  of  thermodynamics  to  the  matter  in  question  is 
justified  by  the  approximate  agreement  with  experiment  of  the 
results  to  which  it  leads. 
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The  first  law  of  thermodynamics,  or  the  principle  of  the  con- 
servation of  energy,  together  with  experiment,  has  furnished  us 
with  the  relation 

«*..-A-A  +  j['(-5.--SJi<  (13) 

If  we  apply  (13)  to  the  case  in  which  ti^  t,  sad  t^=  t+dt, 
or  if  we  simply  differentiate  (13)  with  respect  to  /,  we  obtain 

'^^/'"-''(/•ji'^+^.-s,  (■4) 

The  second  law  of  thermodynamics  furnishes  another  relation. 
Let  cUf  denote  the  quantity  of  heat  adsaried  into  the  circuit  at 
the  temperature  t,  while  a  charge  d^  (*-  current  X  time)  is 
carried  around  the  circuit  once.  Then  we  have,  for  the  whole 
cycle,  by  the  second  law  of  therniodynamics, 

o=^fdI/{t  ~  dg\.,P^lt,-^P^/i^+  r\s,~S,)/tdt'i 
or 

^P^fi,  -  .^P^jt,  +  £{S.  -  S,)lt  dt^o  (15) 

the  temperature  being  expressed  on  the  absolute  scale. 

Applying  this  equation  to  the  case  in  which  t^  =  t  and  t^  =* 
t  +  dt,  or  simply  differentiating  the  equation  with  respect  to  /, 
we  obtain 

<V../')M+(^.-W-o  (16) 

{16)  may  be  written 

<P^)l''l-.PJ'+  S,-S,-o  (17) 

The  combination  of  this  equation  with  (14)  gives 

j-s-d-vjiin-rj'  ("8) 

or 

The  combination  of  (16)  and  (19)  gives 
S^-S^~~t d{,p^)jdt~  - td(J'Jt)ldt~  -td^i^Jjdt    (20) 
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Since  at  the  neutral  temperature  for  the  metals  A  and  B 
^P^  =  o,  {19J  gives,  for  this  temperature, 

/U-'./--o  (21) 

That  is,  when  one  junction  of  two  metals  is  at  the  neutral 
temperature,  there  is  at  this  junction  no  Peltier  e.m.f.  and  no 
absorption  or  evolution  of  heat,  t,  the  absolute  temperature,  being 
always  greater  than  zero. 

If  9^  denotes  the  angle  made  with  the  axis  of  temperatures  by 
the  tangent  to  the  thermoelectric  line  of  A  with  respect  to  £  at 
the  point  on  the  line  corresponding  to  the  temperature  /,  then 
(iS)Eive,  i>^»^.d(j,,)ldt-SJ-Jl)jdl  (22) 

(20)  and  (22)  give 

•^.-■^.--'tanO^  (23) 

In  the  common  case  in  which  Ji^  is  a  linear  function  of  the 
temperature,  or  the  thermoelectric  line  straight,  tan  d^  is  constant 
[K^  for  all  temperaturesi  and  (23)  becomes 

S,-S,--KJ  (24) 

If  5^  is  greater  than  90°,  tan^^  =  K^  is  negative,  and  S^  —  S^ 
therefore  positive.  For  copper-iron  (Fig.  80)  S^  —  S^  is  thus 
always  positive. 

The  experiments  of  Le  Roux  and  of  Tait  have  shown  that  for 
lead  and  for  certain  platinum -iridium  alloys  ^  is  excessively  small 
or  zero.  Hence  denoting  the  metal  lead  by  L,  and  putting  S,  —  o, 
we  have 

S^=S,~S, ld{,pjjdt  =  -  tdifjiyit  ~~t\3XiB^ 

Hence,  as  a  matter  of  convenience,  lead  is  chosen  as  a  standard 
metal,  and  the  thermoelectric  lines  of  all  other  metals  and  alloys 
are,  in  general,  drawn  with  respect  to  this  metal. 

12.  The  Th«nnoelectrio  Diagram.  In  Fig.  S3  are  drawn  the 
thermoelectric  lines  with  respect  to  lead  of  a  number  of  metals 
and  alloys.    The  line  for  lead  of  course  coincides  with  the  axis  of 
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tempenttures,  and  all  other  substances  for  which  ^  «  o  have  lines 
parallel  to  this  axis.  The  system  of  thermoelectric  lines  is 
known  as  the  thermoelectric  diagram. 

As  an  introduction  to  the  use  of  the  thermoelectric  diagram, 
we  shall  consider  in  detail  the  ideal  thermoelectric  lines  A  and 
B  of  two  metals  A  and  B  with  respect  to  lead,  A  being  a  straight 
line,  as  in  the  common  case,  and  B  an  irregular  curve,  Fig.  82. 
The  construction  of  the  remainder  of  the  tigure  is  sufficiently 


obvious,  all  the  lines  being  either  parallel  or  perpendicular  to  the 
axis  of  temperatures,  or  tangential  to  the  line  B. 

The  thermoelectric  power  of  A  with  respect  to  lead,  ^p^,  is 
OA^  at  the  absolute  temperature  zero.  From  this  value  it  regu- 
larly decreases  as  a  linear  function  of  the  temperature,  passing 
through  the  value  LA  at  the  temperature  /,  and  reaching  o  at 
the  temperature  /j.  This  point  is  the  neutral  temperature  of  A 
with  respect  to  lead.     Beyond  t^,  J>^  is  negative. 

The  thermoelectric  power  of  B  with  respect  to  lead,  ,/„,  is 
OB^,  a  negative  quantity,  at  0°  absolute.     At  /„,  a  neutral  tem- 
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perature  of  B  with  respect  to  lead,  ^p^  —  o.  Between  /,  and  /,, 
^„  is  positive,  having  a  maximum  value  at  t^.  At  /,  and  t^^, 
other  neutral  temperatures  of  B  with  respect  to  lead,  ^p^  is  again 
zero,  reaching  between  them,  at  the  temperature  t^,  a  negative 
maximum. 

At  the  temperature  t,  f^  =  t  ^p^  =  aA  x  AL  —  area  ALOaA. 
When  /  =  o,  this  area  is  t?  x  OA^  =  o ;  when  t  =  /,,  its  value  is 
OA^  X  0  =  o ;  beyond  t^  ALOaA  is  below  the  line  OT,  or  is 
negative.  Thus  at  /,,  ^/"^  =  (^  ^p^  —  Ot^  X  t^A^,  the  thermo- 
electric power  t^^  being  negative,  and  the  area  lying  wholly 
below  OT. 

Similarly,  at  t",  /*„  —  t  ,/„  —  area  BLObB.  When  r  =  o,  this 
area  is  (?  x  OB^  —  o ;  between  i—o  and  /  =  t^,  the  area  is  nega- 
tive, or  below  0T\  at  /,,  t^,  and  t^^,  the  neutral  temperatures  for 
B  and  lead,  the  area  is  zero ;  from  /^  to  t^  the  area  is  po^tive, 
and  from  /,  to  /„,  negative. 

At  /",  ,S=tx{-ViXi  ,e^=A^" xAA"lA^"=AA" .  Since 
tan  p^  is  constant  and  negative  (fl^  greater  than  90°  and  less 
than  180°),  S^  =  AA"  is  always  positive,  or  AA"  is  always 
drawn  upward  from  A. 

The  quantity  ,5„  dt  is  equal  to  AA"  x  A" A"'  =  area  Aaa'A'A. 

In  like  manner,  at  f^,  ,S^=t  x  (—tan  fi^)=B„'B"xBB"/BJB" 
=  ^^".  When  the  point  B"  is  below  the  point  B  (fi^,  less 
than  90°),  S^  =  BB"  is  negative.  Thus  from  /=o  to  t^t^, 
and  from  '=/,  to/=/,j,  5^  is  negative;  while  from  /=/■,  to 
t  =  /g,  5j  is  positive.  At  the  temperature  i:^  /"  it  has  the  posi- 
tive value  Bj"B/. 

The  quantity  —  i^j  eii  is  equal  to  area  BB'B"'B"B  ^sxea, 
Bbb'B'B. 

At  the  temperature  /,  ,/>^  =  ,p^  —  ,/„  =Z^  —  LB  —  BA.  BA 
is  positive,  or  A  is  above  fl,  from  ?  =  o  to  /  ™  /^  (a  neutral  tem- 
perature for  the  thermocouple  AB),  and  from  l=  t^  to  t^^t^  (ad- 
ditional neutral  temperatures  for  the  couple  AB),  but  is  negative 
{A  below  B)  from  /  =  /^  to  /  =  Z^. 
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The  total  thermal  electromotive  force  in  a  circuit  consisting  of 
the  two  metals  A  and  B,  with  junctions  at  temperatures  /,  and 
'„  is 

V,*-*  =  f.P^^^  =£BAdt  -  area  A.B^B^A^, 

This  result  can  be  obtained  also  from  the  relation  (13).     For 

(5.  —  S^dt  =  area  Aaa'A'A  +  area  Bbb'B'B 

\S^~  S^t=ZTca.  A^a^a^^^  (i)  +  area  5jV„^^,  (2) 


r 


and 

(/U  —  ,,P^  =  area  A^aj)^^^  (3)  —  area  W,a/,5,^,  (4) 

Hence 

.A*^  -  (I)  +  (2)  +  (3)  -  (4)  =  »™  AJi.B^^. 

as  proved  otherwise  above. 

If  one  jxinction  of  the  thermoelement  AB  is  k^t  at  the  con- 
stant temperature  ^„  while  the  temperature  /  of  the  other  junc- 
tion, at  first  equal  to  /„  is  gradually  increased,  ,,,'*^  will  increase 
from  zero,  its  value  when  t  —  i^,  until  /  =  Cj,  when  it  has  the  value 
t,,^^  ~  area  A^Afi^Ay  If  /  is  increased  beyond  t^  to  f  for 
instance,  the  e.m.f,  will  diminish,  since 

,JV^  <-  A^A^yA^  +  r  ,p^dt=  A^AfiyA^  (i) 
A 
—  AfifilA^A^^  (2) 

,p^  being  negative  between  /  =  /j  and  /  —  /,.  When  area  (2) 
becomes  equal  in  magnitude  to  area  (i),  ,,^^.1  is  zero,  and  ^  is 
a  temperature  of  inversion  for  A  and  B  with  respect  to  Z,.  As  t 
is  still  further  increased,  the  e.m.f  increases  negatively  until  /™  t^, 
beyond  which  it  increases  algebraically,  or  decreases  negatively, 
with  another  inversion  at5g'(area  B^A^A^B^  =  aTc&A^B^'A^'A^), 
until  t  =  ty  Beyond  this  temperature  i,j^^  increases  negatively, 
inverting  again  at  B^^,  and  thereafter  remaining  negative. 
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When  /,  =  /j  and  /=  t^,  the  Peltier  e.m.r.s  at  both  junctions 
are  zero,  no  heat  being  there  absorbed  or  evolved,  and  t^^at  = 

v,*^  =  (negative)  area  ^^,-4^,-4,  (i)  =  ^{S^-S^idt.     The 
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e.m.f.  is  negative,  or  the  current  flows  (if  the  circuit  is  closed) 
from  B  to  A  across  the  hot  junction  at  temperature  tj. 

When  /,  =  /,  and  ;  =  /„  .^"^^  -  ,^T^  =  area  A^^j"Aj  (2), 
and  is  positive,  or  directed  from  A  to  B  across  the  hot  junction. 

If  t^  =  t^  and  t  =  t^,  the  Thomson  e.m.f.s  are  still  the  only 
e.ra.f.s  in  the  circuit  and  ly,***  =  (i)  —  (2).  Since  (i)  is  greater 
than  (2),  the  resultant  e,m.f.  is  n^^tive,  or  the  current  flows  from 
B  to  A  across  the  hot  junction. 

For  an  extended  discussion  of  the  electron  theory  of  thermal 
electromotive  forces  reference  must  be  made  to  a  previously 
mentioned  article  by  Drude,  Ann.  der  Pkysik,  III.,  p.  369,  1900. 

13.  The  Intriuio  E.K.F.  of  a  SeTernU*  Toltaio  CeU.  The 
Theory  of  Xelvin  and  Ton  Selmholtz.  By  a  reversible  cell  is  meant 
a  cell  in  which  ail  the  processes,  both  chemical  and  physical, 
are  completely  reversed  when  the  direction  of  the  current  is 
reversed,  the  Joulean  evolution  of  heat  excepted.  Such,  for 
example,  is  a  Daniell  cell,  which  consists  of  a  zinc  electrode 
immersed  in  a  solution  of  zinc  sulphate  and  a  copper  electrode 
immersed  in  a  solution  of  copper  sulphate,  all  contained  in  the 
same  vessel,  interdiffusion  of  the  two  solutions  being  prevented 
fay  a  porous  cup  between  them  or  by  other  means.  When  a 
charge  Q  (§  $,  IX.)  passes  through  the  cell  from  the  zinc  {^=  2) 
to  the  copper  {c"^  2),  one  half  gram  ion  of  zinc  goes  into  solu- 
tion and  one  half  gram  ion  of  copper  is  deposited  on  the  copper 
electrode  ;  and  when  the  same  charge  is  passed  through  the  cell 
in  the  opposite  direction,  one  half  gram  ion  of  copper  goes  into  . 
solution  and  one  haJf  gram  ion  of  zinc  is  deposited  on  the  zinc 
electrode.  The  thermoelectric  processes  occurring  at  the  con- 
tacts of  the  dissimilar  substances  are  also  reversible  with  the 
current  The  Joulean  heat,  which  is  proportional  to  the  square 
of  the  current  and  irreversible,  may  be  made  as  small  as  desired 
in  comparison  with  the  enei^  transformed  reversibly,  which  is 
proportional  to  the  first  power  of  the  current,  by  diminishing  the 
strength  of  the  current. 
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Let  the  e.m.f.  of  a  reversible  cell  at  the  absolute  temperature 
/  be  denoted  by  "f.  Let  the  electrodes  be  connected  up  to  the 
plates  of  a  continuously  adjustable  condenser  so  that  by  grad- 
ually diminishing  or  increasing  the  capacity  a  chaise  may  be 
sent  very  slowly  in  either  direction  through  the  cell,  the  Joulean 
heat  being  made  negligible. 

Let  the  system  now  be  carried  through  a  reversible  cycle  as 
follows :  (l)  With  the  cell  at  the  temperature  /,  let  the  capacity 
of  the  condenser  be  slowly  increased  until  a  small  charge  Qfii, 
where  « is  a  large  number,  has  passed  through  the  cell.  The 
voltage  of  the  cell  remaining  constant  through  the  process,  ex- 
ternal work  will  be  done  by  the  cell  equal  to  "^Qjn.  The 
energy  of  the  condenser  is  increased  by  \'9Qjn,  and  the  me- 
chanical energy  of  the  system  increases  by  the  same  amount 
(S  55, 1.)- 

The  source  of  the  energy  transformed  by  the  cell  is,  in  general 
partly  chemical  and  partly  thermal.  (The  law  of  Volta  for  a 
metallic  circuit  at  uniform  temperature  does  not  hold  for  a  circuit 
partly  electrolytic.)  Let  J  denote  the  net  energy  transformed 
from  chemical  into  electrical  energy  when  a  charge  Q  traverses 
the  cell  at  the  temperature  /  in  the  direction  of  the  e.m.f.  Then, 
if  J  is  not  equal  to  "itQ,  an  amount  of  heat 
H^-VQjn-Jjn 
is  absorbed  by  the  cell  during  the  above  process,  according  to 
the  principle  of  the  conservation  of  energy. 

{2)  Let  the  cell  be  cooled  to  the  temperature  t~  dt.     During 
'  the  process  an  amount  of  thermal  energy  which  may  be  made 
wholly   negligible  by  sufficiently  diminishing  dt,   is  abstracted 
from  the  cell. 

(3)  With  the  cell  at  the  temperature  /  -)-  dt,  let  the  capacity 
of  the  condenser  be  diminished  until  a  charge  Qjn  has  passed 
through  the  cell  in  the  opposite  direction.  Then,  if  H'  denotes 
the  quantitj'  of  heat  abstracted  from  the  cell  during  this  process, 

H'  -  <2/w(*  -  d-^jdtdt)  -  lln{J-  djjdtdt) 
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.  (4)  Finally,  let  the  cell  be  heated  to  the  onginal  temperature 
t,  a  negligible  quantity  of  heat,  sensibly  equal  to  that  abstracted 
in  (2),  being  absorbed.     The  cycle  is  now  complete. 

Applying  the  second  law  of  thermodynamics  to  the  cycle,  we 
have 

{H-H')jH^dtjt 
that  is  - 

or 

*G  -/=  Qtd^jdt+tdjfdi  (27) 

which,  since  djjdi  is,  according  to  experiment,  sensibly  zero, 
may  be  written 

•9Q-J^Qtd^jdt  (28) 

\i  d'^fdt  is  positive, '^ (3  is  greater  than  y,  or  the  work  done  by 
the  cell  is  greater  than  the  energy  supplied  by  the  chemical  re- 
actions, and  a  quantity  of  heat  H=  '^Q  —/is  absorbed  by  the 
cell  and  transformed  to  make  up  for  the  deficiency.  If  d^jdt  is 
negative,  heat  is  given  out  by  the  cell.  If  d'iFJdt  is  zero,  which 
is  nearly  true  in  the  case  of  a  Daniell  cell,'9'(3=y,  and  no  ther- 
mal enei^  is  on  the  whole  transformed, 

(28)  may  be  written 

•V^JjQ+td-Vjdl  (29) 

which  is  von  Helmholz's  formula.  From  this  formula  the  e.m.f. 
of  a  reversible  cell  can  be  calculated  after  observing  y,  Q,  t,  and 
d^Jdt.  The  agreement  between  the  e.m.f.  calculated  in  this 
manner  and  the  e.m.f.  determined  by  direct  experiment  is,  in 
many  cases,  very  close. 

11.  Intriniic  E.X.F.  at  a  Singfle  Interface.  Single  Siffereace 
of  Potential.  The  formula  of  von  Helmholz,  just  developed  for  a 
complete  electrolytic  cell,  which  may  contain  several  electrolytes 
and  always  contains  two  electrodes,  with  an  intrinsic  e.m.f.  at 
each  interface  (and  sometimes  throughout  each  electrolyte)  can 
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obviously  be  applied  also  to  the  intrinsic  e.m.f.  at  any  one  of  the 
inteifaces.  For  example,  ^  may  denote  the  intrinsic  e.m.f.  act- 
ing from  zinc  to  zinc  sulphate  in  a  Danieil  celt,  /  the  heat  de- 
veloped (if  the  energy  is  not  used  electrically)  by  the  passage  of 
one-half  gram  ton  of  zinc  from  the  solid  state  into  zinc  ions,  and 
d'9  jdt  the  temperature  rate  of  change  of  the  e.m.f.     Then 

■9=JjQ  +  td^jdt 

The  actual  e.m.f.  of  the  complete  cell  is  equal  to  the  algebraic 
sum  of  all  such  included  e.m.f.s,  and  the  actual  temperature  co- 
efiicient  to  the  algebraic  sum  of  all  the  individual  temperature 
coefficients. 

The  intrinsic  e.m.f  acting  from  the  zinc  (or  other  substance)  to 
the  electrolyte  will  develop  a  potential  difference  equal  to  ^  in 
magnitude  but  directed  from  the  electrolyte  to  the  zinc  (or  other 
substance).  Such  a  potential  difference  is  called  a  singie  differ- 
enct  of  potential.  There  is  no  satisfactory  method  of  determining 
experimentally  such  a  difference  of  potential,  nor  can  it  be  com- 
puted from  the  above  equation,  since  /  can  not  be  determined  for 
any  one  kind  of  ions,  as  zinc  ions,  alone.  For  when  one  kind  of 
ions  goes  into  solution,  another  kind  goes  out  of  solution. 

(29)  is  seen  to  include  (19)  as  a  particular  case. 

For  additional  informadon  on  the  theory  of  the  voltaic  cell, 
single  potential  differences,  etc.,  reference  must  be  made  to  treat- 
ises on  electrochemistry,  where  also  references  to  the  original 
literature  may  be  found. 
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CHAPTER   XL 
MAGNETS.     MAGNETOSTATIC  FIELDS. 

1.  HagnetB.  A  bar  of  steel  placed  in  a  long  helix  of  wire  tra- 
versed by  an  electric  current  is  found,  on  removal  from  the  helix, 
to  have  acquired  certain  properties  analogous,  in  many  respects, 
to  those  of  an  electret,  and  is  said  to  have  been  magnetised  or  to 
have  become  a  magnet.  The  same  name  is  applied  to  any  body 
possessing  these  properties,  however  acquired,  some  of  which 
will  be  described  in  the  following  pages. 

2.  Electrio  and  Hagnetio  Analogafls.  Just  as  an  electret  and 
the  region  outside  it  are  the  seat  of  electric  induction  or  dis- 
placement, so  a  magnet  and  the  region  around  it  possess  mag- 
netic induction.  To  the  electrisation  of  the  one  corresponds  the 
magnetisation  of  the  other.  Tubes  of  indueHon  run  through  the 
magnet,  entering  at  one  end  and  issuing  at  the  other,  being 
continuous  like  an  electret's  tubes  of  displacement.  There  is, 
however,  no  magnetic  analogue  of  a  true  electric  charge,  or  dis- 
continuity of  electric  displacement.  Magnetic  conduction  and 
magnetic  conductors  do  not  exist,  a  tube  of  induction  cannot  be 
cut  in  two  thus  developing  true  magnetic  charges,  hence  the  in- 
duction is  always  continuous  or  the  tubes  of  induction  are  always 
closed.  Analogous  to  the  electric  intensity  is  the  magnetic  in- 
tensity, connected  with  the  induction  by  a  relation  similar  to  that 
which  connects  electric  intensity  and  displacement.  Substances 
differ  magnetically,  or  possess  different  inductivities,  just  as  they 
possess  different  permittivities.  Discontinuities  in  the  magnetic 
intensity  occur  where  the  tubes  of  induction  pass  from  one  sub- 
stance to  another  of  different  inductivity  or  through  a  substance 
whose  inductivity  continuously  changes.     Where  these  discon- 
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tinuides  of  intensity  exist  are  apparent  magnetic  charges,  or  quan- 
tities of  magnetism,  analogous  to  apparent  electric  charges,  arising 
from  discontinuities  in  the  electric  intensity.  The  regions  or 
surfaces  in  which  the  discontinuities  occur  are  called  tht  poles  of 
the  magnet  If  the  magnet  is  long  and  slender  and  the  induction 
within  it  uniform  and  in  the'  direction  of  its  length,  the  poles  are 
approximately  concentrated  at  its  ends.  In  every  case,  however, 
poles  are  more  or  less  districted. 

Upon  the  poles  of  a  magnet  in  a  magnetic  field,  as  upon  the 
poles  of  an  electret  in  an  electric  field,  forces  are  found  to  exist, 
and  from  these  forces  and  their  seats  the  strengths  of  the  poles 
are  defined  and  thejr  distribution  determined,  greater  or  less  forces 
corresponding,  in  general,  to  greater  or  less  pole  strengths,  and 
more  or  less  restricted  seats  of  the  forces  to  more  or  less  con- 
centrated poles, 

3.  Foiitiye  and  Negative  KaG;iietio  Folet.  That  pole  of  a  mag- 
net toward  which,  while  in  the  magnetising  helix,  a  right-handed 
screw  placed  with  its  axis  coincident  with  that  of  the  helix  would 
have  to  be  translated  in  order  to  rotate  in  the  direction  of  the 
current  around  the  helix  is  called  the  positive  pole  of  the  magnet, 
and  the  other  pole  the  negative  pole.  The  terms  positive  and 
negative  in  this  connection  are  purely  conventional,  but  are  justi- 
fied as  in  electrostatics  (§  i,  I.). 

4.  The  Earth's  Magnetic  Keridian  at  a  Point  The  Azii  of  a 
Hagnet.  North  and  Sonth  Kagnetic  Poles.  A  magnet  so  sus- 
pended or  otherwise  supported  near  the  earth  as  to  have  perfect 
freedom  of  motion  about  its  center  of  gravity  will  always  take 
up  a  position  with  a  definite  line  connecting  the  positive  and 
negative  poles,  or  rather  a  definite  direction  in  the  magnet,  point- 
ing in  a  definite  geographical  direction.  This  direction  is,  in 
general,  nortiierly  and  southerly,  and  the  vertical  plane  through  it 
is  called  the  earth's  magnetic  meridian  at  the  point.  The  posi- 
tive and  negative  poles  point  in  the  northerly  and  the  southerly 
direction,  respectively,  and  are  therefore  called  north  and  south 
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poles,  respectively.  The  definite  direction  in  the  magnet,  from 
the  negative  to  the  positive  pole,  is  called  the  mis  of  the  magnet. 
This  term  b  also  applied  to  a  certain  line,  with  this  direction,  in 
the  magnet  (§  24). 

0.  The  Force  Between  Two  Ma^etie  Polea.  Between  two 
magnetic  poles  a  force  alv/ays  exists,  repulsive  or  positive  if  the 
two  poles  have  the  same  sign,  and  attractive  or  negative  if  the 
poles  have  opposite  signs. 

This  force  between  two  magnetic  poles  can  be  measured  by 
any  kind  of  a  dynamometer  provided  that  the  magnets  are  so 
long  and  their  poles  so  nearly  concentrated  at  the  ends  that  the 
poles  under  experiment  are  sensibly  outside  the  field  of  influence 
of  the  other  poles. 

The  force  decreases  rapidly  with  the  increase  of  the  distance 
between  the  poles. 

At  a  given  distance  apart  the  force  between  the  poles  depends 
upon  the  medium  in  which  they  are  immersed. 

At  a  given  distance  apart  and  in  a  given  medium  the  force  is 
different  for  different  pairs  of  poles. 

6.  CoTilomb's  Law  of  Force  for  Concentrated  Polei  of  Permanent 
Kagneti  in  an  Infinite  Homogeneoui  Iiotropio  Medium,  Consider 
three  approximately  concentrated  poles  A,  B,  C,  belonging  to 
three  very  long,  very  slender,  cylindrical  magnets  of  very  hard 
steel  magnetised  in  a  slender  solenoid  or  helix,  longer  than  the 
m^nets,  traversed  by  an  electric  current.  The  more  nearly  the 
poles  are  concentrated,  the  greater  the  ratio  of  the  length  to 
the  diameter  of  each  magnet,  the  greater  the  coercive  intensity 
of  the  steel  (§  25,  Xlll.),  and  the  more  nearly  homogeneous 
and  isotropic  the  surrounding  medium,  the  more  nearly  are  the 
following  relations  found  by  experiment  to  be  true : 

The  force  between  any  two  of  the  poles  varies  inversely  as  the 
square  of  the  distance  between  them. 

The  force  between  two  of  the  poles,  as  A  and  B,  at  any  dis- 
tance d  apart  in  a  given  medium  i  bears  to  the  force  between  the 
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same  poles  at  the  same  distance  d  apart  in  another  medium,  2, 
the  same  ratio  {f-ifn;,  see  below)  which  the  force  between  another 
pair,  as  A  and  C,  at  any  given  distance  J'  apart  in  medium  i 
bears  to  the  force  between  A  and  C  at  the  same  distance  d'  apart 
in  medium  2. 

If  F^  denotes  the  force  between  the  poles  A  and  C  in  any 
medium  at  any  distance  d  apart,  and  /\^  the  force  between  the 
poles  B  and  C  in  the  same  medium  at  the  same  distance  d  apart, 
then,  whatever  this  distance  d,  and  whatever  the  medium,  F 
bears  to  /^  a  certain  definite  and  constant  ratio,  and  this  ratio  is 
unaltered  if  the  pole  C  is  exchanged  for  any  other  similar  (con- 
centrated) pole. 

Hence  there  is  associated  with  each  of  the  two  pol^  A  and  B 
a  constant,  which  we  shall  call  its  ^oie  strength,  or  qwmtily  cf 
magnetism,  such  that  the  force  between  one  of  these  poles  and 
a  third  concentrated  pole  is  proportional  to  this  constant  or  pole 
strength.  But  the  same  thing  is  true  of  the  third  pole  also. 
Hence  the  force  between  two  poles  is  proportional  to  the  strength 
of  each,  that  is  to  the  product  of  their  pole  strengths.  The 
strength  of  a  pole  will  de  denoted  by  in  with  a  subscript  to  iden- 
tify the  pole  when  necessarj'. 

Putting  the  above  results  together,  we  have,  if  F  denotes  the 
force  between  two  concentrated  poles  of  strengths  m^  and  m^ 
when  the  distance  between  them  is  L,  the  law  of  Coulomb : 

/t  being  a  constant  of  the  medium  in  which  the  poles  are  im- 
mersed, called  its  inductiviiy  (analogous  to  electric  permittivity), 
and  A  a  constant  depending  on  the  units  in  which  all  the  other 
quantities  are  expressed. 

If,  as  in  this  book,  the  c.g.s.  system  of  mechanical  units  is 
adopted,  if  /*  is  expressed  in  terms  of  the  inductivity  of  free 
sther  (denoted  by  /tj  as  umt  inductivity,  and  if  ^  k  put  equal  to 
-f-  l/4ir,  «j  and  m^  are,  by  definition,  expressed  in  terms  of  the 
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rational  electromagnetic  {REM)  unit  magnetic  pole  strat^k.    With 
these  conventions,  the  above  equation  (i)  becomes  ^     ■ 

F=  m^^l^Ttp.1}       ^-      -« ■  (2) 

If  m,  and  m^  are  poles  of  the  same  kind  (both  positive  or  both 
n^;ative),  ^is  positive  or  repulsive  ;  if  the  signs  of  the  poles  are 
opposite,  F\s  negative,  or  the  force  is  one  of  attraction. 

From  the  nature  of  the  conditions  assumed  above  it  is  clear 
that  the  law  can  not  be  established  rigorously  by  direct  experi- 
ment. The  best  proof  of  the  law  is  the  general  agreement  be- 
tween experiment  and  a  magnetic  theory  based  largely  upon  the 
law.  The  physical  reason  for  the  existence  of  the  law  of  inverse 
squares  is  similar  to  that  for  the  law  of  inverse  squares  in  electro- 
statics, as  will  be  apparent  when  the  magnetic  flux  and  Gauss's 
theorem  for  magnetism  have  been  discussed  (§§  13  and  14). 

7.  The  Maffsetio  Field.  Xa^«tic  iBtauity.  Any  region  in 
which  a  magnetic  pole  is  acted  upon  by  a  mechanical  force  in 
virtue  of  its  mz^netism  is  called  a  magnetic  field.  Such  a  field  is 
the  neighborhood  of  a  magnetic  pole,  or  ■  the  region  about  the 
earth,  or  the  region  about  a  wire  carrying  an  electric  current. 

It  follows  from  experiment  that  the  force  F  acting  upon  a  con- 
centrated magnetic  pole  at  any  point  of  a  magnetic  field  is  pro- 
portional to  its  pole  strength  m  (provided  that  the  distribution  of 
magnetism  originally  accompanying  the  field  remains  sensibly 
unaltered  on  the  introduction  of  the  pole).     That  is, 

F~Hm  (3) 

The  proportionality  &ctor  H  is  called  the  magnetic  intensity  at 
the  point.  H  is  evidently  a  vector  specifying  the  state  of  the 
field  at  the  point,  its  direction  being  that  of  the  force  upon  a 
positive  pole  (or  opposite  to  that  of  the  force  upon  a  negative 
pole),  and  its  magnitude  the  magnitude  of  the  force  upon  unit 
pole  placed  at  the  point. 

When  ^is  expressed  in  dynes  and  vi  in  the  REM  unit,  H= 
Fjm  is,  by  definition,  expressed  in  the  REM  unit  magnetic  in- 
tensity. 
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(2)  is  a  particular  case  of  (3). ' 

The  term  magnetic  field  is  also  used  to  denote  the  collective 
intensity  in  a  region  instead  of  the  region  itself.  The  direction 
of  the  field  at  any  point  is  then  the  direction  of  the  intensity,  and 
the  strength  0/  the  field  is  the  magnitude  of  the  intensity. 

8.  The  Stren^  of  a  Siatribnted  Pole,  By  (3),  which  may  be 
written 

m  -  FjH  (4) 

the  strength  of  any  magnetic  pole  when  placed  in  a  uniform  field 
may  be  defined  as  the  ratio  of  the  force  acting  upon  the  pole  to 
the  magnetic  intensity  of  the  field  (which  can  be  determined  by 
(3)  with  a  concentrated  pole).  A  general  definition  of  pole 
strength  consistent  with  (2)  and  (4)  b  given  in  §  21. 

9.  The  Poiitive  and  Negative  Poles  of  a  Magnet  Have  the  Same 
NDmerical  Strength,  or  the  total  quantity  of  magnetism  in  any 
magnet  js  zero.  For  if  a  magnet  is  placed  on  a  float  in  a  vessel 
of  water,  so  as  to  be  perfectly  free  to  move  in  any  direction,  it 
experiences  no  translator/  force  in  any  direction  when  the  sur- 
rounding field  is  that  of  the  earth  alone.  Thus  the  force  upon 
the  positive  pole  is  exactly  equal  and  opposite  to  the  force  upon 
the  negative  pole.  Hence,  since  the  intensity  of  the  earth's  field 
throughout  the  region  occupied  by  the  magnet  (and,  in  general, 
throughout  a  much  larger  region)  is  sensibly  uniform,  the  pole 
strengths  are  equal  and  opposite  by  (4),  and  their  algebraic  sum 
is  zero.     See  also  §  2i. 

10.  Magnetic  Induction.  Analogous  to  electric  induction  or 
displacement  is  a  quantity  called  the  magnetic  induction,  defined 
as  the  product  of  the  inductivity  and  the  magnetic  intensity. 
Thus,  if  the  m^netic  induction  is  denoted  by  B,  we  have 

B-fl!  (S) 

B  is  obviously  a  vector  with  the  same  direction  as  that  of  H, 
since  n  (in  isotropic  media,  which  alone  will  be  considered  here) 
has  no  relation  to  direction. 
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When  fi  and  //  are  expressed  in  REM  units,  B  —  fiH'is  said 
to  be  expressed  in  the  REM  unit  fnagnetit:  induction. 

A  substance  in  which  magnetic  induction  exists,  that  is,  a  sub- 
stance which  supports  a  magnetic  field,  is  said  to  be  tnagttttised  ox 
to  be  in  a  state  of  magTietisation.  If  the  induction  and  inductivity 
are  uniform  throughout,  the  magnetisation  is  said  to  be  urdform. 
The  intensity  of  magnetisation  is  defined  in  §  21. 

11.  Lines  and  TabeB  of  Ka^etio  Intanaity  and  Indnetios  are 
defined  in  exactly  the  same  way  as  lines  and  tubes  of  electric 
intensity  and  induction,  except  that  magnetic  quandties  are  sub- 
stituted for  electric  throughout 

12.  The  Sapeiposition  of  Magaetio  FieMi.  The  statements  of 
§  12,  I.,  and  those  of  the  paragraph  following  (2),  §  11,  I.,  with 
reference  to  the  electric  field  hold  also  for  the  magnetic  field,  ex- 
cept that  the  medium  supporting  a  magnetic  field  never  breaks 
down  as  a  result  of  magnetic  stress  (another  illustration  of  the 
non-existence  of  magnetic  conductivity). 

13.  Ths  Kapietio  Flu,  4>,  across  a  surface  .S  is  defined  in  ex- 
actly the  same  manner,  analogous  terms  being  substituted,  as 
the  electric  flux,  §  22,  I.,  that  is,  as  the  integral  over  the  surface 
of  the  normal  component  of  the  induction.     Thus 

^= J B  cos  9  dS  =■  j  fiH  cos  BdS  (6) 

0  denotirtg  the  angle  between  B  or  /Tand  the  normal  to  dS. 

14.  Oauia'a  Theorsm.  The  magnetic  flux  ^  outward  across  a 
closed  surface  5  surrounding  any  number  of  concentrated  mag- 
netic poles  of  total  strength  m  is  equal  to  tn*  This  follows  for 
an  infinite  or  finite  region  containing  a  homogeneous  isotropic 
medium  (/i  =  constant,  except  within  the  magnets,  whose  vol- 

*  With  the  qoalificalioD  made  betow.  In  everjr  case,  hoverer,  the  fAu- 0/°  niiT^- 
nectic  inttnsity  onttvaid  across  a  closed  surface  sniiouniJing  a  real  pole  distribuled  in 
■ojr  maiiDer,  multiplied  by  Che  inductivity  of  the  medium  smroiiDding  the  migDct, 
w  equal  lo  the  strength  of  the  pole.     For  the  analogous  electric  case  see  VI.  aod  IV. 
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umes  are  supposed  negligible)  from  (2),  (3),  (5),  and  (6),  and  a 
process  of  reasoning  exactly  analogous  to  that  employed  in  es- 
tablishing the  corresponding  theorem  in  electrostatics. 

The  theorem  holds  only  for  concentrated  poles,  the  flux  from 
a  distributed  pole  being,  in  general,  very  different  from  m,  (See 
§  8,  VI.,  for  the  corresponding  electric  case.) 

T/k  strengtk  of  a  tube  of  induction.  It  follows  from  Gauss's 
theorem  exactly  as  in  electrostatics  that  the  flux  across  every 
diaphragm  of  a  given  tube  of  magnetic  induction  in  a  homogene- 
ous isotropic  medium  is  the  same.  The  magnitude  of  this  flux 
is  called  the  strength  of  the  tube.  A  unit  tube  is  a  tube  whose 
strength  is  unity. 

We  here  assume,  as  in  strict  accord  with  experiment,  that  the 
strength  of  a  tube  is  constant  throughout  its  length  whatever 
media  it  may  traverse,  whether  the  field  is  a  pure  magnetic  field 
or  an  electromagnetic  field  (XII.).  For  a  pure  magnetic  field 
(in  which  there  is  no  intrinsic  magnetisation)  this  result  follows 
from  considerations  exactly  similar  to  those  adduced  to  establish 
the  analogous  proposition  in  electrostatics,  except  that  two  con- 
centrated permanent  magnetic  poles,  one  in  each  medium,  must 
be  employed  instead  of  the  closed  electric  condenser. 

In  deriving  Gauss's  theorem  the  (infinitely  small)  volumes  of 
the  magnets  and  all  their  contents  were  neglected.  It  must 
always  be  remembered,  however,  that,  as  stated  in  §  2,  magnetic 
poles  are  the  analogues  of  the  poles  of  electrets,  not  of  true  elec- 
tric chaises.  We  may,  for  convenience,  consider  only  the  flux 
from  (or  to)  a  pole  in  the  surrounding  medium,  as  we  have  just 
done ;  but  we  must  remember  that  the  same  quantity  of  flux 
which  emanates  from  a  magnet  at  its  positive  pole  enters  the 
magnet  again  at  its  negadve  pole,  making  the  total  flux  across 
any  closed  surface  surrounding  a  single  pote  (or  any  number  of 
poles)  zero. 

That  this  statement  is  correct  for  a  ma^et  with  concentrated 
poles  follows  from  Gauss's  theorem  and  the  fact  that  if  any  mag- 
net is  broken  across  its  axis  into  any  number  of  pieces,  each 
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piece  is  a  magnet  with  its  positive  and  negative  poies  equal  in 
strength  (numerically)  and  pointing  in  the  same  directions  as  the 
corresponding  poles  of  the  original  magnet. 

When  both  the  original  magnet  and  these  pieces  are  very  long 
and  thin,  as  they  must  be  to  have  approximately  concentrated 
poles,  the  pole  strengths  of  the  pieces  and  the  original  magnet 
are  sensibly  equal. 

We  here  assume  that  all  tubes  of  magnetic  induction  are  closed 
like  the  tubes  just  considered,  whether  in  a  pure  magnetic  field 
or  in  an  electromagnetic  field.  This  assumption  is  in  strict 
accord  with  experiment  and  with  a  more  general  definition  of 
m^netic  induction  given  in  Chapter  XIII.  Thus  there  is  noth- 
ing in  magnetism  analogous  to  the  discontinuity  of  electric  dis- 
placement, or  true  electric  charge. 

Applying  the  above  results  to  the  element  of  volume  at  a 
point,  we  get,  obviously, 

div  5  =  o  =  div  itH  (7) 

the  flux  into  any  element  of  volume  across  a  part  of  its  surface 
being  equal  to  the  flux  out  of  the  volume  across  the  rest  of  the 
surface. 

15.  Xa^netomotiTe  Force  or  GaoMage.  Kagnetic  Potential 
and  Eqnipotential  Surfaces.  The  line  integral  of  magnetic  inten- 
sity, f//' cos  dfiZ,  along  a  path  L  from  a  point  P^  of  a  magnetic 
field  to  a  point  /",  is  called  the  magnetomotive  force  (m.m.f.)  or 
gaussage  from  P^  to  P^  along  the  path  L.  When  this  integral  is 
the  same  along  every  path  from  /*,  to  P^  it  is  also  called  the 
difference  of  magnetic  potential  between  P^  and  P^,  or  the  fall  of 
magnetic  potential  from  P^  to  P^.  From  a  process  of  reasoning 
similar  to  that  of  §  17,  I.,  this  is  evidently  the  case  in  the  field 
of  a  magnet  (unaccompanied  by  electric  currents). 

The  unit  gaussage  is  the  gaussage  which  exists  between  two 
points  when  unit  work  must  be  done  to  transfer  a  unit  magnetic 
pole  from  one  to  the  other. 
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The  fall  of  magnetic  potential  from  a  given  point  /*  to  a  point 
at  an  infinite  distance  from  all  mjignetic  poles  is  called  tlie  mag- 
iielic  potential  at  P,  and  will  be  denoted  by  il.  This  symbol  will 
also  be  used  to  denote  m.m.f.  in  the  more  general  case. 

A  surface  which  is  everywhere  normal  to  the  magnetic  intensity 
is  called  a  magnetic  equipotential  surface. 

16.  The  Kapping  of  Xagnetic  Fieldi.  A  magnetic  field  can  be 
completely  mapped  out  by  a  system  of  tubes  of  induction  of 
equal  strength  or  by  a  system  of  equipotential  surfaces  between 
the  successive  surfaces  of  which  the  gaussage  is  constant.  (See 
§§  20  and  25,  I.) 

Maxwell's  method  of  drawing  such  systems  of  tubes  and  sur- 
faces applies  equally  to  the  electric  and  magnetic  cases.  (Sec 
§§;,  u,  13  and  14,  H-) 

17.  Ha^etio  Condaotori.  An  imaginary  substance,  analogous 
otherwise  to  an  electric  conductor,  within  whose  volume  there  is 
no  magnetic  induction  or  intensity  when  immersed  in  a  static 
magnetic  field,  and  at  whose  surface  all  lines  of  magnetic  inten- 
sity and  induction  are  therefore  discontinuous  normally,  is  called 
a  magnetic  conductor.  It  will  appear  later  (XVI.)  that  a  perfect 
electric  conductor  behaves  like  a  substance  of  sero  inductivity 
and  can  under  no  circumstances  support  an  electric  or  magnetic 
field. 

The  (imaginary)  true  magnetic  charge  and  surface  density  upon 
such  an  imaginary  surface  are  defined  as  the  magnetic  flux  from 
surface  and  the  induction  at  the  surface,  respectively,  in  a  manner 
exactly  analogous  to  that  followed  in  electrostatics. 

18.  Xagnetic  £ne^7  Density,  Hagaetio  Tensioo.  and  Magnetio 
Preasiire.  From  the  strict  mathematical  analogy  existing  between 
the  strength  of  a  concentrated  permanent  magnetic  pole  and  a 
concentrated  electric  charge  or  the  concentrated  pole  of  a  per- 
manent electret,  magnetic  inductivity  and  electric  permittivity, 
magnetic  intensity  and  electric  intensity,  magnetic  induction  and 
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electric  induction  or  displacement,  it  follows  that,  when  ;i  is  con- 
stant, 

(1)  The  magnetic  energy  per  unit  volume  at  any  point  of  a 
magnedc  field  is 

T-i£Jf~iliM-~i£-ll.  (8) 

(2}  There  is  a  tension  paiallel  to  the  intensity  equal  to 

T^lBH-ii^H'-iB'l^  (9) 

(3)  There  is  a  pressure  in  every  direction  normal  to  the  inten- 

sity  equal  to  r- }  if/f  _  J  xff' _  «c.  (,o) 

It  follows  also,  whether  fi  is  constant  or  not,  that  the  work 
per  unit  volume  done  in  magnetising  a  substance  from  a  value 
of  the  induction  5  ™  5,  to  a  value  5  =■  5,  is 


•(■■) 


which  reduces  to  (8)  when  fi  is  independent  of//'.  This  expres- 
sion does  not  give  the  change  in  the  magnetic  energy  when  hys- 
teresis (§  39,  XIII.)  is  present,  by  far  the  greater  part  of  the 
energy  used  during  the  magnetising  process  being  in  most  cases 
dissipated. 

(8)  and  (11)  will  be  demonstrated  later  (§§  12  and  29,  XIII.) 
in  a  different  manner. 

19.  Magnetio  Enei^.  Permesnoe.  Betactance.  In  exactly 
the  same  manner,  or  by  direct  integration  from  (8),  the  energy  con- 
tained in  the  volume  T'of  a  tube  of  magnetic  induction  of  strength 
4>  between  two  equipotential  surfaces  between  which  the  m.m.f 

'""■"  w-\<s>a  (13) 

if  /t  is  constant  (independent  of  H) ;  and 

W~  jTdr  =  JjHdBdr  =  JJJHdLdSdB 

(14) 
=  JJHdL  ■  SdB  =  Jn.dii> 
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in  the  general  case,  assuming  no  dissipation  of  enei^.     (14) 
gives  the  work  done  in  magnetisation  in  every  case. 

The  ratio  of  the  magnetic  flux  <E>  through  the  tube  to  the 
m.m.f.  £1  between  the  two  equipotentials  is  called  th&  permeance, 
and  its  reciprocal  the  reluctance,  of  this  portion  of  the  tube. 
Thus,  if  the  permeance  is  denoted  by  /*and  the  reluctance  by  R, 

P-^IR-tia  (,5) 

The  combination  of  {13)  and  (15)  gives  for  the  energy  W, 

w=.  jn*  =  \P€i^  ™  l^^jP^  iii'/R  =  J^*'      (16) 

The  electric  analogue  of  permeance  is  evidently  permittance. 

[In  the  irrational  systems  of  units  also,  Chapter  XIV.,  /"and 
R  are  defined  by  ( 1 5),  the  electrical  analogy,  requiring  the  intro- 
duction of  4ir,  not  being  strictly  maintained.] 

20.  The  LawB  of  Befroction  of  Lines  of  Intensity  and  Indnotlon. 
It  follows  also,  by  a  procedure  exactly  analogous  to  that  of  IV,, 
%  2,  or  by  inspection  of  the  final  equations  of  IV.,  §  2,  and  the 
analogies  mentioned  in  §  2,  that  in  crossing  an  interface  from  a 
medium  i  to  a  medium  2  a  line  of  magnetic  intensity  or  induction 
is  refracted  in  such  a  way  that 

I.  The  incident  and  refracted  lines  are  in  the  same  plane  per- 
pendicular to  the  interface  at  the  point  of  incidence ;  and  that 

II,  The  ratio  of  the  tangent  of  the  angle  of  incidence  to  the 
tangent  of  the  angle  of  refraction  is  a  constant  for  the  given 
media  (when  the  inductivity  ratio  is  constant)  and  equal  to  the 
ratio  of  the  two  inductivities. 

The  equivalent  equations  are 

H^  sin  0^  =s  /fj  sin  $^  (tangential  intensity  continuous)  (17) 

5j  cos  5,  =  B^  cos  tf,  (normal  induction  continuous)  (18) 

tan  ejtaii  0^  =  ftjfi^  (19) 

21.  Kagnetic  Sor&ce  and  Tolnma  Deniity,  Intensity  of  Hag- 
netiiation,  etc.  Proceeding  in  the  same  manner  and  following 
IV.,  §§  3—4,  we  get  what  follows. 
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The  normal  discontinuity  in  the  magnetic  intensity  at  the  inter- 
face separating  two  media  i  and  2  {H^  and  H^  being  reckoned 
positive  when  directed  from  medium  2  to  medium  1)  is 

-     H^  cos  e^  —  //,  cos  tf, 

which  is  equal  to  [{1*.^  —  /*i)//*i^j] -^j  cos  d^  when  there  is  no  in- 
trinsic magnetisation  (§  22). 

The  magnetic  surface  density  (analogous  to  apparent  electric 
surface  density)  at  the  interface  is 

a'  -  H,(-^,  cos  B^  -  H^  cos  ^,)  =  (5j  -  Ai,/)g  cos  5,     (20) 

which  is  equal  to  [{^,  — M|)//*i]-^»^°^  ^,when  there  is  no  intrin- 
sic magnetisation  present,  [In  the  irrational  systems  of  units, 
Chapter  XIV.,  a'  is  defined  by  the  relation 

4w<r'  —  M,(-^i  cos  ^1  -  H^  cos  ^J] 
The  intensity  of  magnetisation  of  medium  2  with  respect  to 
medium  I  is,  by  definition, 

7=5,-^,/^,  (21) 

which  is  equal  to  [(^^ — f''i)lf'i}-^%  when  there  is  no  intrinsic  mag- 
netisation. An  equivalent  definition  ofy  is  the  magnetic  moment 
of  medium  2  per  unit  volume  (§  23,  and  §  12,  IV.).  (31)  shows 
that  /  is  the  difference  between  the  actual  induction  in  2  and  the 
induction  which  would  exist  there  if  ^^  were  equal  to  a*,  with  the 
same  value  of  the  intensity.  [In  the  irrational  systems  of  units 
(Chapter  XIV.),  J  is  defined  by  the  equation  A,-aJ=  B^  —>*,//,-] 
If  we  write  5,  =  t'-^v  (^  0  *"*/  ^^  written 

J~{y.,-y.^H^~KH^  (22) 

«,  which  is  written  for  (/«,—/*,),  is  called  the  magnetic  suscepti- 
bility of  medium  2  with  respect  to  medium  I.    [In  the  irrational 
system  of  units  k  =  (ji.^~  fi^j^tr.'] 
(22)  may  be  written 

-s.-mA-Z+^z^,  (23) 
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{20)  may  be  written 

ff'=/cos  ^,  (24) 

The  quantity  of  magnetism  upon  a  surface  S,   or  tlie  pole 
strength  of  the  surface  S,  is 

fa'dS  =/y  cos  0^S  (25) 

which  may  be  written  equal  to  [(fi^  —  >*i)/^J  ^  when  there  is  no 
intrinsic  intensity. 

The  magnetic  volume  density  in  a  region  where  /*  varies  from 
point  to  point  is  ,,  _  ^,  div //  (26) 

{In   the  irrational   systems  of  units,   Chapter  XIV.,  4irp'  = 
ft,  div  //,) 

The  total  quantity  of  magnetism  in  a  volume  t  is 

fp'dr  =  f*j  f  div  ff  <It  (27) 

The  total  quantity  of  m^netism  within  a  volume  t  and  upon 
its  surface  .S  is 

m  ='ja'dS  +fp'dr  =//cos  0,  dS  +  >*,  fdivNdr    (28) 

The  force  upon  a  magnetic  pole  of  strength  m  in  a  field  of 
intensity //is  ^_  j^^  ^^^^ 

The  intensity  at  a  point  P  distant  L  from  the  element  dm  of  a 

pole  of  strength  dm  "due"  to  dm  is  directed  along  L  and  is  equal  to 

dH '^  drnj^iriL^I}  (30) 

The  magnetic  potential  at  a  point  due  to  any  magnetic  distri- 
bution whatever  is 

n=  \JA,'ffp.^-^dmlL  (31) 

If  medium    2    is   uniformly   magnetised,  the   magnetic   flux 
through  the  positive  pole  will  be 

*  =/£,  cos  e^S  =//  cos  e^S  +  ^,  ^H^  cos  6^S 

-«  +  ^/jy,cos  V5  (32) 
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which  is  equal  to  m  only  when  the  pole  is  concentrated.  In 
isolated  magnets  H^  is  negative,  hence  *  is  less  than  m  (except 
in  the  ideal  case  mentioned). 

The  complete  developments  §  7,  IV.,  and  §  I,  V.,  arc  valid  for 
the  magnetic  case,  magnetic  quantities  being  substituted  for  the 
analogous  electric  quantities. 

22.  latrinsic  Hag^iietiaatlon,  Etc.  Corresponding  to  intrinsic 
electrisation,  intrinsic  electric  intensity,  etc.,  are  intrinsic  magnet- 
isation, of  which  we  have  an  example  in  every  magnet,  intrinsic 
magnetic  intensity  or  force  (denoted  by  A)  maintaining  the  induc- 
tion, etc.  Intrinsic  magnetic  phenomena  do  not  appear  in  most 
substances,  but  are  far  more  marked  than  the  corresponding  elec- 
tri'*  phenomena  in  others,  notably  iron,  nickel,  and  cobalt,  reach- 
ing their  maximum  development  in  hard  steel.  The  magnetisation 
of  these  substances  will  be  briefly  discussed  in  §§  35-39,  XIII. 

Permanent  Hagnets.  A  permanent  magnet  is  a  magnet  whose 
pole  strengths  at  any  definite  temperature  are  constant  independ- 
ently of  the  time,  of  the  nature  of  the  surrounding  medium,  and 
of  the  proximity  of  other  magnets  and  electric  currents.  Such  a 
magnet  is  purely  ideal,  but  approximately  permanent  magnets 
can  be  made  of  long  cylinders  of  properly  tempered  hard  steel. 
Such  a  m^net,  if  not  brought  into  too  strong  magnetic  fields, 
and  if  kept  when  not  in  use  in  an  iron  case  will  retain  its  moment 
constant  in  air,  even  when  the  ratio  of  its  length  to  the  square  root 
of  its  cross-section  is  less  than  ten  to  one,  for  at  least  a  year  within 
one  tenth  per  cent.  (Klemendc,  Ann.  der  Pkysik,  XII.,  174, 
1901).  From  the  discussion  of  the  permanent  electret,  §  8,  VI., 
it  is  clear  that  a  magnet  will  be  more  nearly  permanent  the 
greater  the  ratio  of  its  length  to  its  diameter  (or  other  linear  di- 
mensions perpendicular  to  its  length).  It  is  also  evident  that, 
other  things  being  equal,  the  greater  the  coercive  force  (§  25, 
XIII.)  of  a  substance  or  the  "harder"  it  is  magnetically,  the 
nearer  will  be  its  approach  to  permanency  of  magnetisation, 
when  made  up  into  magnets. 
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23.  Pore  Hagnetic  Ti«ldfl.  It  is  now  evident  that  the  magnetic 
fields  for  a  great  variety  of  ideal  distributions  can  be  obtained 
from  the  analogous  electric  fields  already  discussed  in  previous 
chapters,  by  substituting  magncdc  conductors  for  electric  con- 
ductors, inductivity  for  permittivity,  true  magnetic  charge  for  true 
electric  charge,  magnetic  pole  strength  for  fictitious  electric 
charge,  magnetic  intensity  for  electric  intensity,  magnetic  induc- 
tion for  electric  displacement,  intensity  of  magnetisation  for  in- 
tensity of  electrisation,  etc.  Since  the  concentrated  poles  of 
permanent  electrets  can  be  substituted  for  concentrated  electric 
charges,  the  electrisation  within  the  volume  of  the  electrets  being 
neglected  (§  8,  VI.),  concentrated  electric  charges  can  be  re- 
placed in  the  magnetic  analogues  by  concentrated  magnetic  poles, 
the  magnetic  induction  within  the  volumes  of  the  linear  magnets 
being  neglected.  The  approximate  effects  of  magnetic  conduc- 
tors, except  as  regards  the  continuity  or  discontinuity  of  the 
magnedc  induction,  can  be  obtained  by  using  substances  of  great 
inductivity.  (The  value  of  n  for  soft  iron  may,  with  vibration, 
reach  nearly  80,000 m^-     See  Ewing,  Phil.  Trans.,  1885.) 

Thus,  Fig.  14  represents  the  field  of  a  single  concentrated 
magnetic  pole,  the  induction  within  the  magnet,  supposed  infin- 
itely thin,  being  neglected,  and  the  opposite  pole  being  supposed 
infinitely  remote. 

Fig.  22  shows  the  field  surrounding  a  single  m<^et  with  con- 
centrated poles. 

Fig.  60  shows  the  field  about  a  concentrated  magnetic 
pole  in  an  infinite  medium  of  inductivity  /a,  separated  by  a  plane 
interface  from  an  infinite  medium  of  inductivity  /*,  for  the 
particular  case  in  which  /tj//*,  =  4,  the  field  within  the  niag- 
net  being  neglected  and  its  opposite  pole  being  infinitely 
remote. 

Figs.  60,  61,  and  62  show  the  magnetic  field  in  and  around  a 
sphere  of  inductivity  /*,  placed  in  an  infinite  medium  of  inductivity 
fl^  supporting  an  originally  uniform  field  for  the  three  cases  in 
which  ^/f*i  =  o,  3,  and  infinity. 
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Fig,  63  shows  the  field  of  an  infinite  circular  cylindrical  shell 
of  inductivity  /*,  placed  in  an  infinite  medium  of  inductivity  /*j 
supporting  (originally)  a  uniform  magnetic  field  perpendicular  to 
the  axis  of  the  cylinders  for  the  particular  case  in  which  /^j/^,  ~ 
10.  §§  14—15  were  in  fact  developed  largely  on  account  of  the 
magnetic  fields  exactly  analogous  to  the  electric  fields  there  in- 
vestigated. The  table  (Table  I.,  §§  14—15)  is  constructed  with 
values  of  cjc^  or  ;*j//*i  common  in  magnetism  but  never  occur- 
ring in  electrostatics.  The  use  of  spherical  and  cylindrical  iron 
shells  as  magnetic  screens  in  protecting  galvanometer  magnets 
from  external  fields  is  mentioned  in  §  30,  XII. 

Fig.  67  shows  the  field  of  a  uniformly  magnetised  isolated 
sphere,  Fig.  28,  with  the  additions  and  modifications  indicated  in 
§  6,  VI.,  that  of  an  infinite  circular  cylinder  unifonnly  magnetised 
at  right  angles  to  its  length,  etc.,  etc.,  every  electric  field  having 
its  magnetic  analogue,  either  ideal  or  real. 

24.  Seealtsnt  Kaffiwtie  Fol«i,  Xftg^netie  Azii.  The  total  forcive 
upon  a  magnet  in  a  uniform  field,  as  the  earth's  magnetic  field, 
is  a  torque  tending  to  bring  its  axis  into  the  direction  of  the 
field.  It  is  evident  that  the  axis  of  the  magnet,  as  defined  in  §  4, 
is  the  direction  of  the  straight  line  drawn  from  the  center  of  the 
parallel  forces  due  to  the  uniform  field,  as  the  earth's  field,  on  all 
the  elements  of  the  distributed  negative  pole  to  the  center  of  the 
opposite  parallel  forces  upon  all  the  elements  of  the  positive 
pole. 

These  centers  may  be  regarded  as  the  positions  of  the  resultant 
poles  of  the  magnet ;  but  it  must  be  remembered  that  if  the 
forces  upon  all  the  elements  are  not  parallel,  as  they  are  when 
the  magnet  is  in  a  uniform  field,  the  positions  of  the  centers,  or 
points  of  application  of  the  resultant  forces,  are  diflerent,  and 
diflerent  for  every  different  field.  If  the  magnetism  were  uni- 
formly distributed  through  spheres  or  in  concentric  spherical 
shells,  or  over  spherical  surfaces,  at  the  two  ends  of  the  magnet, 
then  it  could  easily  be  shown,  as  in  the  corresponding  cases  in 
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electrastatics  and  gravitation,  that  the  field  outside  the  spheres, 
and  the  resultant  forces,  would  in  all  cases  be  the  same  as  if  the 
poles  were  concentrated  at  the  centers  of  the  spheres.  The 
forces  between  the  poles  of  two  magnets  at  a  distance,  however, 
will  be  approximately  the  same  as  if  the  poles  were  concentrated 
in  the  positions  of  the  resultant  poles  for  a  uniform  field,  just  as 
the  gravitational  force  between  two  masses  of  irregular  shape, 
when  the  distance  between  them  is  considerable,  so  that  the  field 
due  to  each  is  nearly  uniform  at  the  other,  is  nearly  the  same  as 
if  the  masses  were  concentrated  at  their  centers  of  gravity  or 
centers  of  mass. 

For  convenience,  the  straight  line  drawn  from  the  negative  re- 
sultant pole  to  the  positive  resultant  pole,  as  well  as  its  direction, 
will  be  called  the  axis  of  the  magnet.  If  the  magnet  is  a  cylin- 
der of  symmetrical  cross-section  and  magnetised  symmetrically 
with  respect  to  its  geometrical  axis,  the  geometrical  and  magnetic 
axes  will  coincide. 

2fi.  Tlie  Torque  Upon  a  Ha^st  in  b  tTniform  Field,  K agnetio 
Koment.  Let  fit  denote  the  magnitude  of  the  strength  of  each 
pole,  L  the  distance  between  the  resultant  poles,  H  the  intensity 
of  the  uniform  field,  and  d  the  angle  between  the  direction  of  the 
axis  and  the  direction  of  the  uniform  field.  The  torque  tending 
to  diminish  6  is  evidently  2mH^L  sin  6,  and  the  torque  tending 
to  increase  8,  or  the  torque  measured  in  the  same  direction  as 
that  in  which  8  is  measured,  is 

T=  -  2mH\L  sin  ^  =  -  mLH  sin  ^  =  -  MH  sin  6    (33) 
if  we  put  m.L  =  M. 

The  quantity^™  mL^^  TjHsin  6  is  called  the  magnetic  mo- 
ment of  the  magnet  (analogous  to  the  electric  moment  of  an 
electret). 

26.  Osufls'i  JCethod  of  Determining  Simultaneonaly  the  Koment 
][  of  a  Hagnet  and  the  Horizontal  Component  H  of  the  Earth's 
Kagnetio  Intenaity.  I.  Determinationof  j1/H.  The  m^net,  A, 
of  moment  ^is  first  suspended  with  its  axis  horizontal  by  a  ver- 
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deal  6ber  as  free  from  torsion  as  possible,  and  set  to  vibrating 
through  a  very  small  horizontal  arc.  The  time  7"  of  a  complete 
vibration  of  the  magnet,  and  its  moment  of  inertia  K  about  the 
axis  of  vibration,  are  then  determined.  Then  the  product  M  H 
is. given  by  the  equation 

J/H  =  4ir»^/r»  (34) 

to  a  high  d^ree  of  approximation. 

For,  since  T=Kd*6jdi',  (33)  gives  for  the  equation  of  mo- 
tion of  the  magnet 

Kd^ejdt*  +  MH  sm6  =  0  (a) 

For  very  small  amplitudes  of  vibration  sin  d  —  d  very  ap- 
proximately and  (a)  becomes 

Kd'0/di'+MHe  =  o  (6) 

which  shows  that  the  motion  is  simple  harmonic  in  the  period 
7"=  ztrfJCjMH  )*,  a  relation  identical  with  (34). 

If  the  torsion  of  the  suspension  and  the  arc  of  vibration  are 
large  enough  to  have  appreciable  effects,  they  can  be  determined 
and  allowed  for  by  methods  given  in  Maxwell's  Treatise,  §§  452 
and  738,  and  in  laboratory  manuals. 

II.  Determination  of  M/H.  The  magnet  A  is  removed  from 
the  suspension  and  mounted  with  its  axis  horizontal  and  per- 
pendicular to  the  magnetic  meridian  in  a  line  passing  through  the 
center  of  a  very  small  magnet  B  suspended  by  a  fiber  of  negli- 
gible torsion  (the  torsion,  if  not  negligible,  can  be  determined  and 
allowed  for),  the  whole  forming  a  magnetometer,  in  the  position 
occupied  by  the  center  of  A  in  I.,  and  the  distance  R^  between 
the  centers  of  A  and  B  is  measured.  R^  must  be  great  in  com- 
parison with  L,  the  distance  between  the  resultant  poles  of  A, 
which  is  approximately  equal  to  the  length  of  the  magnet 

The  magnetic  intensity,  H^,  at  B  due  to  the  poles  oi  A  is  per- 
pendicular to  H.  Hence  the  resultant  horizontal  intensity  at  B 
makes  with  the  magnetic  meridian  the  angle  6^  whose  tangent  is 
tan5,-^,/H  (35) 
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The  axis  of  the  magnet  B,  in  the  meridian  before  the  introduc- 
tion of  A,  takes  up  a  position  parallel  to  the  resultant  intensity. 
That  is,  on  the  introduction  of  ^,  5  is  deflected  through  the 
angle  6^,  which  must  be  measured. 

Denoting  the  numerical  strength  of  each  pole  of  ^  by  w  and 
assuming  the  magnetisation  of -^  to  be  symmetrical,  so  that  the 
distance  of  each  resultant  pole  is  LJ2  from  the  center  of  A,  we 
have  for  H^ 

H,  =  «/4^,*.  [i/(^,  -  ii)"  -  i/(/e,  +  \Lf)-\ 

-  MJ2irtiLR^^  {\  -  L'/4R,y 
=  MJ2-7TiJ,R*-{i  +  VJ2R*  -{-iL*ji6R*  +  ■■■) 
-  M/2irfiR^'(i  ■\-VJ2R^  =  H  tan  ff,  (<:) 

if  the  fourth  and  higher  powers  of  LjR^  are  neglected. 

Since  (c)  contains  the  unknown  quantity  L  in  addition  to  M 
and  H,  the  experiment  is  repeated  with  a  difierent  distance,  R^, 
between  the  centers  of  A  and  B,  and  the  corresponding  angle  of 
deflection  6^  is  determined.     Then 

MJ2irfiR^{i  +  Z'/z^,')  =  H  tan  d,  {d) 

Eliminating  L  from  (c)  and  {d),  we  obtain 

MjH  —  2irfi(R,'  tan  0,  -  /?/  tan  ^^/(/f,'  -  R^*)         (36) 

From  (34)  and  (36)  both  ^and  H  can  be  calculated,  since  ^ 
for  air  is  known  and  sensibly  equal  to  /*„  =  i. 

To  eliminate  the  error  arising  from  the  (possible)  lack  of  sym- 
metry in  the  magnetisation  of  A,  and  errors  in  determining  d„ 
6^,  Rj,  and  /?j,  the  angles  are  read  for  each  value  of  ^,  with  A 
either  east  or  west  of  B,  first  with  the  one  pole  of  A  toward  S, 
then  with  the  other  pole  toward  B.  Then  A  is  placed  on  the 
opposite  side  of  B  and  the  angles  read,  for  both  directions  of  the 
axis  of  A,  with  the  same  values  of  R,  and  R^  The  mean 
values  of  0,  and  5,  derived  from  all  the  readings  are  used  in  the 
calculation  oi  MjH  by  {36). 
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27.  The  Compariion  of  Two  Isteiuitie*.  By  vibrating  the  same 
magnet  successively  in  two  fields  of"  intensities  H^  and  H^  we 
obtain  from  (34), 

HJH,-T,'IT,'  <37) 

By  using  the  same  magnet  A  to  deflect  a  small  magnet  B  in 
two  different  fields  of  intensities  H^  and  H^,  A  being  placed  with 
reference  to  the  center  of  B  and  the  direction  of  the  field  in  each 
case  as  described  in  II.,  and  the  distance  between  the  centers  of 
the  magnets  being  the  same  in  both  cases,  we  obtain  from  (35) 

t^n0Jt3Ji0j=//JH,  (38) 

Th9  Compariaon  of  Two  X^gnfltio  Homonti.  By  vibrating  in 
the  same  field  two  magnets  of  moments  Jif,  and  M^,  and  moments 
of  inertia  about  the  axis  of  suspension  JC^  and  JC^  we  obtain 
from  (34) 

MJM^  =  K^T^jKJ^  (39) 

The  comparison  may  also  be  made  by  means  of  equation  (36). 
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CHAPTER   XII. 

THE  MAGNETIC   FIELD  OF  THE  CONDUCTION  CURRENT. 

1.  Belation  BetireeB  the  Direotioii  of  a  Cnrrent  and  the  Dirao- 
tion  of  ita  Line*  of  Intoniity.  An  electric  conduction  current  is 
invariably  accompanied  by  a  magnetic  field  surrounding  and 
penetrating  into  the  conductor.  In  the  case  of  a  long  straight 
circular  cylindrical  wire  carrying  a  current  and  immersed  in  a 
medium  of  unifonn  tnductivity  the  lines  of  magnetic  intensity,  as 
will  be  shown  in  §  15,  are  circles  centered  on  the  axis  of  the 
■wire  in  planes  perpendicular  to  the  axis,  and  the  direction  of  each 
h'ne  is  related  to  the  direction  of  the  current  as  the  rotation  to 
the  translation  of  a  right-handed  screw  or  as  the  direction  of 


motion  of  the  hands  of  a  clock  to  the  direction  of  a  line  drawn 
from  the  face  to  the  back.  If  for  circle  the  words  closed  curve 
are  substituted,  these  statements  hold  good  in  all  cases.  The 
relation  between  the  direction  of  a  current  and  that  of  its  lines 
of  intensity  is  shown  in  Fig.  84. 

2.  Foaitive   Sirootiona  Around  and  Throngh  a  Circuit     The 

positive  direction  around  a  circuit  bears  to  the  positive  direction 
through  the  circuit,  by  definition,  the  same  relation  as  the  direc- 
tion of  rotation  of  a  right-handed  screw  bears  to  its  direction  of 
386 
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translation.  Thus  if  AB,  Fig.  85,  is  chosen  as  the  positive  di- 
rection through  the  circuit  CDEC,  the  positive  direction  around 
the  circuit  is  CDEC  as  indicated  by  the  arrows.     If  the  direction 


of  the  current  in  a  circuit  is  chosen  as  the  positive  direction 
around  the  circuit,  as  will  be  done  in  this  chapter,  the  magnetic 
flux  connected  with  the  current  will  always  thread  the  circuit  in 
the  positive  direction. 

3.  Vector  Product  of  Two  Tecton.  Let  A  and  B  denote  two 
vectors  intersecting  at  an  angle  8  less  than  tr.  If  C,  a  third 
vector,  is  equal  in  magnitude  to  the  product  AB  sin  6,  and  is 
perpendicular  to  their  plane  and  so  directed  that  a  right-handed 


screw  prc^ressing  along  C  in  the  positive  direction  would  rotate 
from  A\a  B,  Fig.  86,  then  C  is  called  the  vector  product  of  A 
and  B,  and  is  written 

C=  yAB  sin  e  (i) 
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If  C  has  the  opposite  direction,  as  indicated  by  the  dotted  line 
in  the  figure,  it  may,  consistently  with  (i),  be  written 

C  -  -  VAB  sin  d  -.  WBA  sin  ff 

4.  The  Law  of  Ampdre.  If  a  very  long  and  thin  cylindrical 
conductor  carrying  a  current  is  immersed  in  a  uniform  magnetic 
field  perpendicular  to  its  direction,  the  two  fields  will  combine  to 
form  the  resultant  field  shown  in  cross-section  in  Fig.  87,  the 
resultant  field  being  stronger  where  the  component  intensities 
have  the  same  general  direction,  and  weaker  where  their  gen- 
eral directions  are  opposite.  The  pressures  and  tensions  in  the 
field  will  then  give  rise  to  a  force  upon  the  conductor  directed 
from  the  stronger  to  the  weaker  part  of  the  resultant  field,  and 
thus,  as  the  figure  shows,  perpendicular  to  the  wire  and  to  the 
originally  uniform  field.  In  the  figure  the  conductor,  perpen- 
dicular to  the  paper,  is  shown  as  a  small  circle ;  the  current 
flows  downward  and  the  original  field  is  directed  to  the  left,  or 
the  current  flows  upward  and  the  original  field  is  directed  to  the 
right.  In  either  case  the  force  upon  the  conductor  is  directed 
toward  the  top  of  the  page.  This  is  a  simple  case  coming 
under  the  /aw  of  Ampere,  to  which  we  proceed. 

Consider  a  wire  of  n^ligible  cross-section  carrying  a  current  / 
in  a  magnetic  field  of  any  kind.  Let  dL  denote  the  element  of 
length  of  the  wire  at  any  point  P,  and  let  B  denote  the  magnetic 
induction  at  the  point,*  Let  Q  denote  the  angle  between  /  and 
B.  (For  convenience  we  shall  here  treat  /  as  if  it,  as  well  as  the 
current  density  i,  of  which  it  is  the  surface  integral,  were  a  vec- 
tor.) Then  the  results  of  experiment  may  be  summed  up  in  the 
following  statement,  which  constitutes  Ampere's  law  in  the  first 
form : 

The  wire  is  acted  upon  by  a  force  ^or  a  torque  7"  which  may 
be  found  by  assuming  each  element  of  the  wire  of  length  dL  to 
be  acted  upon  by  a  force 

dF=  ifaW/B^nd    dL  (2) 

•  See  Lord  Rayleigh,  Philosophital  Magaunt,  June,  1898. 
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where  d  is  a  constant  depending  on  the  units  in  which  the  other 
quantities  in  (2)  are  expressed,  and  taking  the  vector  summation 
or  integration  of  all  the  elementary  forces  t/^  along  the  part  of 


the  wire  considered,  or  of  all  the  elementary  torques  dT  arising 
from  the  forces  dF.  The  force  upon  dL  is  always  from  the 
stronger  to  the  weaker  part  of  the  resultant  field. 
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If  the  wire  is  not  so  thin  that  its  cross-section  can  be  neg- 
lected, it  may  be  considered  split  up  into  elementary  current 
tubes  and  the  summation  or  integration  applied  to  all  the  ele- 
ments of  each  tube. 

6,  Tlie  Bationol  Eleotroma^etio  Unit  Current.  If  in  the  above 
equation  dF  and  i/L  are  expressed  in  c.g.s.  units,  /  in  the  RES 
unit,  and  B  in  the  REM  unit,  a  is  found  to  have  the  magnitude 
3  X  lo'"  (see  §  4.  XIV.).  The  REM  umt  curreitt  is  defined  as 
a  unit  current  a  times  as  great  as  the  RES  unit  current.  Hence, 
if  we  express  /  in  terms  of  this  unit,  i  ja  [if  a  is  assumed  to  have 
zero  dimensions  (XIV.)]  will  disappear  from  the  above  equation, 
which  thus  becomes 

dF=W/B  sin  e-dL  (3) 

8.  Electric  tTniti  in  the  Kational  Eleotromagnetlc  Unit  Byitem. 
If  the  electric  current  is  expressed  in  terms  of  the  electromag- 
netic unit,  however,  the  relations  y  =  //,  dHjdt=  RI*,  ■*  =  RI, 
etc.,  will  not  remain  true  unless  the  units  of  charge,  resistance, 
e.m.f,  etc.,  are  redefined.  Units  so  chosen  as  to  make  these  re- 
lations, or  any  of  the  relations  which  precede  or  follow,  correct 
when  /,  or  any  other  quantity  occurring  in  the  relations,  is  ex- 
pressed in  the  REM  unit  current  are  defined  as  the  REM  unit 
charge,  resistance,  etc. 

Kagnctio  and  Eleotroma^etio  Units  in  the  Kational  Electro- 
fltatic  System.  We  have  not  hitherto  defined  any  pure  magnetic 
unit,  such  as  magnetic  pole  strengjth  or  magnetic  intensity,  in  the 
electrostatic  system ;  but  from  the  above  definitions  of  the  REM 
unit  current,  chaise,  etc.,  in  terms  of  the  RES  units  we  can  pro- 
ceed immediately  to  such  definition  :  Units  so  chosen  as  to  make 
(3)  and  all  the  equations  which  follow  in  this  work,  as  well  as  all 
those  of  Chapter  XI.,  correct  when  /,  or  any  other  quantity 
occurring  in  the  equations,  is  expressed  in  the  RES  unit  are 
defined  to  be  the  rational  electrostatic  units  of  the  quantities 
concerned. 
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Henceforth  every  equation  will  be  expressed  in  one  system  of 
units  throughout,  Hke  all  preceding  equations  except  {2),  all  the 
quantities  being  expressed  in  RES  units,  or  else  all  in  REMunits. 

The  general  subject  of  electric  units  is  discussed  in  Chap.  XIV. 

7.  Ths  Force  Vpon  a  Straight  Wire  in  a  Uniform  Kajriietic  Field. 
As  a  particular  case  falling  under  Ampere's  law,  we  shall  con- 
sider first  a  straight  wire  in  a  uniform  magnetic  field,  and  shall 
find  the  force  upon  a  length  L  of  the  wire. 

(i)  If  the  wire  is  parallel  to  B,  sin  d  =  o  everywhere,  hence 
F=o. 

(2)  If  the  wire  is  perpendicular  to  the  field,  sin  ^  =  i  every- 
where, and  f^  jg^  ^^j 

The  resultant  field  (a  uniform  field  and  the  field  of  §  14  super- 
posed) and  the  direction  of  F  are  shown  in  Fig.  87  (from  Max- 
.  well's  Treatise,  §  496). 

{3)  If  the  wire  makes  an  angle  0  with  B 

F-  IB  sin  eL  =IBLsme  (S) 

The  force  is  the  same,  both  in  magnitude  and  direction,  as 

would  be  e)certed  on  the  wire  in  a  field  B  sin  8  perpendicular  to 

L,  or  upon  a  wire  of  length  L  sin  0  in  a  field  perpendicular  thereto. 

8.  A  Lineal  Cironlar  Circuit  in  the  Radial  Pield  from  a  Concen- 
trat«d  Xa^etic  Pole  of  Strength  m  Placed  (1)  at  its  Center.  (Fig. 
88.)     The  magnetic  induction  and  the  electric  current  in  the  lin- 
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ear  circuit  are  obviously  everywhere  perpendicular.     The  force 
upon  the  circuit  is 

F~  ij  B^aBdL-^  I{ml^irR^2wR  -  mTjzR  (6) 

The  direction  of  the  force  is  downward  into  the  paper  in  Fig. 
88a  and  to  the  right  in  Fig.  88^,  when  the  current  has  the  direc- 
tion indicated  and  m  is  positive.  If  the  sign  of  either  is  changed, 
the  direction  of  i^  is. reversed. 

(2)  On  the  Axis  of  the  Circle  at  the  Ilistanoe  d  from  tta  Center. 
If  the  pole  is  placed  on  the  axis  of  the  circle  at  the  distance  d 


from  its  center,  Fig.  89,  ^  sin  ^  —  i?  =  ?«/47r(<y*  +  ^,  and  the 
force  upon  each  element  of  length  dL  of  the  wire  is 
dF  -  IB  sin  0dL  =  ImJ4ir{d*  +  l^dL 
This  force  may  be  resolved  into  two  components,  one 
dF'  =  dF^na  =  m/F/4.iT(d*  +  /?)*dL 
in  the  direction  of  the  axis ;  and  the  other 

dF"  =  dF  cos  a 
in  the  direction  of  the  radius.  Thp  second  component  tends  to 
increase  or  diminish  the  radius  of  the  wire  according  as  the  flux 
from  the  pole  threads  the  circuit  in  the  positive  or  n^ative  direc- 
tion through  the  circuit,  but  gives  rise  to  no  resultant  force  upon 
the  circuit  as  a  whole  in  any  direction.     The  first  component. 
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summed  up  for  the  whole  length  of  the  wire,  gives,  for  the  total 
force  upon  the  wire  in  the  direction  of  the  axis, 

F-  JdF'  -  m!S?J2{d*  +  /P)i.  (7) 

When  d=o,  (7)  reduces  to  (6). 

g.  An  Infinite  Btrai^lLt  Linear  Wire  in  the  Radial  Field  from  a 
Concentrated  Kagnetic  Pole  of  Strength  m  Distant  d  from  the  Wire. 
(Fig.  90.)     In  this  case  i^has  the  magnitude 


F=^/fBsinedL=/m/4irfl/{L*+d*)-df(L*  +  d^dL 
=  lMdJ2irJij{n  +  dy  ■  dL  =  /mf2wd£^sm$de    (8) 
—  Imjinrd 

since  L  =  d  cotan  B. 

The  relative  directions  of  F,  B,  and  the  current  are  obvious. 

10.  A  Cloied  Plana  Cirooit  of  Any  Form  in  a  TTniform  Kagnetie 
Field.  (Fig.  91.)  Let  the  plane  of  the  circuit  be  vertical  and 
the  field  horizontal.  Let  s,  x,  be  the  coordinates  of  any  point 
P  of  the  circuit,  referred  to  its  highest  point  O  as  origin,  the 
positive  direction  of  Z  being  taken  as  the  direction  of  the  current 
at  O,  and  the  positive  direction  of  X  vertically  downward.  Let 
a  denote  the  angle  between  B  and  the  positive  direction  of  the 
^axis. 
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Let  B  be  resolved  into  two  components  ^  sin  a  and  B  cos  a 
perpendiciriar  and  parallel,  respectively,  to  the  plane  of  the  circuit 

Owing  to  the  component  B  sin  a,  there  will  be  an  outward 
force  dF^  =  /S  sin  a  dL  upon  every  element  of  the  circuit  per- 


pendicular to  its  length  dL  and  to  ^  sin  a  in  the  plane  of  the 
circuit.  Resolving  this  force  along  OX  and  OZ,  we  have,  if  dL 
(taken  in  the  direction  of  the  current)  makes  an  angle  0  with  OX, 

dF^  =  dF^  cos  0  =  IB  sin  a  cos  ^  dL  =  /B  sin  a  dx 
and 

dF^  =  dF^  cos  (go°  +  ff)^  —  /B  sin  asin^dL^  —IBsinade 

By  integration  along  the  whole  circuit 

F^  =  IB  sin  aCdx  —  o 

and  P^=  —  IB  sin  a/rfs  —  o 

Hence  the  forcive  due  to  B  sin  a,  if  not  zero,  is  a  torque.     Since 
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all  the  forces  dF^  are  in  the  plane  of  the  circuit,  there  can  be  no 
torque  about  an  axis  in  this  plane.  Let  therefore  OK  (the  posi- 
tive direction  through  the  circuit),  perpendicular  to  OXanA  OZ 
at  0,  be  taken  as  the  axis  of  momeats.  The  force  dF^  on  the 
element  dL  gives  rise  to  a  torque 

dT ~  dF^s  ~  dF^x  =  -  IB  sin  a  sd$  -  IB  sin  axdx 
^  —  IB  sin  a  (sds  +  xdx) 
By  integration  around  the  circuit  we  obtain 

T  =  Jrfr IB  sin  a  [fsds  +fxdx)  =  o 

Hence,  so  far  as  the  component  B  sin  a  is  concerned,  there  is 
no  resultant  torque  or  force  upon  the  whole  circuit.  Under  the 
action  of  the  force  dF^  =/5sin  adL,  however,  each  element  of 
the  circuit  tends  to  move  outward  or  inward  according  as  sin  a 
is  positive  or  negative,  i.  e,,  according  as  the  flux  of  the  uniform 
field  threads  the  circuit  in  the  positive  or  negative  direction 
through  the  circuit ;  thus  the  circuit,  if  made  of  elastic  material, 
would  expand  or  contract. 

The  component  B  cos  «  gives  rise  to  a  force  dF^  on  the  ele- 
ment dL  perpendicular  to  the  plane  XZ  of  the  circuit.  If  (9  K  is 
taken  as  the  direction  of  a  positive  force, 

dF^— -IB  cos  a  cos  0dL-  -IB  cos  a  dx 

and  the  total  force  upon  the  circuit  in  the  direction  OK  is 

F^  ~JdF^  =—lB  cos  a  fdx  =  o 

Hence  the  fordve,  if  anything,  is  a  torque.     Since  there  is  no 

force  on  any  element  in  the  direction  OZ  or  ZO,  there  can  be  no 

torque  about  OY.     The  torque  about  OZ  is 

T,  "fdT,  '~fxdF^  =  -fxIB cos  adx=- IB  cos  ajxdx  - o 
The  torque  about  the  axis  OX  is 

7;  —jdT^  -  -j^'^^w  =  ^^  ^°^  apdx 

=  IB  cos  afdS  =  IB  cos  a  S 
if  S  denotes  the  area  of  the  circuit 
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Thus  the  total  forcive  upon  the  circuit  is  a  pure  torque 

T=/B  cos  aS  -(9) 

around  a  line  in  the  plane  of  the  circuit  and  perpendicular  to  the 
original  magnetic  field,  the  positive  direction  of  the  torque  being 
always  related  to  the  positive  direction  of  OX  as  the  rotation  to 


the  translation  of  a  right-handed  screw  with  OX  as  axis.    When 
the  torque  is  positive  it  tends  to  increase  the  angle  a  (see  Fig, 

92). 

If  there  are  «  turns  in  the  circuit,  the  torque  is  n  times  as 
great. 

If  0  denotes  the  angle  between  the  normal  to  the  circuit  (in  the 
positive  direction,  §  2)  and  B,  the  torque  tending  to  increase  the 
angle  5  is  ^.^  _  ^^^  ^in  0  =  -  //xSN sin  0  (10) 

so  that  the  circuit  behaves  like  a  magnet  of  moment  /fiS. 

When  0  ■=  0°,  7'—  o,  and  the  circuit  is  in  stable  equilibrium  ; 
and  when  0  =  180°,  7"""0,  and  the  circuit  is  in  unstable  equil- 
ibrium. For  in  the  former  position  the  torque  brought  into 
existence  by  a  slight  change  of  0  will  tend  to  restore  equilibrium  ; 
while  in  the  latter  the  torque  developed  by  a  similar  change  in 
0  will  tend  to  increase  the  displacement. 

When  0  =  0  and  T=o,  the  circuit  encloses  the  maximum 
magnetic  flux  possible,  a  quantity  BS  due  to  the  uniform  field, 
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and  that  connected  with  its  own  current ;  the  uniform  flux,  in 
this  position  of  the  circuit,  being  directed  through  the  circuit  in 
the  positive  direction. 

When  ^  =  90°  or  270",  the  circuit  encloses  no  flux  of  the 
uniform  field,  and  the  torque  is  a  maximum. 

The  circuit  thus  tends  to  move  in  such  a  way  as  to  enclose 
the  maximum  flux  possible. 

We  have  already  noted  the  tendency  of  a  closed  circuit  carry- 
ing a  current  to  expand  or  contract  when  placed  in  a  radial  field 
or  a  uniform  field,  according  as  the  magnetic  flux  of  this  field 
threads  the  circuit  in  the  positive  or  negative  direction  through 
the  circuit.  That  is,  the  circuit  expands  or  contracts  according 
as  the  expansion  or  contraction  will  increase  the  flux  through 
the  circuit  in  the  positive  direction,  or  diminish  the  flux  through 
the  circuit  in  the  negative  direction.  For  the  same  reason 
(Ampere's  law)  the  circuit  would  tend  to  expand  if  only  in  its 
own  field,  and  thus  to  enclose  as  great  a  quantity  of  magnetic 
flux  as  possible. 

Similar  considerations  would  show  that  in  every  case  a  circuit 
carrying  a  current  moves  or  tends  to  move  in  such  a  manner  as 
to  make  the  magnetic  flux  threading  it  as  great  as  possible. 

11.  Ma^etio  Intensity  Dae  to  any  Cairent  Siatribution. — From 
Ampere's  law  (first  form)  and  the  third  law  of  motion  we  can 
find,  for  any  point  P,  an  expression  for  the  magnetic  intensity 
connected  with  any  current  distribution  (Ampere's  law,  second 
form). 

To  do  this  imagine  the  conductor  immersed  in  a  radial  field 
from  a  concentrated  magnetic  pole  of  strength  tn  at  the  given 
point  P  distant  r  from  dL,  an  element  of  length  of  the  wire  or 
current  tube  under  consideration.  Then  the  induction  at  dL  due 
to  the  pole  is  ^  =  mj^trr'  directed  radially  from  P.  If  we  write  r 
in  the  numerator  to  indicate  the  direction  oiB,  r(=  r  numerically) 
being  measured  from  the  pole  to  dL,  this  expression  becomes 

S  ™  wr/4'jrr* 
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The  force  upon  dL  is  therefore 

dF=mIl\irt^-^dLr^n9 

for  a  linear  current,  dL  being  measured  in  the  direction  of  the 
current.     Hence 

/■—  mlj^tr  X  vector  integral  of  I  /^-  VrfZr  sin  ^/r' 

Since  F  is  the  total  force  upon  the  circuit,  there  must  be  an 
equal  and  opposite  force,  —  F,  upon  the  pole  at  P.  Hence,  if  H 
denotes  the  magnetic  intensity  at  /*due  to  the  current, 


Fie.  93. 


—  F^Hm  =mIJ4v  x  vector  integral  of  C^rdL  an  ffy/f* 
or,  if  r  is  measured  from  dL  to  the  point  P,  instead  of  from  P  to  d£^ 

Hm  =  m/f^ir  x  vector  integral  of  {VdLrsin  S)/*^ 
whence 

H-^Ij^ir  X  vector  integral  of  (ydLr sin  S)jr*  (i  i) 

The  mimetic  intensity  at  Pis  thus  the  same  as  if  each  ele- 
ment of  the  current  {IdL)  produced  at  /"an  intensity 

dH~  I jiVirr^-ydLr  sine 


{12> 
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magnitude  and  direction  (r  being  measured  from  dL  to  P) ;  or, 
numerically,  ff^trr*  ■  sin  6  dL. 

If  the  conductor  has  not  a  negligible  cross-section,  we  have, 
clearly, 

dH=Il4,irr^  (ViVsin^Vr  (13) 

and  H~  If ^irr^-  vector  integral  (V'Vsin  6)dT  (14) 

Equations  (i  i)-(i4)  express  Ampere's  law  in  its  second  form. 

It  must  be  remembered  that  the  integral  {orca  FanA  the  inte- 
gral intensity  H,  not  the  elements  dF  and  dH,  are  all  that  racperi- 
ment  furnishes. 

The  relations  between  the  quantities  of  equation  (13)  are 
shown  in  Fig.  93.  dL,  i,  and  r,  are  taken  in  the  XV  plane,  and 
the  direction  oi  PX,  perpendicular  to  the  XK  plane,  is  chosen  to 
coincide  with  that  of  i  and  dL. 

If  I  (or  /)  has  everywhei^  one  direction,  then  it  is  obvious 
from  (12)  or  (13),  that  there  is  no  component  of  magnetic  in- 
tensity in  this  direction  anywhere. 

From  all  the  above  equations  it  is  manifest  that  If  does  not 
depend  in  any  way  upon  the  inductivity  of  the  medium  in  which 
the  conductors  are  placed,  provided  that  the  medium  is  homo- 
geneous and  isotropic  (so  that  the  field  from  a  concentrated  pole 
anywhere  is  radial). 

In  what  follows  all  media  will  be  supposed  homogeneous  and 
isotropic  unless  the  contrary  is  stated. 

12.  The  Kafrnetio  Field  Around  an  Infinitely  Xong  Straight 
laneu*  Conduotor  Carrying  a  Current  I.  From  equation  (12),  or 
from  the  direct  application  of  the  third  law  of  motion  to  (8),  §  9, 
it  is  evident  that  the  lines  of  intensity  are  circles  centered  on  the 
mre  and  perpendicular  thereto,  the  direction  of  the  lines  around 
the  wire  being  related  to  the  direction  of  the  current  as  the  rota- 
tion to  the  translation  of  a  right-handed  screw.  The  magnitude 
of  the  intensity  is,  by  (i  i)  or  (8), 

H~Fjm  =  Il2ird  (15) 

at  a  distance  d  from  the  wire. 
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Maxwell's  plane  diagram  of  a  part  of  the  field  is  shown  in  Fig. 
i6.  Chapter  11. 


18.  The  Hagfnetio  Inteniity  at  a  Point  on  th«  Azii  of  a  OirotUar 
Linear  Conductor  Carrying  a  Current  I.     From  (12),  or,  more 


b.  Google 


CURRENTS  AND   MAGNETIC  FIELDS.  30 1 

readily,  from  the  direct  application  of  the  third  law  of  motion  to 
(7),  §  8,  the  intensity  at  a  point  on  the  axis  distant  d  from  the 
center  of  the  circle  is,  numerically. 


//=  Ffm  ~  IJ?f2(R'  +  dy 


(16) 


and  is  directed  along  the  axis  in  the  positive  direction  through 
the  circuit. 

If  the  circular  circuit  contains  n  turns,  closely  wound,  instead 
°''°"^'  H=  nI^lz(F?  +  <f' )t  ([7) 

and  if  there  are  two  similar  coils  at  the  same  distance  d  on  oppo- 
site sides  of  P,  with  their  currents  of  the  same  magnitude  and  in 
the  same  direction,     H  =  nIR'{{S}  +  d*)*  (18) 
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Putting  (^  =  o,  we  obtain  for  the  intensity  at  the  center  of  a 
circular  coil  of  w  turns,        zr_  nfliR  (\a\ 

Maxwell's  diagram  of  the  field  connected  with  a  single  coil  is 
given  in  Fig.  94,  and  that  of  the  field  connected  with  two  similar 
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parallel  coils  carrying  the  same  current  in  the  same  direction  in 
Fig.  95  (see  Maxwell's  Treatise,  §§487,  702,  and  713,  from 
which  the  figures  are  taken). 

14,  The  1I.M.F.  Around  an  Infinite  Linear  BtraiglLt  Wire  Cazryuigr 
a  Cnmnt  I.  The  magnetomotive  force  along  the  arc  PjPj  from 
P,  to  P^,  two  points  on  the  same  line  of  intensity  of  radius  d.  Fig. 

^''^  Hy.  arc  P^F^  =  / ire  P^Pj2ird=  I  ei2ir  (20) 

where  0  denotes  the  angle  subtended  at  the  wire  by  the  arc  P^P,. 

The  equation  shows  that  the  m.m.f,  along  the  arc  cf  any  line 

of  intensity  from  a  plane  ABE  to  a  plane  CB£,  intersecting  in 


Fit.  96. 

the  wire  at  the  angle  d,  is  equal  to  /5/2ir,  independently  of  the 
value  of  d. 

The  m.m.f,,  moreover,  along  any  path  not  enclosing  the  cir- 
cuit, as  PJCP^  from  /',,  any  point  in  the  plane  ABE,  to  P^  any 
point  in  the  plane  CBE,  is  the  same,  and  equal  to  the  value  given 
in  (20).  For  the  line  integration  of  the  intensity  along  any  path 
is  compounded  of  integrations  along  lines  of  intensity,  integrations 
along  radii,  and  integrations  parallel  to  the  wire.  The  integrals 
in  the  last  two  directions  are  zero,  since  they  are  perpendicular 
to  the  intensity,  and  the  total  integral  along  the  lines  of  intensity 
is  as  before,  I  Qjtv. 

The  m.m.f.  between  two  points  /",  and  P^  therefore  depends 
only  on  the  strength  of  the  current  /  and  the  fraction  of  a 
circumference  Bjltr  traversed  in  passing  from  /*,  to  P^  or  from 
P^  to  P^. 

Thus  the  m.m.f,  along  a  closed  circuit  not  enclosing  the  cur- 
rent, as  the  line  P^KP^^^,  is  zero,  no  fraction  of  a  drcumference 
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being  traversed,  on  the  whole,  in  passing  from  P^  to  /",  again. 

This  may  be  shown  also  as  follows :  The  m.m.f.  along  the  path 

P^fCP^^  is  /  ^/27r,  and  the  m.m.f.  along  /*/;  is  -  I6J2-n:     Hence 

the  total  m.m.f.  is  zero. 

The  m.m.f.   around  a  closed  path   linking  with  the  current 

once  is  „       ,       ,  , 

n-/27r/2ir  =  /  (21) 

the  directions  of  the  m.m.f.  and  current  being  related  like  the 
rotation  and  translation  of  a  right-handed  screw.  If  the  closed 
path  links  n  times  with  the  current,  the  m.m.f,  is 

fl  -  «/  (22) 

This  proposition  will  be  generalised  in  Chapters  XIII.  and  XV. 
It  will  there  be  shown  that  the  m.m.f,  along  any  closed  path 
linking  n  times  with  any  current  is  equal  to  n  times  the  current. 
The  relation  is  known  as  the  Jirst  law  of  circuitation,  and  will  be 
assumed  in  what  follows. 

Ifi.  The  Hagnetio  Field  of  an  Infinitely  Long  Cylindrical 
fiomogenflODi  Coodnctor  of  Circular  Crou-seotio)).  According  to 
§11,  Chapter  VIII.,  the  current  density,  i,  is  uniform  throughout 
the  conductor  and  has  the  direction  of  its  axis.  Hence  it  follows 
from  the  symmetry  of  the  conductor  and  equation  (13)  that  the 
intensity  at  any  point  has  no  component  in  the  direction  of  the 
radius  or  axis  of  the  conductor.  The  lines  of  intensity  are  there- 
fore circles  centered  on  the  axis  in  planes  perpendicular  thereto. 
The  intensity  at  a  point  distant  d  from  the  axis  of  the  conductor 
can  now  be  determined  by  applying  (2t). 

Outside  the  conductor,  that  is,  for  a  circle  of  radius  d  greater 
than  R,  the  radius  of  the  conductor,  we  have,  for  the  m,m,f. 
around  the  drcle  in  the  direction  of  the  intensity, 

a  =  H2.vd  =  /=  wUH 
from  which 

H-.I}v7Td=mJ2d  (23) 

just  as  for  a  linear  wire  carrying  the  same  current. 
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Inside  the  conductor,  that  is,  for  a  circle  of  radius  d  less  than  R, 
n  =  Hi-wd  =  iird*  =  /rf"/^ 
and  H=~idl2~^Idl-2-trF?  (24) 

At  the  surface  of  the  conductor,  where  d=  Ji,  (23)  and  (24) 
become  identical  as 

/f-.K/2  (25) 

At  the  axis  of  the  conductor,  where  d^o,  (24)  gives  H=o. 

Maxwell's  plane  diagram  of  the  magnetic  field  within  and  with- 
out the  conductor  is  easily  drawn  by  the  method  developed  in 
Chapter  II.  The  lines  of  intensity  and  equipotential  lines  outside 
the  wire  are  exactly  similar  to  the  equipotential  lines  and  lines 
of  intensity,  respectively,  of  the  diagram  of  the  electrostatic  field 
of  §  1 1,  Chapter  II.  The  development  of  the  formula  for  draw- 
ing the  lines  of  intensity  so  that  the  spaces  between  successive 
lines  correspond  to  tubes  of  equal  strength  is  left  to  the  reader. 

If  the  same  current  fiows  along  a  homo^uoiiB  cironlar  oylis- 
drioal  thell  of  inflnite  length,  the  field  outside  the  conductor  is 
the  same  as  that  given  by  (23),  but  inside  the  intensity  gradually 
diminishes  until  it  vanishes  at  the  inner  surface  of  the  shell. 
Within  the  space  inclosed  by  the  inner  surface  of  the  shell  there 
is  no  field.  For  if  there  were  a  field,  it  would  be  circular  and 
perpendicular  to  the  axis,  and  the  intensity  at  the  distance  d  from 
the  axis  would  be  given  by  (24).  Since  in  this  region  t  =  o,  H 
is  also  zero. 

The  same  method  may  be  applied  to  the  case  of  a  conductor 
consisting  of  any  number  of  coaxial  circular  shells,  each  infinite  in 
length  and  homogeneous.  The  external  field  is  the  same  as  that 
which  would  surround  a  linear  wire  at  the  axis  carrying  the 
same  current 

IS.  A  Tore  of  loductiTitr  pk^  Symmetrioallr  Placed  in  a  Ciroa* 
lar  Field  in  a  Kedinm  of  Indnctivlty  ^L^,  eto.  If  a  tore,  or  circu- 
lar ring  of  constant  cross-section,  of  inductivity  ^^  is  placed  around 
the  cylindrical  conductororanyoftheconductorsof  §§  i4-i5im- 
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mersed  in  a  medium  of  inductivity  /tj  with  its  axis  coincident  with 
that  of  the  cylinder  (or  other  conductor),  the  field  external  to  the 
tore  will  remain  unaffected,  except  during  the  introduction  of  the 
tore,  and  the  intensity  within  the  tore  will  also  remain  unaffected, 
by  the  principle  of  symmetry  and  equations  (17)  XL,  and  (21). 
but  the  induction  at  any  point  within  the  tore  will  be  increased 
by  its  introduction  in  the  ratio  f-j/f^y 

Since  the  magnetic  pressure  perpendicular  to  the  intensity  and 

to  the  interface  at  a  point  P  just  outside  the  tore  in  medium  i  is 

J^j/^'  and  the  pressure  just  within  the  tore  an  inBnitesimal  dis- 

,  tance  from  P,  J/*j^',  there  will  be  3  normal  mechanical  force 

upon  the  interface  equal,  per  unit  area,  to 

T^  i^^  -  }M,/^'  -  J^'(;*,  -  M,)  (26) 

if  considered  positive  when  directed  from  medium  2  to  medium 
I.  Thus  if  ^  is  greater  than  /i^,  the  volume  of  the  tore  will  in- 
crease slightly  on  its  Introduction  into  the  field. 

This  case  and  that  of  §  7,  IV.,  are  the  limiting  cases  of 
§  9,  IV. 

In  exactly  the  same  way  the  matter  within  any  (closed)  tube 
of  induction  in  a  homogeneous  medium  of  inductivity  ^,  may  be 
replaced  by  a  substance  of  inductivity  /*,.  The  external  field,  as 
well  as  the  intensity  within  the  tube,  will  not  be  disturbed ;  but 
the  induction  within  the  tube  will  be  increased  in  the  ratio  /*(/^p 
and  a  normal  traction  will  be  developed  at  each  point  of  the  in- 
terface. If  H  denotes  the  intensity  at  any  point  of  the  interface, 
the  traction  at  the  point  is  given  by  (26). 

17.  The  Magnetic  field  of  Two  Inflaitely  Long  Coaxial  Ciroular 
Cylindrical  Shells  Traversed  by  the  Same  Current  in  Opposite 
Directions.  Let  /  denote  the  current,  and  PP  and  GG  the 
shells.  Fig.  97. 

The  magnetic  field  in  the  region  A  is  zero,  as  proved  in  a 
similar  case  in  the  last  article. 
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The  field  in  the  region  C  outside  both  ceaductors  is  also  zero, 
since  a  closed  curve  drawn  around  the  outer  shell  encloses  equal 
currents  flowing  in  opposite  directions. 

In  the  region  BB  the  field  is  circular,  and  the  intensity  at  the 
distance  d  from  the  axis  is  H=  Ijzvd, 


B       \ 

B        \  t 

ft    '"   '  <-■ 


Within  the  shells  /*  and  G  the  field  is  also  circular  in  the  same 
direction,  but  gradually  diminishes  in  intensity  from  £  to  C  and 
from  B  to  A.  These  intensities  are  computed  in  §§  21  and  22, 
XIII. 

The  vanishing  of  the  field  in  the  region  C  might  be  regarded 
as  due  to  the  superposition  of  the  field  connected  with  FF  and 
the  field  connected  with  GG,  the  intensities  of  the  two  being 
equal  and  opposite  at  any  point  of  the  region  CC.  This  would 
also  account  for  the  gradual  diminution  of  the  intensity  in  pass- 
ing through  the  outer  shell  from  B  to  C. 

18.  The  Hagmetie  Field  of  Two  Parallel  Ciroiilar  Cylindrical 
Coodiiotorfl  carrying  any  currents  in  the  same  or  opposite  direc- 
tions can  be  obtained  at  once  by  superposing  the  two  fields,  each 
already  obtained  in  §  15.  Maxwell's  diagram  of  the  lines  of 
intensity  when  the  wires  are  linear  is  given  in  Fig.  98  for  the 
case  in  which  the  same  current  traverses  both  wires  in  the  same 
direction  ;  and  the  complete  diagram  is  given  in  Fig.  27,  II.,  for 
the  case  in  which  the  same  current  traverses  the  two  wires  in 
opposite  directions.  When  the  conductors  are  not  linear,  the  same 
diagrams  hold  good  for  the  region  outside  the  conductors,  and  the 
construction  of  the  internal  part  of  the  diagram  offers  no  difficulty. 
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When  the  currents  are  equal  and  opposite,  the  lines  of  intensity, 
as  shown  in  the  diagram,  are  circles  about  the  wires.     Hence  the 


equipotential  surfaces,  or  the  equipotential  lines  in  the  diagram, 
are  arcs  of  circles  cutting  the  wires.     Compare  §  19,  II. 


That  the  lines  of  intensity  in  this  case  are  circles  may  be  shown 
analytically  as  follows  :  Let  the  plane  of  the  paper  cut  the  wires 
perpendicularly  in  the  points  A  and  B,  Fig,  99,  and  let  PP'  =  ds 
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be  the  element  of  a  line  of  intensity.  The  rest  of  the  figure  is 
sufficiently  clear  to  need  no  further  explanation.  Since  there  is 
no  intensity  perpendicular  to  a  line  of  intensity,  we  have  at  PP' , 

H^  ■  dLJds(=  sin  e^)  =  H^ ■  dLJds{~  sin  flj 
or  //zjrZj  ■  dLJds  =  //2TrLtdL,fds 

from  which  JLJL,-dL,/L, 

Integrating,  we  have      ^_^^^  ^  ^^^^^^ 

which  is  the  equation  of  a  circle  with  center  on  AB  produced. 

The  direction  of  the  resultant  intensity  If  is  that  of  the  normal 
C/^  to  the  equipotential  (circular)  arc  APB  through  P,  Fig.  loo. 


FIB.  100. 

It  makes  with  PB  the  angle  90°  +  0^,  since,  as  is  easily  proved 
from  the  figure,  arc  PB  =  arc  PR 
In  magnitude 

=  /cos  6j2wAP+  /cos  e^J2TrBP  (27) 

=  I/2-n-AB/AP  X  BP~  IABJ2irL,L^ 
Exactly  the  same  method  used  in  §  19,  Chapter  II.,  might 
have  been  used  in  the  above  investigation  ;  and  the  method  here 
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used  can  be  applied  with  equal  facility  to  the  problem  of  that 
article. 

18.  The  Ka^fitio  Field  of  an  Inilnite  Solenoid.  Consider  an 
'  infinitely  long  straight  coil  of  wire  wound  uniformly  and  closely 
at  right  angles  to  its  length,  the  coil  being  of  uniform  cross- 
section  and  shape.  Let  there  be  «  turns  per  unit  length.  Then, 
since  we  have  supposed  the  wires  perpendicular  to  the  axis  of 
the  coil,  the  current  can  be  regarded  as  forming  a  current  sheet 
circulating  as  indicated  in  the  iigure  (Fig.  loi). 


n 


FIc.  to  I. 

From  symmetry,  all  the  lines  of  intensity  inside  and  outside 
the  coil  must  be  either  parallel  to  the  axis  of  the  coil  or  in -planes 
perpendicular  to  the  axis  and  continuous  around  it.  By  §  11, 
equation  (12),  the  second  alternative  is  impossible,  hence  all  the 
lines  must  be  parallel  to  the  axis. 

Let  //'and  //'  denote  the  intensities  just  within  and  just  with- 
out the  coil  at  the  point  A,  considered  positive  when  in  the  posi- 
tive direction  through  the  coil  (the  direction  of  the  current  in 
the  solenoid  being  chosen  as  the  positive  direction  around  the 
solenoid) ;  and  let  the  m.m.f.  be  computed  for  the  path  aicda, 
which  encloses  «  aA  wires  and  therefore  a  current  w  aA  I.     Thus 

m.m.f.  '='Hab+  obc  +  ITcd-y-  o  da  =  {H ~  H')a6  =  nl ab 

Hence  H-  IT  =  nl 

Since  the  m.m.f.  along  be  and  ad  is  zero,  the  total  m.m.f. 
around  the  circuit  is  independent  of  the  length  of  be  and  ad; 
hence  H  —  H  'v&  constant  in  magnitude  as  well  as  in  direction, 
and  is  equal  to  nl. 

If  S  denotes  the  area  of  the  coil,  /if/Sis  the  magnetic  flux 
through  the  coil  and  the  return  flux  outside,  since  the  tubes  of 
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induction  are  continuous.  Hence  IT  is  oppoate  to  ^  in  direc- 
tion, and  since  the  flux  returns  parallel  to  the  axis  across  an  in- 
finitely great  area  S' ,  nH*  —  fi.HSjS',  or  zero.  Hence  //'  =  o, 
^^  H~nl  (28) 

everywhere  within  the  solenoid.  The  intensity  in  the  wire  dimin- 
ishes gradually  to  zero  in  passing  from  the  inside  to  the  outside 
of  the  solenoid. 

Since  there  is  no  external  field,  the  inductivity  of  the  external 
medium  may  differ  in  any  way  from  that  of  the  internal  medium 
without  affecting  the  field. 

In  the  case  of  an  actual  solenoid  which  is  long  but  not  infinite, 
the  above  results  are  obviously  approximately  true. 

30.  A.  The  Xa^etio  Field  of  a  Finite  or  Infinite  Cironlar  Sol- 
enoid. The  magnetic  intensity  at  any  point  along  the  axis  of  the 
solenoid,  of  radius  R  and  n  turns  per  unit  length,  can  be  found  by 
direct  integration  from  equation  (16).  From  this  equation  the 
intensity  at  the  given  point  P  due  to  the  current  in  the  infinitesi- 
mal ring  of  width  dx  distant  x  from  P  is 

dH=  nIl^dxJ2{R*  +  xy 
the  current  in  the  ring  being  n/dx.    The  total  intensity  at  i'  is 
therefore 

-  »//2[i/(i  +  S-IL,y  +  1/(1  +  J?IL,y] 

if  Pis  distant  i,  and  i,  from  the  ends  of  the  solenoid. 
If  ij  —  Z|  =  £,,  this  equation  becomes 

//=  «//(!  +  R*jV)^  (30) 

(29)  shows  that  if  the  length  of  the  solenoid,  Lf  +  Z^^^  2L,  is 
great  in  comparison  with  R,  the  intensity  along  the  axis,  and 
therefore  {the  magnetic  pressure  J  filP  being  remembered)  the 
intensity  throughout  the  volume  of  the  solenoid,  is  very  nearly 
constant  and  equal  to  n/,  except  near  the  ends  of  the  solenoid. 
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In  this  case  the  external  field  of  the  solenoid  is  very  weak 
except  near  the  ends,  and  the  external  medium  may  be  altered 
in  any  manner,  except  in  these  regions,  without  sensibly  afTecting 
the  internal  field. 

If  the  flux  through  a  long  slender  solenoid  is  *,  the  magnetic 
field  at  external  points  b  very  nearly  the  same  as  the  field  of  a 
permanent  magnet  placed  coincident  with  the  solenoid  and  having 
two  ai^roximately  concentrated  poles,  of  strength  +  4>  and  —  4>, 
at  its  ends. 

When  L^^L^^ infinity,  (39)  reduces  to  (28). 

B.  A  Tory  LoBg  and  SlsBder  Cylindrical  Kod  of  IndnctiTity  (i 
FlAOfld  Vithln  a  Longer  and  Wider  UnifDrmly  Wound  Solenoid 
Containing  a  Xediam  of  Indaotivity  n^  Parallel  to  its  Axis. 
Except  near  the  ends  of  the  rod,  the  demagnetising  intensity 
due  to  its  poles  is  small,  and  if  the  ratio  of  its  length  to  its 
diameter  is  sufficiently  great,  negligible. 

The  magnetic  intensity  \vithin  and  without  the  rod,  except 
near  its  ends  and  the  ends  of  the  solenoid,  is 

The  magnetic  induction  within  the  rod  is 

and  that  within  the  rest  of  the  core 

the  r^ion  near  the  ends  being  excepted. 

The  intensity  of  magnetisation  of  the  rod,  except  near  its 
ends,  is 

and  the  numerical  strength  of  each  of  the  poles,  distributed  over 
the  ends  of  the  rod,  is 

m=/S~{B-^/f)S~{^~^^)NS  (31) 

where  5  denotes  the  area  of  the  cross-section  of  the  rod. 
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21.  The  Kagnetio  Field  Between  Two  Inflnite  Parallel  Planet 
Traversed  by  Equal  and  Oppoiite  Currents.  The  result  obtained 
for  the  inflnite  solenoid,  (19),  being  independent  of  the  shape  and 
area  of  the  cross-section  of  the  coil,  may  be  applied  to  a  coil 
with  a  rectangular  cross-section  of  finite  height  and  infinite 
width.     We  have  then   two   parallel   plane  current   sheets  in 


opposite  directions.  If  the  current  directions  are  as  shown  in  the 
figure  {Fig.  !02),  and  if  the  current  per  unit  length  of  the  coil 
perpendicular  to  the  plane  of  the  figure  is  «/,  the  uniform  mag- 
netic field  of  intensity  Ii=ttl  is  directed  perpendicularly  into 
the  plane  of  the  paper.  This  result  could  of  course  have  been 
readily  obtained  independently. 

22.  The  Hagnetio  Field  of  an  Endleai  CoU  Uniformly  Wound 
Upon  a  Solid  of  Kevolntion  Generated  by  Bevolving  a  Plane 
Ana  S  about  an  Azii  ia  ite  Plane  hat  Hot  Pauiag  Throogh  It 


(Toroidal  CoU).  The  current  is  assumed  to  circulate  in  a  sheet 
accurately  perpendicular  to  the  coil,  as  shown  in  the  figure  (Fig. 
103).  The  cross-section  of  the  coil  is  shown  rectangular  in  the 
figure,  but  may  have  any  shape. 
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By  symmetry,  all  the  lines  of  intensity  must  be  either  circles 
about  the  axis  of  revolution  in  planes  perpendicular  to  the  axis, 
or  closed  curves  around  or  within  the  coil  in  planes  cutting  it 
perpendicularly.  The  second  alternative  is  impossible,  by  §  14, 
since  such  curves  would  enclose  no  current  For  the  same  rea- 
son there  can  be  no  circular  lines  of  intensity  centered  on  the 
axis  outside  the  coil.  All  such  circles  inside  the  coil,  however, 
enclose  the  total  current  circulating  around  the  coil.  If  the 
total  number  of  turns  of  wire  in  the  coil  is  N,  and  if  the  current 
strength  is  /,  the  m.m.f.  along  any  circle  of  intensity  of  radius  d 
within  the  coil  is  ,.      ,       ... 

whence  //=  Nljt-ird  (32) 

If  the  radius  of  the  shortest  line  of  intensity  is  R,  and  if  there 
are  n  turns  per  unit  length  of  this  line,  N^  jirlln,  and 

H-nlRld  (33) 

If  J?  becomes  infinite,  and  if  the  area  of  the  cross-section  of  the 
coil  remains  constant,  so  that  R  and  d  approach  equality  as  they 
approach  infinity,  „        , 

as  otherwise  shown  in  §  19,  which  with  §  21,  is  thus  a  special 
case  of  the  present  article.  * 

Since  there  is  no  external  field,  it  is  immaterial  what  medium 
surrounds  the  toroid. 

23.  The  Force  Between  Two  Infinite  Parallel  Linear  Condneton 
CarrTii^  Eleotrio  Correnta.  Let  the  currents,  of  strengths  /,  and 
I^  intersect  the  plane  of  the  paper  at  A  and  B  respectively,  dis- 
tant d  apart,  and  first  suppose  that  the  currents  have  the  same 
direction,  down  into  the  plane  of  the  paper.  Then  the  intensity 
H^  due  to  the  current  ^  is  IJzird  at  all  points  of  the  wire  A, 
and  is  directed  vertically  upward  at  right  angles  to  the  wire. 
Hence  the  force  upon  a  length  L  of  the  wire  A  is 
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F=.  DtI,H^  ~  I^I^J2ird  (34) 

the  last  expression  being  the  numerical  value  of  the  force. 

VI^H^  is  directed  toward  B,  thus  the  force  is  one  of  attraction 
between  the  wires. 

The  direction  of  F  is  not  allected  if  the  directions  of  both 
currents  are  reversed.  If  however  the  direction  of  one  of  the 
currents  only  is  reversed,  V^  becomes  a  force  of  repulsion. 

The  fields  surrounding  the  wires  when  the  currents  have  the 
same  magnitude  and  flow  in  the  same  and  opposite  directions  are 
shown  in  Figs.  98  and  27.  The  force  upon  each  wire  is  seen  to 
be  always  from  the  stronger  to  the  weaker  part  of  the  field. 


84.  Th«  Foreive  Between  Two  Infinite  StaUght  Linetr  Condne- 
ton  Perpendionlu  to  One  Another  and  distance  </ apart.  Let  one 
of  the  conductors,  AC,  Fig.  104,  lie  in  the  plane  of  the  paper, 
and  let  the  other,  D,  be  perpendicular  to  this  plane,  the  currents, 
/j  and  /j,  being  directed  to  the  right  and  downward  respectively. 
By  considering  the  field"  of  one  current  in  the  neighborhood  of 
the  other,  the  forcive  is  seen  to  be  a  pure  torque  tending  to  make 
the  two  currents  flow  in  the  same  direction.  To  obtain  the 
torque  7" upon  a  length  Loi  AC,  with  center  at  B,  we  have,  for 
the  force  upon  an  element  of  ACo{  length  dx  distant  x  from  B, 

dF  =  B^^dx  xl{d*  ■^xy  =  (^IJ^dxl2-n{d'  +  x^ 
and  rfr=  xdF=  fjJ^r^dxJTvicP  +  x*) 

BD  being  chosen  as  axis  of  moments,  and  a  positive  torque  tend- 
ing to  move  C  down.  Hence  the  total  torque  upon  a  length  L 
of  AC  with  center  at  ^  is 

T=-=  fifjjiv  (L  +  ird— 2d  tzn-^  LJ2d)  (35) 
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By  considering  the  field  of  one  wire  in  the  neighborhood  of 
the  other  it  is  easy  to  see  that  when  the  currents  make  with  one 
another  an  angle  6  different  from  90°,  there  is,  in  addition  to  the 
torque  (which  vanishes  when  ^  =  0°  or  180°),  a  force  between 
the  wires,  attractive  when  6  is  less  than  90"  and  repulsive  when 
6  is  greater  than  90",  the  force  upon  each  element  being  always 
from  the  stronger  to  the  weaker  part  of  the  resultant  field. 

2d.  Tlie  Foroe  Between  Two  Linear  Cirovlar  Coaxial  Wirei  dis- 
tant d  apart,  where  d  is  very  small  in  comparison  with  the 
radius  of  either  circle.  Since  the  field  very  near  any  thin  wire 
is  approximately  the  same  as  the  field  very  near  an  infinite  straight 
wire,  the  approximate  force  in  this  case  b  easily  obtained. 

If  the  circles  have  the  same  radius,  R,  and  if  the  currents  are 
/,  and  /^  the  force  is 

F-  !,/j2vd-  2irR  =  IJ^jd  (36) 

and  is  attractive  or  repulsive  according  as  the  currents  flow  in 
the  same  or  opposite  directions. 

If  the  radii  of  the  coils  are  Ry  and  R^~  R^-^  a,  and  if  the 
distance  between  their  planes  is  6, 

F-li/,/M^  +  l^  (37) 

which  is  a  maximum,  for  given  values  of  R^  and  R^  when  fi  =  a. 

25.  The  Torqae  npon  a  Circnlar  Cylindrioal  Coil  of  n  Tnma  and 
Radius  r  Plaeed  with  iti  Center  in  the  Axii  of  Two  Coaxial  Ciroolar 
Colli  each  of  radius  R  and  N'  turns,  at  a  point  equidistant  from 
the  planes  of  the  coils,  with  which  its  own  right  cross-section 
makes  an  angle  0,  when  R  is  much  larger  than  r.  The  field  of 
the  larger  coils  will  be  sensibly  uniform  throughout  the  region 
occupied  by  the  smaller  coil  and  equal  to  its  value  at  the  center 
of  the  axis.  If  the  distance  between  the  planes  of  the  two  large 
coils  is  2d,  and  if  the  currents  of  the  larger  and  smaller  coils  are 
/  and  i  respectively,  then,  by  §  13,  if  the  currents  in  the  latter 
coils  have  the  same  direction,  the  field  intensity  at  the  center  of 
the  axis  is 
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Hence,  by  §  lo,  there  is  a  torque  upon  the  smaller  coil  equal  to 

7"=  niuH  cos  foo"  —  8)  ■  in' 

(38) 
-  i/nNft-TTf'/?  sin  0/{J?  +  dy  ' 

which  is  a  maximum  when  the  smaller  coil  is  perpendicular  to 
the  other  two.  There  is  no  translator/  force  acting  upon  the 
coil  as  a  whole. 

If  the  same  current  /  traverses  both  coils,  and  if  the  medium 
surrounding  the  coils  is  air  or  free  sether  (a  vacuum),  in  which 

/*  =  Mo—  I. 

r=  P  nNwr^R'  sin  ^/(^J"  +  d*)*  (39) 

numerically. 

From  the  above  equations,  and  the  equations  developed  in 
foregoing  articles,  for  the  forcive  between  two  conductors  carry- 
ii^  the  same  current,  the  electromagnetic  unit  current  and  the 
inductivity  of  the  surrounding  medium  can  be  defined  without 
reference  to  magnets  of  any  kind. 

It  can  easily  be  shown  that  the  field  at  the  center  of  the  axis 
is  most  nearly  uniform  when  d  is  made  equal  to  R.  In  this  case 
(39)  becomes 

T=  P  nNttr"  sin  0lz^R  {40) 

numerically. 

27.  Oalvanometfln.  A  galvanometer  is  an  instrument  for  meas- 
uring or  detecting  electric  currents  by  means  of  the  forcive  acting 
between  a  permanent  magnet  and  a  conductor  traversed  by  an 
electric  current.  There  are  two  general  types  of  such  instru- 
ments :  In  one  the  magnet  is  fixed  and  the  conductor  is  mov- 
able, in  the  other  the  conductor  is  &xed  and  the  magnet  is 
movable. 

28.  The  Depm-D'ArsonT&l  OftlTanometer.  This  is  an  instru- 
ment of  the  first  type.  It  consists  essentially  of  a  permanent 
horseshoe  magnet  NS,  Fig.  105,  with  a  very  strong  magnetic 
field  between  its  poles ;  a  coil  C,  consisting  of  many  turns  of  fine 


D,g,t7cdb/GOOgIC 


CURRENTS  AND   MAGNETIC   FIELDS. 


317 


insulated  wire,  suspended  vertically  by  a  very  fine  metallic  ribbon 
AD  continuous  with  the  wire  of  the  coil ;  and,  attached  to  the 
coil,  a  pointer  or  light  mirror  B,  by  which  any  angular  change 
in  the  position  of  its  plane  may  be  determined. 


N  1        ^ 

c 


The  coil  is  adjusted  until,  when  no  current  is  flowing,  its  plane 
is  parallel  to  the  magnet's  field,  which  is  so  strong  that  the  field 
of  the  earth  and  other  magnets  or  currents  in  the  neighborhood 
is  negligible  in  comparison.  When  traversed  by  a  current,  the 
coil  is  deflected  about  AB  as  axis  until  the  torque  exerted  upon 
it  by  the  magnetic  field  is  balanced  by  the  return  torque  due  to 
the  twist  of  the  elastic  suspension.  Let  B  denote  the  permanent 
angle  of  deflection  when  the  current  strength  is  /,  S  and  n  the 
(average)  area  of  a  single  turn  of  the  coil  and  the  number  of 
turns,  respectively,  and  B  the  magnetic  induction,  supposed 
uniform,  between  N  and  S.  Then  the  torque  upon  the  coil 
due  to  the  field  is,  by  (9),  g  lo, 

r-  h5/B  cos  6 

If  R  is  the  torsional  constant  of  the  suspending  ribbon,  we 
have  also 
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Hence,  equating  the  two  values  of  T'and  solving  for  /,  we  have 
/=R/nSB$fcose  (41) 

For  small  values  of  9/  cos  0  is  sensibly  equal  to  i,  and  /  is 
sensibly  proportional  to  0. 

By  giving  a  special  shape  to  the  magnet's  pole  faces  and  insert- 
ing within  the  coil  symmetrically  a  cylinder  of  steel  magnetised 
transversely,  or  a  cylinder  of  soft  iron,  the  induction  in  the  region 
moved  through  by  the  vertical  portions  of  the  coil  may  be  made 
practically  uniform  in  magnitude  and  parallel  to  the  plane  of  the 
coil  in  any  position.     In  this  case  7"=  riSB/=  Rd  and 

I=^RltiSBe  (42) 

for  all  angles. 

S9.  Tlie  Tangent  OalruLometer.  The  simplest  galvanometer 
of  the  second  type,  in  which  the  magnet  is  movable  and  the 
conductor  lixed,  is  the  tangent  galvanometer.  This  instrument, 
in  its  simplest  form,  consists  essentially  of  a  circular  coil  of  wire, 
each  turn  having  practically  the  same  radius  R,  wound  upon  a 
suitable  frame  (of  non-magnetic  material) ;  a  small  permanent 
magnet  suspended  by  a  long  thread  of  quartz  or  silk  as  free  from 
torsion  as  possible,  or  otherwise  mounted  in  such  a  way  as  to 
move  very  freely,  at  the  center  of  the  coil ;  and  a  mirror  or  a 
pointer  mounted  upon  the  magnet,  by  which  its  angular  motion 
may  be  determined.  The  coil  is  placed  with  its  plane,  or  the 
nearly  coincident  planes  of  its  turns,  in  the  magnetic  merid- 
ian, NS. 

When  there  is  no  current  in  the  coil  the  magnet  will  come  to 
rest  with  its  axis  in  this  plane,  under  the  action  of  the  horizontal 
component  of  the  earth's  magnetic  intensity,  which  will  be  denoted 
by  H.  When  a  current  /traverses  the  coilj  there  is  developed 
at  the  center  of  the  coil  a  magnetic  intensity  perpendicular  to  H 
and  equal  to 

H=  nI{2R  =.  Gl 

G{  ™  Hjl=^  n/2R)  being  a  constant  for  the  given  coil. 
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The  resultant,  H',  of  the  two  fields  makes  with  H  an  angle 
5  =  tan-W/H 

and  the  magnet  will  be  deflected  through  this  angle,  coming  to 
rest  when  its  axis  lies  in  the  vertical  plane  through  H' .  Hence 
wehave    /_  2^/«//=  2^H/«  tan  fl- H/Ctan^  (43) 

If  the  magnet  is  suspended  at  the  center  of  the  axis  of  two 
similar  parallel  coils  carrying  the  same  current  in  the  same  direc- 
tion, we  have 

/=  (J?  +  </')!  H/«^- tan  6  =  H/C  ■  tan  ^  (44) 

It  can  easily  be  shown  that  the  field  near  the  center  of  the  axis 
is  as  nearly  uniform  as  possible  when  d  is  made  equal  to  R.  In 
this  case  (44)  becomes, 

/=  2»^H/»-tane=  H/G^"tan^  (45) 

The  SettrminatioB  of  a  Cturent  in  Abaolnte  Eleotromaguetio 
Heasnre.  By  measuring  all  the  quantities  in  the  second  member 
of  either  of  the  above  equations,  a  current  may  be  determined  in 
terms  of  the  REM  unit 

30.  Sensitive  GalVanometeri  (Second  Type).  Such  a  g^vanom- 
eteras  that  just  described,  though  valuable  as  a  means  of  determin- 
ing a  current  in  absolute  measure,  is  by  no  means  sufficiently  sen- 
sitive for  most  purposes  for  which  a  galvanometer  is  needed.  The 
sensitiveness  of  a  galvanometer,  or  the  ratio  of  the  deflection  to 
the  current,  or  change  in  deflection  to  change  in  current,  may 
evidently  be  increased  by  increasing  the  number  of  turns  and 
bringing  them  closer  to  the  magnet,  or  by  diminishing  the 
effect  of  the  external  magnetic  field  acting  upon  the  magnet 
The  latter  method  will  be  considered  first. 

One  method  of  diminishing  the  strength  of  the  earth's  magnetic 
field  is  by  placing  one  or  more  magnets,  called  control  magnets,  in 
such  positionsas  to  neutralise  to  a  greater  or  Jess  extent  the  earth's 
field.  This  method,  while  very  generally  practised,  is  open  to  the 
often  serious  objection  that  slight  changes  in  the  earth's  field, 
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which  are  constantly  occurring,  produce  very  large  percentage 
variations  in  the  weak  resultant  field  at  the  magnet,  thus  mak- 
ing the  behavior  of  the  instrument  extremely  inconstant. 

A  better  method  is  to  surround  the  galvanometer  with  a  thick- 
walled  case  of  iron,  or  several  such  cases,  to  act  as  a  magnetic 
shield.  This  greatly  reduces  the  field  of  the  earth  without  in- 
creasing the  relative  prominence  of  its  variations  (§  23,  XI.;  g§ 
■4-1 S.  IV.). 

A  still  better  method,  now  always  adopted  for  the  most  sen- 
sitive instruments,  usually  in  conjunction  with  at  least  one  of  the 
other  two  already  mentioned,  is  to  mount  on  the  same  suspen- 
sion two  galvanometer  magnets  of  as  nearly  as  possible  the  same 
moment,  with  their  poles  turned  in  opposite  directions.  If  the 
ai^es  of  these  magnets  lie  accurately  in  the  same  plane,  and  if 
their  moments  about  the  axis  of  suspension  are  rigorously  equal, 
the  earth's  field  can  exercise  no  directive  influence  upon  the  sys- 
tem. Such  a  magnetic  system  is  said  to  be  astatic.  With  this 
condition  approximately  realised  in  practice,  the  directive  effect 
of  the  earth's  field  can  be  made  extremely  small.  The  current 
is  passed  around  one  magnet  only,  or  else,  in  highly  sensitive 
instruments,  in  opposite  directions  around  the  two  magnets.  A 
control  magnet  is  used  to  adjust  the  position  of  the  mirror  as 
well  as  to  regulate  the  sensitiveness  of  the  instrument, 

31.  The  Vindlng  of  a  Sensitive  Galvanometer  of  the  Seoond 
Typ«.  With  respect  to  the  winding  of  a  sensidve  galvanometer 
of  the  second  type,  it  is  evident  that  the  magnetic  intensity  at  a 
point  0,  the  position  of  the  magnet,  Fig.  106,  due  to  unit  current 
in  length  L  of  wire  wound  upon  a  circular  arc  whose  radius  sub- 
tends an  angle  d  aX  O  and  every  point  of  which  is  distant  r  from 
0,  is 

H=  L  sin  fl/4i7y*  (46) 

If  the  same  wire  is  wound  in  parallel  circles  with  their  axes 
through  0  anywhere  on  the  surface  of  revolution  the  equation  of 
whose   generating   curve    is   sin5/r*  =  ^TrHjL  =  constant,  the 
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field  intensity,  H,  at  0  will  be  the  same  as  that  given  by  (46). 
This  equation  may  be  written 

sin  ejr^—  i//or  f*=/3in5  (47) 

where  /^  —  constant  ==  Lj^vH. 

A  plane  section  through  the  axis  of  revolution  of  this  surface, 
drawn  for  a  given  value  of  /*,  is  shown  in  Fig,  106. 

Since  all  points  within  a  surface  drawn  for  a  given  value  of 
p  lie  upon  surfaces  with  smaller  values  of  p,  and  therefore  greater 
values  of  H;  and  since  all  points  without  the  surface  lie  upon 
surfaces  with  greater  values  of  p  and  smaller  values  of  //;  it 
follows  that  a  given  length  of  wire,  in  order  that  it  may  produce 


the  maximum  field  at  O,  should  be  wound  so  that  its  whole  mass 
just  fills  up  the  volume  within  the  surface  given  by  the  equation 
(47)1  where  the  magnitude  of  p  depends  upon  the  quantity  and 
the  length  of  wire.  In  the  actual  winding,  of  course,  some  space, 
indicated  in  the  figure  by  dotted  lines,  must  be  left  for  the  magnet 
and  suspension.  These,  however,  in  modem  sensitive  galva- 
nometers, are  so  small  as  to  weigh  but  a  very  small  fraction  of 
a  gram,  so  that  this  space  is  not  lat^e. 

Since  a  given  length  of  fine  wire  occupies  less  volume  than 
the  same  length  of  coarser  wire,  it  is  an  advantage,  if  a  galva- 
nometer of  a  certain  resistance  is  to  be  constructed,  to  use  fine 
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wire  for  the  smaller  values  of  /,  that  is,  near  the  magnet,  and 
coarser  wire  further  from  the  magnet.  Three  sizes  of  wire  are 
frequently  so  used  in  the  same  coil,  although  a  single  wire  of 
uniform  cross-section  is  usually  employed. 

It  is  evident  that  the  current  traversing  the  coils  of  a  galva- 
nometer constructed  as  above  is  not,  in  general,  strictly  pro- 
portional to  the  tangent  of  the  angle  of  deflection.  The  law 
I=H/GF(9),  where  G  =  NjI,  connecting  the  current  with 
the  deflection  can,  however,  easily  be  determined  by  experiment, 

32.  The  Ballistlo  GalT&iLOiii«t«r.  The  electric  chaise  of  a  con- 
denser, or  the  charge  circulating  through  a  coil  owing  to  electro- 
magnetic induction  (XIII.),  that  is,  in  general,  the  time  integral 
of  a  transitory  current,  can  be  measured  with  a  galvanometer, 
provided  that  sensibly  the  whole  charge  can  be  made  to  circulate 
through  the  galvanometer's  coil  before  the  magnet  (or  coil,  if 
the  instrument  is  of  the  first  type)  has  moved  appreciably*  from 
its  position  of  equilibrium,  and  provided  that  the  damping  (or 
retardation  due  to  friction,  induced  currents  (XIII.,  §  s),  etc.)  of 
the  magnet's  (or  coil's)  motion  is  but  slight  To  insure  that 
these  conditions  shall  be  satisfied,  and  to  make  the  deflections  of 
the  mirror  easy  to  read,  a  galvanometer  designed  for  this  purjyose, 
called  a  ballistic  galvanometer,  is  constructed  with  a  magnet  (or 
coil)  of  considerable  moment  of  inertia  (and  long  period),  and 
damping  is  prevented  as  far  as  possible. 

We  shall  consider  here  only  an  instrument  of  the  second  type. 
Let  H  denote  the  magnetic  intensity  at  the  magnet  due  to  the 
earth  and  the  control  magnets,  M  the  moment  of  the  magnet, 
K  its  moment  of  inertia,  H  the  magnetic  intensity  at  the  magnet 
due  to  a  current  /  in  the  galvanometer  coils,  and  G  the  constant 
ratio  of  H  to  /,  as  in  §  29.     Then 

H=GI=Gdqldt 
when  a  current  /—  dqjdt  traverses  the  coils. 

•The  cosine  of  the  angle  moved  through  by  the  magnet  ia  the  discb*^  lime  f 
must  not  difTcr  sensibly  fn>m  Doiiy,  or  a  correction  must  be  applied. 
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The  torque  upon  the  magnet,  which  remains  sensibly  in  its 
position  of  equilibrium  during  the  passage  of  the  whole  (appre- 
ciable part  of  the)  charge,  due  to  the  current  /  is 

T—HM=GMdqldt 

When  a  total  chaise  q  is  passed  through  the  coils,  the  (appre- 
ciable part  of  the)  transitory  current  lasting  for  a  time  /*  so  small 
that  the  magnet  does  not  sensibly  move  within  this  time,  the 
total  angular  impulse  upon  the  magnet  is 


r  Tdt  ~  GmC  {dqjdtyt  =  GM  fdq  = 


GAfq 


If  w  denotes  the  angular  velocity  imparted  to  the  magnet  by 
the  discharge 

rTdi=GMq  =  Aa 

and  the  kinetic  enei^y  of  the  magnet  just  after  the  discharge, 
while  still  sensibly  in  its  position  of  equilibrium,  is 

iA-»'_J(CiWj)'/A' 

If,  as  we  assume  for  the  present,  there  is  no  damping,  the 
magnet  will  come  to  rest  at  a  certain  angle  of  deflection  0,  such 
that  the  work  done  against  the  magnetic  field  of  intensi^  H  is 
equal  to  the  original  kinetic  energy  ^Kot'.  (The  torsion  of  the 
fiber  suspending  the  magnet  is  supposed  negligible.)     Hence 

i{GMq'flK=  jJtf  H  sin  ddO  =  MH{i  -  cos  0) 

=  2MH  sin'  i0 
from  which 

y=-  2lG-(KHfM)i  sin  i0  (48) 

Thus  the  charge  is  proportional  to  the  sine  of  one-half  the  angle 
of  deflection  (first  elongation). 

To  obtain  the  charge  in  absolute  measure  from  (48),  it  would 
be  necessary  to  know  both  A"  and  M,  or  their  ratio,  as  well  as  H 
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and  G ;  but  the  first  two  of  these  quantities  can  be  eliminated  by 
making  use  of  (34),  XI.,  according  to  which 

{KIM)i  =  7VH/2ir 
T  being  the  time  in  which  the  magnet,  vibrating  through  an  in- 
finitesimal arc,  executes  a  complete  oscillation.      Thus  we  have 
,_H77»C.sin}9  (49) 

H/G  can  be  readily  determined  by  passing  a  known  steady 
current  /  through  the  coil  and  noting  the  steady  deflection  6. 
Then,  with  the  nomenclature  of  §  33,  (l), 
H/G  =-  //J^0) 

The  period  7"  of  a  complete  vibration  of  the  magnet  for  an 
infinitesimal  arc  can  be  computed  without  difficulty  from  the 
observed  time  of  vibration  for  a  finite  arc.  For  small  arcs  the 
difference  between  the  two  times  of  vibration  is  not  appreciable. 
If  the  damping  and  the  torsion  of  the  suspension  are  not  negli- 
gible, further  corrections  must  be  applied.  All  these  matters 
are  discussed  in  Gray's  Absolute  Measurements  in  Electricity  and 
Magnetism. 

The  development  of  the  formula  corresponding  to  (49)  for  the 
ballistic  Deprez-D'Arsonval  galvanometer  is  not  difficult  and  is 
left  to  the  reader.     It  is 

g  -  x/KR/nSB  ■  0  -  RjnSB  ■  Tjw .  \e  (50) 

The  constant  RjnSB  can  be  easily  determined  from  (41)  by 
means  of  a  known  steady  current  and  the  corresponding  known 
deflection. 

In  what  follows  (49)  is  adopted  as  a  standard  formula  for  the 
ballistic  galvanometer.  If  an  instrumentof  the  first  type,  which 
offers  important  advantages  in  many  cases,  is  used,  the  equa- 
tions must  be  modified  by  the  substitution  of  (50)  for  (49). 

33.  The  B«tt  Reaiitanc*  for  a  OalTanometer  Woond  with  TTni- 
form  Wire,  We  shall  now  determine  the  best  resistance  to  be 
given  to  a  set  of  galvanometer  coils,  or  a  galvanometer  coil,  of 
given  type,  m  order  to  produce  the  maximum  sensitiveness, 
when  in  addition  to  the  type  of  galvanometer,  the  space  to  be 
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filled  by  the  wire,  its  disposition  as  to  the  magnet,  and  its  specific 
resistance  are  given.  The  volume  occupied  by  the  insulation 
will  be  supposed  negligible.* 

Let  T  denote  the  volume  to  be  occupied  by  the  wire,  and  L  the 
length,  S  the  cross-section,  r  the  specific  resistance,  and  g  the 
total  resistance,  of  the  wire.     Then 

g^rLjS^rL'JT  (a) 

(i)  First  consider  a  galvanometer  designed  to  measure  steady 
currents.  The  current  /  in  the  galvanometer  is  proportional  to 
some  function  of  6,  the  angle  of  deflection,  as  tan  6,  sin  0, 
$jcos  6,  etc.  Let  this  function  be  denoted  by  F{0).  Then  we 
have,  by  what  has  just  been  said, 

F{e)  =  BI  (S) 

in  which  .5  is  a  constant  for  the  given  galvanometer  and  coil.  B 
is  evidently  proportional  to  the  length  of  the  wire  in  the  coil. 
That  is 

B  =  KL 

where  AT  is  a  constant  depending  on  the  size  of  the  coils,  the 
type  of  instrument,  etc.     (a)  may  therefore  be  written 

f[6)  =  B/  =  KLI 
or 

I^F{e)IKL 

If  the  galvanometer  is  connected  in  circuit  with  a  generator 
with  an  e.m.f.  ?  and  a  resistance  such  that  the  total  resistance 
in  the  circuit  outside  the  galvanometer  is  R,  we  have 

■  For  a  mote  complete  discussion  reference  murt  be  made  to  Cray's  Aisalult 
Mtaturcmmtt  in  Eltctrieity  and  Magmlism,  Vol,  II.,  and  to  Tht  Pkytieal  RevUw, 
Vol.  v.,  p.  300. 
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So  far  as  its  dependence  upon  the  length  of  the  wire  is  con- 
cerned, F{0)  will  be  a  maximum  when  dF{6)jdL  =  o,  that  is  when 

dF{6)ldL  =  o  =  K^{R  -  rL*/T)f(R  +  rL*jr)*  =  o 

which  gives  rUjr  =  ^  =  ^  (51) 

So  that  the  greatest  sensitiveness  will  be  attained  by  giving 
the  wire  such  a  length,  or  such  a  cross-section,  that  its  resistance 
is  equal  to  the  external  resistance.  It  is  obvious  that  r  should 
be  as  small  as  possible  to  produce  the  maximum  current  with  a 
given  e.m.f.     Hence  the  coils  are  usually  wound  of  copper  wire. 

(2}  If  the  galvanometer  is  one  des^ned  for  measuring  con- 
denser chaises  so  that  the  total  charge  q  crosses  every  section 
of  the  wire,  whatever  its  length  or  resistance,  we  have  {§  32) 

FlO)  =  CBq  -  CKLq  (52) 

where  C  is  a  constant  and  B  =  KL  can  be  determined  by  measur- 
ing F{^),  %  33,  (i)'  when  a  steady  current  /is  passed  through  the 
coils. 

From  (52)  it  is  clear  that  the  wire  should  be  as  fine  as  possible, 
or,  for  a  given  kind  of  wire,  the  resistance  as  great  as  possible. 
The  specific  resistance  is  immaterial,  provided  that  the  total  re- 
sistance is  not  so  great  as  to  make  the  time  constant  (§  41,  Chap- 
ter XIII.)  noticeable. 

(3}  If  the  galvanometer  is  to  be  used  for  measuring  discharges 
produced  by  changing  the  magnetic  flux  through  a  coil  (§  9, 
Chapter  XIII.),  we  have, 

FIQ)  =  CBq  =  CKLNj{g  -I-  R) 

or,  for  a  given  value  of  N  (the  change  of  coil  flux  producing  the 
discharge), 

Fj^S)  =  constant  x  L/(g-  +  Ji)  =  constant  x  L/{Ji  +  rVJT) 

Hence  dF^0)jdL  =  o,  and  the  sensitiveness  is  a  maximum, 

^^^"  g=R  (S3) 
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as  in  an  instrument  used  for  steady  currents.     In  this  case  also, 
r  should  be  as  small  as  possible. 

34.  The  Electrodynamometer.  The  formula  developed  in  §  26 
are  utilised  for  the  absolute  determination  of  current  strength  by 
the  electrodynamometer. 

The  Eleetrodynamometer  of  Weber,  in  its  simplest  form,  con- 
sists essentially  of  two  large  coils  and  a  much  smaller  coil, 
similar  to  those  described  in  §  26,  tc^ther  with  a  fine  metallic 
ribbon  joined  to  one  end  of  the  smaller  coil  and  suspending  this 
coil  from  a  fixed  torsion  head,  with  its  center  at  the  center  of 
the  axis  of  the  two  large  coils,  a  straight  vertical  piece  of  wire 
joined  to  the  other  end  of  the  small  coil  and  dipping  into  a  cup 
of  mercury  below,  and  a  light  mirror  mounted  upon  the  small 
coil  for  reading  its  deflections. 

The  suspension  is  adjusted  by  turning  the  torsion  head  until, 
when  there  is  no  current,  the  planes  of  the  smaller  and  larger 
coils  are  perpendicular.  When  the  same  current  /  is  passed 
through  all  the  coils  in  series,  flowing  in  the  same  direction 
through  the  two  larger  coils,  the  smaller  coil  will  be  deflected 
through  an  angle  6  such  that  the  return  torque  due  to  the  torsion 
of  the  suspending  ribbon  just  balances  the  torque  of  the  field. 
If  K  is  the  constant  of  torsion  of  the  ribbon,  this  torque  is  T=* 
KB.     Hence,  by  §  26, 

r=  K6  -  PnNtifJTT^S:'  cos  ej(F?  +  d^i 
and  /=  K^iJ^  +  d^ijrR{nNti.w)i{$j cos  B)^  (54) 

If  d^  R,  when  the  field  throughout  the  smaller  coil  is  most 
.  nearly  uniform, 

/=  2\RK)^jr{nNn-n)\0}cQs  8)*  (55) 

ft  being  sensibly  equal  to  i,  numerically,  when  the  coils  are  in  air. 

The  Siemeni  Electrodynamometer.  Instead  of  keeping  the 
upper  end  of  the  suspension  fixed,  and  measuring  the  angle  of 
twist  of  the  lower  end,  the  torsion  head  is  often  turned  in  the  di- 
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rection  opposite  to  that  of  the  deflection  until  the  deflection  is 
reduced  to  zero.  If  9  is  the  angle  through  which  the  torsion 
head  is  turned  to  eflect  this  result,  we  have,  by  §  26,  since  the 
planes  of  the  movable  and  fixed  coils  remain  perpendicular, 

T~  KB  ~  PnNin'I^jiB}  +  </")• 
and 

/-  (^  +  dy{Key>j{nNy^)^rR  (56) 

lid^R, 

1=  2l{KR)mjr{nNivtr)^  (57) 

Since  all  the  quantities  in  the  second  members  of  (54)  and  (56] 
can  be  determined  by  direct  measurement,  they  suffice  to  deter- 
mine /  in  absolute  measure.  Since  T  is  proportional  to  the 
square  of  /,  an  alternating  current  can  be  measured  with  the 
electrodynamometer. 

Instead  of  a  suspension  made  of  a  single  ribbon,  a  bifilar  sus- 
pension js  often  used  in  the  Weber  electrodynamometer.  It  con- 
sists of  two  fine  wires,  parallel,  or  nearly  parallel,  connected  to 
the  two  ends  of  the  coil,  serving  to  carry  the  current  to  and  from 
the  coil.  For  small  angles  the  formula  are  the  same  for  the 
two  kinds  of  suspension. 

When  an  electrodynamometer  is  not  to  be  used  for  the  abso- 
lute determination  of  current  strength,  but  only  for  relative 
measurements,  or  when  it  is  to  be  calibrated  by  comparison  with 
standard  instruments,  its  construction  is  often  greatly  modified  to 
increase  or  diminish  the  sensitiveness,  to  reduce  the  size,  etc. 

In  an  electrodynamometer  of  the  Siemens  type,  in  which  the 
movable  coil  is  always  in  the  same  position  when  measurements 
are  made,  the  current  is  always  proportional  to  the  square  root 
of  the  angle  of  torsion,  whatever  the  form  of  the  coils. 

3fi.  The  Compariioa  of  E.1I.F.B  by  Fogirendorff's  Hethod,  Kay- 
lei^h'i  Modification.  A  constant  current  J  is  passed  through  the 
circuit  ARCDA,  Fig.  107,  containing  two  accurately  adjustable 
resistances  R  and  R',  by  a  battery  D  of  constant  e.m.f.  f^ 
greater  than  any  of  the  e.m.f.s  to  be  compared.     The  agents  F^ 
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and  F^  whose  e.m.f.s  'V^  and  I',  are  to  be  compared  are  placed, 
one  at  a  time,  in  a  shunt  circuit  AGB,  containing  a  galvanometer 
G  and  a  key  KA,  in  such  a  direction  as  to  oppose  a  current 
through  the  shunt  due  to  D.  The  resistances  R  and  R'  are  then 
adjusted,  while  thdr  sum  R  -\- 1^  \s  kept  constant  and  high,  until 
the  galvanometer  needle  remains  undetected  whether  the  key 


KA  is  open  or  closed.  Then  "V,  the  e.m.f.  of  the  agent  F,  is 
equal  to  RI,  the  potential  difference  between  A  and  B  due  to  the 
field  of  the  current.  Hence,  if  R^  denotes  the  value  of  R  for  the 
balance  when  F^  is  in  the  circuit,  and  R^  the  corresponding  value 
when  F^  is  in  the  circuit, 

*,=.^/and*,  =  ^/ 
and  *i/*»--^i/^.  (58) 

Slight  modifications  of  this  method  (potentiometer  methods) 
enable  comparisons  to  be  made  between  two  resistances  or  two 
currents,  and  are  extensively  used. 

36.  The  Compuiaon  of  a  Capacity  and  a  Eeuatauoe  by  tiie 
Method  of  Direct  Deflectioiu.  A  constant  current  /  traverses  a 
circuit  of  high  resistance  including  in  series  the  resistance  R  under 
experiment.  The  plates  of  the  condenser,  of  capacity  S,  are  con- 
nected to  the  terminals  of  R,  thus  coming  to  a  difierence  of  poten- 
tial Rl  and  acquiring  a  charge  SRI.  The  condenser  is  then 
insulated  from  the  battery  circuit  and  dischai^d  through  a 
ballistic  galvanometer  G,  producing  an  angular  deflection  6  such 
that 

SRI~HTjGirsm\e  (a) 


n,g,ucdb;/G00gIc 


330        ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

The  galvanometer  is  then  disconnected  from  the  condenser  and 
its  terminals  connected  to  two  points  of  the  battery  circuit  be- 
tween which  the  resistance  is  r,  a  very  small  fraction  of  the  re- 
sistance H'' (which  may  be  made  as  large  as  desired)  from  terminal 
to  terminal  through  the  galvanometer.  This  will  not  alter  the 
current  /  appreciably,  but  will  produce  in  the  galvanometer  a 
constant  current 

6'  being  the  corresponding  steady  deflection.     Eliminating  HjGI 
from  (a)  by  means  of  {i),  we  obtain 

SR~  [r/{r+  W)-\TI-^- sin  \e I F{e')  (59) 

The  ratio  r/(r  +  W),  T,  6,  and  F{B')  being  observed,  SR  is 
given  in  absolute  measure  by  (59). 

The  Determination  of  a  Beustanee  in  Abaolnte  Heaanre.  Since 
the  capacity  of  a  condenser  can  be  calculated  from  its  dimen- 
sions, the  method  affords  an  absolute  determination  of  a 
resistance. 

The  ComparlBon  of  Capaeitiea,  £.lf.F.i,  etc.,  by  Direct  Defleo- 
tioni.  The  above  disposition  of  apparatus,  slightly  modified, 
enables  a  comparison  to  be  made  between  two  capacities,  two 
c.m.f  s,  two  resistances,  or  two  currents. 

Thus,  if  two  condensers  with  capacities  5,  and  S^  are  charged 
to  the  same  voltage  (as  RI^  and  then  dischai^d  se[}arately 
through  the  same  ballistic  galvanometer,  producing  angular 
throws  of  the  needle  equal  to  6^  and  8^,  we  have,  from  (a), 

5,/5,  =  sin  J^j/sin  Jtf,  (60) 

Or,  if  the  same  condenser  is  charged  to.  different  voltages  V^ 
and  V^  in  succession,  and  discharged  each  time  through  the  same 
ballistic  galvanometer, 

V^l  K,  a=  sin  itf,/sin  \6^  (61) 
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37.  The  Srid^  Method  of  Comparintr  Capacities.  The  conden- 
sers whose  capadties  5,  and  S^  are  to  be  compared  are  arranged 
as  shown  in  Fig.  107,  ^,  and  R^  being  adjustable  resistances.  K^ 
is  first  closed,  /C^  being  open.  The  condensers  are  now  charged 
to  voltages  V^  and  V^,  such  that  -5,1^  =  5,1^,  since  they  are 
connected  in  series.  K^  being  kept  closed,  K^  is  then  closed 
ilso.     If  f^  =  J?^/  and  V^  =  R^T,  where  /  is  the  steady  current 


,_JL^ 


through  /f,  and  R^,  the  needle  of  G  will  remain  undeflected. 
Otherwise  it  will  be  deflected.  In  this  case  the  condensers  are 
discharged  by  opening  K^,  A",  being  still  closed,  and  the  process 
is  repeated  with  different  ratios  of  R^  to  R^  until  there  is  no  de- 
flection on  closing  K^  after  K^  (or  on  opening  K^  before  K^. 

whence  SJS^=RJR^  (62) 

The  battery  and  galvanometer  may  be  interchanged  in  the 
above  arrangement  The  ratio  of  the  capacities  is  given  by  the 
same  formula,  (62). 
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CHAPTER  XIIL 
ELECTROMAGNETIC    INDUCTION. 

1.  Magnetic  Flnx  Throoyh  a  Coil  Consider  a  thin  conductor 
in  the  form  of  a  coil  of  n  approximately  closed  turns,  I,  2,  ■  ■  ■ ,  «. 
Let  the  positive  direction  around  any  one  of  the  turns,  k,  be 
chosen  arbitrarily,  and  let  the  positive  direction  around  each  of 
the  others  be  chosen  to  coincide  with  the  direction  of  its  current 
when  the  current  through  the  coil  traverses  turn  k  in  the  positive 
direction.  Let  the  magnetic  flux  through  each  turn  be  denoted 
by  ^  with  the  appropriate  subscript,  as  4>,,  *,,  ■  ■  - ,  or  ^^,  and 
let  *  denote  the  average  flux  through  a  single  turn.  Then  the 
magnetic  flux  through  the  coil,  or  the  coil  flux,  which  will  be  de- 
noted by  jV,  is  deflned  by  the  equation 

N=<^^  -f.  4>j+  ...  +  *^=  «"!>  (i) 

If  the  area  of  the  surface  with  its  edge  in  any  turn  is  not  so 
great  in  comparison  with  the  width  of  the  conductor  that  the 
flux  across  the  conductor  itself  can  be  neglected  in  comparison 
with  the  flux  through  the  turn,  an  approximately  correct  result 
can  be  obtained  by  assuming  the  conductor  (supposed  circular) 
replaced  by  a  linear  conductor  coinciding  with  its  axis. 

2.  The  Indactanoe,  or  Coeffloient  of  Belf  ludnction,  of  a  coil  or 
circuit  is  defined  to  be  the  quotient  of  the  coil  flux,  N,  due  to  the 
coil's  own  magnetic  field  divided  by  the  current  /  in  the  coil, 
and  will  be  denoted  by  L.  Expressed  in  the  form  of  an  equation, 
thisreladonis  L-NjI  (2) 

If  the  inductivity  /i  is  constant  throughout  the  mimetic  field  (in- 
dependent of  /)  so  that  B  and  N  are  proportional  to  the  current 
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/,  the  inductance  is  the  coil  flux  per  unit  current,  and  is  constant. 
If  the  coil  contains  iron,  Z  is  far  from  constant 

3.  Xtttuil  Indnotanoe  or  Coeffloieut  of  Katval  Induotioo. 
The  coefficient  of  induction  of  a  coil  i  with  respect  to  a  coil  2  is 
defined  as  the  quotient  of  the  coil  flux  A^„  through  coil  2  due  to 
the  magnetic  field  of  coil  I  divided  by  the  current  /,  of  coil  i, 
and  will  be  denoted  by  M^^    Thus 

*".,-A'„M  (3) 

which  is  constant,  for  a  fixed  configuration  of  the  conductors, 
when  It  is  constant. 

It  will  be  shown  later  (§13)  that  when  /i  is  constant  the  coeffi- 
cient of  induction  of  coil  2  with  respect  to  coil  i  is  equal  to  that 
of  coil  I  with  respect  to  coil  2,     Hence  we  may  write 

J^,  =  J/„  =  J/-  TV,,//,  =  a;,//,  (4) 

This  relation  is  true  only  when  /i  is  constant,  M~  M^^  •-  M^^ 
is  called  the  coefficient  of  mutual  iru/uction,  or  the  mutual  induct- 
ance, of  the  two  coils  i  and  2. 

The  coefficients  of  self  and  mutual  induction  will  be  defined 
from  energy  considerations  in  §  17. 

4.  Electroma^etio  Induction.  Kotional  Electrlo  Inteniity.  It 
follows  as  a  generalisation  from  experiment  that  whenever  a  con- 
ductor moves  in  a  medium  (aether  or  aether  permeated  by  mat- 
ter) supporting  a  magnetic  field  there  is  developed  at  every  point 
P  of  the  conductor  an  intrinsic  electric  intensity  (arising  from  the 
transformation  of  mechanical  energy  into  electrical  or  electrical 
into  mechanical)  equal  to 

.-MuBsm'i  (S) 

where  B  denotes  the  magnetic  induction  at  P,  u  the  velocity  of 
the  point  P  of  the  conductor  with  respect  to  the  medium  (and 
the  fixed  magnetic  induction  at  P),  and  7  the  angle  between  the 
directions  of  a  and  B. 

It  is  often  convenient  to  think  of  the  conductor  as  fixed  and 
the  medium  supporting  the  magnetic  field  as  moving,  together 
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with  the  Held,  in  the  opposite  direction  with  the  velocity  »  at  the 
point  P.     In  this  case  we  must  replace  (5)  by 

/  =  WBu  sin  7  (5aJ 

This  will  be  done  in  what  follows. 

The  electric  intensity  e  is  called  a  motional  electric  intensity. 
It  is  also  very  generally  called  an  induced  intensity. 

A  motional  electric  intensity  in  insulators  has  not  yet  been 
observed.     See  Blondlot. /owr»a/ 1^^  Physique,  Jan.,  1902, 

Kotloiial  E.1C.T.     It  follows  from  (5a)  that  the  component  of 
e  at  the  point  P  in  any  direction  is  equal  to  the  vector  product 


of  the  component  of  B  perpendicular  to  this  direction  and  the 
component  of  u  perpendicular  to  the  plane  containing  B  and  the 
given  direction. 

Hence  it  follows  also  that  whenever  an  element,  of  length  dL, 
of  a  line  in  any  conductor  is  moving  in  a  medium  supporting  a 
magnetic  field,  a  motional  electromoHiie  force  is  developed  along 
dL  equal  to  dL  multiplied  by  the  vector  product  of  the  com- 
ponent of  B  perpendicular  to  dL  and  the  component  of  k,  the 
velocity  of  the  medium  (and  tubes  of  induction)  relative  to  dL 
considered  as  fixed,  perpendicular  to  the  plane  containing  B  and 
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dL.  Thus,  if  6  denotes  the  angle  between  B  and  the  component 
of  e  parallel  to  dL,  and  ^  the  angle  between  u  and  the  plane 
containing  B  and  the  component  of  €  just  mentioned  (or  the  ele- 
ment dV),  the  e.m.f.  along  dL  is  given  in  magnitude  and  direction 
by  the  equation    ^^  _  ^iyj^  si„  «)(.  ,i„  ^         ^  (6) 

The  relative  directions  of  the  quantities  occurring  in  this  equation 
are  shown  in  Fig.  1 09,  the  axis  of  Z  being  made  to  coincide  with 
the  direction  of  dL  and  d"^,  and  the  plane  of  XZ  with  the  plane 
containing  B  and  dL. 

The  second  member  of  (6)  is  evidently  the  time  rate  at  which 
magnetic  flux  sweeps  across  the  element'of  length  dL,  or,  nu- 
merically, the  number  of  unit  tubes  of  induction  moving  across 
dL  per  unit  time.  If  we  denote  this  rate,  per  umt  length  of  dL, 
by  d^jdt  (6)  may  be  written 

d-9=~dLd^jdt  (6a) 

which,  however,  does  not  give  the  direction  of  d'V  (see  Lem's 
law  below). 

From  the  two  preceding  equations  it  is  clear  that  the  motional 
electromotive  force  along  a  line  L  of  any  length  or  form  in  a 
conductor  moving  in  a  medium  supporting  a  magnetic  field  is 

■^  -  jdLy{B  sin  e){u  sin  ^  =  fdL-d4>/di~d^/dt  (7) 
where  d^jdi  denotes  the  time  rate  at  which  mf^netic  flux  sweeps 
In  the  same  general  direction  across  the  line  L,  or,  numerically, 
the  number  of  unit  tubes  of  magnetic  induction  moving  across  L 
per  unit  time,  the  last  two  expressions  not  giving  the  direction 
of  ^.     (See  Len^s  law  below.) 

Kotional  e.mi*.  uid  Ampdre't  Law.  The  existence  of  a  mo- 
tional e.m.r.  and  its  origin  in  the  transformation  of  mechanical 
work  (in  moving  the  conductor  against  the  electromagnetic  forces 
of  §  4,  XII.)  into  electrical  ener^  or  vice  versa  being  established 
by  experiment,  its  magnitude  and  direction  can  be  deduced  from 
Ampere's  law  if  we  assume  that  all  the  work  done  in  moving  a 
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conductor  against  electromagnetic  forces  is  transformed  into 
electrical  energy,  and  that  a//  the  energy  acquired  by  a  moving 
conductor  owing  to  the  action  of  electromagnetic  forces  is  trans- 
formed without  loss  from  the  energy  of  the  electromagnetic  field. 
Thus  suppose  dL  at  the  point  /*  to  be  the  element  of  length 
of  a  thin  wire  carrying  a  current  /  (due  wholly  or  in  part  to  the 
motional  e.m.f.).  The  force  upon  the  element,  as  given  by 
Ampere's  law,  §  4,  XII.,  is 

t/F~  dL^IB  sin  6 
The  component  of  i//"in  the  direction  of  the  velocity  u  is  then 

dF'  =  dF  sin  ^==  dL  sin  j3  IB  sin  6 
and  if  the  element  is  moved  against  the  force  dP'  with  the 
velocity  —  »  work  will  be  done  upon  the  element  at  the  rate 
P^  dP'u  =  dLu  sin  ^  IB  sin  Q 

Hence  the  intrinsic  e.m.f,  developed  in  the  length  dL  by  the 
relative  motion  of  conductor  and  field  is 

d^~PII~  dLusia^B  sin  B 

in  magnitude,  and 

d-V  =  dLViB  sin  8){u  sin  ff) 

in  both  magnitude  and  direction,  since  d'V  must  have  the  same 
direction  as  /  when  energy  is  transformed  from  mechanical  to 
electrical  form. 

The  agreement  between  this  result  and  (6)  justifies  the  above 
assumption. 

5.  Induced  Eleotrie  Intemity  and  E.K.F.  It  follows  from  ex- 
periment that  in  a  conductor  at  rest  in  the  surrounding  medium 
the  same  electric  intensities  (and  e.m.f.s)  are  developed  by  a 
given  motion  of  the  tubes  of  magnetic  induction  (without  motion 
of  the  medium)  relatively  to  the  conductor,  due  to  the  motion  in 
the  medium  of  the  m^nets  or  electric  circuits  producing  the  field, 
as  by  the  same  relative  motion  of  the  conductor  with  reference  to 
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the  fixed  medium  and  field.  This  would  be  expected  from  the 
fact  that  the  motional  intensity  can  always  be  calculated  from  the 
motion  of  the  tubes  of  induction  with  reference  to  the  conductor, 
and  the  fact  that  the  forcive  upon  the  conductor  is  in  both  cases 
equal  and  opposite  to  the  forcive  upon  the  magnets  or  circuits 
producing  the  field,  so  that  the  work  done  by  or  against  the 
electromagnetic  forces  during  a  given  relative  motion  of  the  con- 
ductor and  the  magnets  or  circuits  is  in  both  cases  the  same. 
These  intensities  and  e.m.f.s  are  not  intrinsic,  no  energy  being 
transformed  from  mechanical  to  electrical,  or  vice  versa,  in  tJu 
regions  which  are  tfteir  seats,  since  the  conductor  does  not  mffve 
(appreciably)  against  or  under  the  action  of  any  force.  Through 
their  agency  electrical  energy  is  transferred  to  or  from  the  con- 
ductor at  rest,  the  transformation  taking  place  at  t/ie  circuit  which 
moves  (in  which  there  is  a  motional  e.m.f). 

Also,  when  the  magnetic  flux  through  a  circuit  changes  owing 
to  any  other  cause  than  the  relative  motion  of  the  circuit  and  a 
magnetic  field,  as  when  the  current  in  the  given  circuit  itself  (if 
a  conductor)  or  the  current  in  a  neighboring  circuit  varies,  the 
tubes  of  magnetic  induction  must  be  conceived  to  move  inward 
or  outward  across  the  circuit,  since  all  tubes  of  magnetic  induc- 
tion are  continuous  or  closed,  and  since  each  tube  has  the  same 
strength  throughout  its  length.  Hence  the  change  of  the  mag- 
netic field  in  this  manner  would  be  expected  to  develop  intensi- 
ties and  e.m.f.s  similar  to  those  develof)ed  by  the  relative  mo- 
tion of  a  conductor  and  magnets  or  circuits  carrying  steady 
currents ;  and  this  expectation  is  fully  confirmed  by  experi- 
ment. These  e.ra.f.s  are  not  intrinsic,  energy  being  merely 
transferred,  not  transformed,  through  their  agency,  and  all 
the  (electrical)  enei^y  so  transferred  coming  originally  (by  trans- 
formation) from  the  intrinsic  e.m.f  s  in  the  circuit,  or  one  of  the 
circuits. 

The  intensities  and  e.m.f.s  considered  in  this  section  are  called 
induced  electnc  intensities  and  e.m.fs,  although,  as  stated  in  §4, 
the  same  term  is  very  generally  applied  to  the  motional  intensity 
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and  e.m.f.  also.  When  the  intensity  is  not  intrinsic,  E  should 
be  substituted  for  e  in  (5)  and  {^a). 

Satisfactory  direct  experiments  upon  the  induced  intensity  in 
insulators  have  not  yet  been  made ;  but  the  very  important  con- 
sequences of  assuming  that  the  results  established  by  experiment 
for  conductors  apply  to  insulators  as  well  are  justified  by  their 
agreement  with  experiment.     See  Chapter  XVI. 

Lenz's  Law.  The  general  form  of  Lens's  law,  which  is  only  a 
particular  case  of  the  law  of  the  conservation  of  enei^,  is  as 
follows :  Whenever  an  e.m.f.  is  induced  in  any  body,  either  a  con- 
ductor or  a  dielectric,  by  a  variation  of  the  magnetic  field  or  by 
relative  motion  between  the  body  and  magnets  or  circuits  tra- 
versed by  electric  currents,  the  e.m.f.  has  such  a  direction  that 
in  the  resultant  magnetic  field  the  variation  of  the  field,  or  the 
motion,  which  produced  the  e.m.f.  is  opposed. 

Thus  when  a  wire  is  moved  in  a  magnetic  field,  the  field  is 
strengthened  on  the  side  toward  which  the. wire  is  moving  and 
■weakened  on  the  other  side,  since  the  force  on  the  wire  is  from 
the  stronger  to  the  weaker  part  of  the  resultant  field  (§  3,  Xll.). 
This  gives  the  direction  of  the  motional  e.m.f  at  once ;  for  it 
gives  the  direction  around  the  wire  of  the  lines  of  intensity  it 
produces,  and  this  direction  bears  a  definite  relation  (§  i,  XIII.) 
to  the  direction  of  the  current  developed  by  the  motional  e.m.f , 
which  is  the  direction  of  the  e.m.f.  itself. 

6.  The  Seeoad  Lav  of  CironitatioiL  Integral  Form.  Consider 
any  closed  curve,  or  circuit,  in  a  conductor  or  dielectric  traversed 
by  a  magnetic  field.  Let  the  positive  direction  around  the  cir- 
cuit be  chosen  arbitrarily,  and  the  positive  direction  through  the 
circuit  according  to  the  convention  of  §  2,  XII.,  the  first  direc- 
tion being  related  to  the  second  as  the  direction  of  rotation  to 
the  direction  of  translation  of  a  right-handed  screw.  Then,  if  the 
circuit  moves  relatively  to  the  magnetic  field  in  any  manner,  or  if 
the  field  varies  in  any  manner,  or  if  both  changes  occur  together, 
ftfLW[B  sin  0)  {it  sin  ^  taken  in  the  positive  direction  once  around 
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the  circuit  evidently  denotes  the  rate  at  which  the  magnetic  flux 
in  the  positive  direction  through  the  circuit  is  diminishing.  If  we 
assume  that  electromotive  forces  are  induced  in  insulators  accord- 
ing to  precisely  the  same  laws  as  in  conductors,  it  follows  that 
when  the  magnetic  flux  through  any  circuit  changes  owing  to 
any  causes  an  e.m.f.  is  induced  around  the  circuit  equal  to  the 
rate  at  which  the  magnetic  flux  through  the  circuit  is  decreasing. 
That  is,  if  4>  denotes  the  magnetic  flux  through  the  circuit  (posi- 
tive when  in  the  positive  direction)  and  "9  the  e.m.f.  around  the 
circuit  (positive  when  in  the  positive  direction),  at  the  time  / 

^ d^jdl  (8) 

which  is  the  second  law  of  circuitation  (in  its  integral  form).  The 
e.m.f.  may  be  wholly,  or  only  partially,  or  not  at  all,  intrinsic. 

As  an  immediate  deduction  from  (S)  it  follows  that  the  e.m.f. 
induced  in  a  coil  of  wire  through  which  the  coil  flux  changes  at 
the  rate  dNjdt  is 

^  =  -  dNjdt  {id) 

The  relative  directions  of  induced  electromotive  force  and 
change  of  magnetic  flux,  as  given  by  (8)  and  (8a),  can  also  be 
obtained  immediately  from  Lenz's  law, 

E.K.I'.  of  Self  Indaotion.  Thus  when  the  current  /  in  an  iso- 
lated coil,  of  inductance  L,  increases  at  the  rate  dijdt,  and  the 
coil  flux  therefore  at  the  rate  dNjdt  =  d(LI)jdt,  an  e.m.f. 
—  d{LI)dt  is  induced  in  the  coil.  Thus  the  change  of  the  cur- 
rent or  of  the  magnetic  flux  is  opposed  by  the  induced  e.m.f. 

E.H.I',  of  Katnal  Indaotion.  Also,  if  the  current  /,  in  one  (i) 
of  two  coils,  with  mutual  inductance  M,  increases  at  the  rate 
dfyjdt,  and  therefore  the  coil  flux  N^^  =  MI^  through  the  other 
coil  (2)  due  to  the  first  coil  at  the  rate  dNjdt  =  d^MI^jdt,  an 
e.m.f.  —  d{MI^jdt  is  induced,  owing  to  this  change  of  flux,  in 
coil  2  (in  addition  to  the  e.m.f.  —  d{L^T^(di).  At  the  same  time 
there  is  induced  in  coil  i  the  e.m.f.  —  [d(L/^)/dt  +  d^MI^jdtl . 


b.GoogIc 


340  ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

7.  Differentiftl  Form  of  the  S«ooiid  Law  of  Cinnitfttion  for  Kedia 
at  Reit  The  Carl  of  a  Teotor.  Coil  E.  Consider  an  infinites- 
imal plan^  circuit  of  area  dS  in  a  changing  magnetic  field  in  a 
medium  at  rest.  Let  B  denote  the  induction  at  dS  and  dB  its 
increase  (in  magnitude  and  direction)  in  the  time  dl.  The  line 
integral  of  induced  electric  Intensity,  £,  around  the  edge  of  dS, 
vis.,jE  cos  $dL,  is  evidently  a  maximum  when  dS  is  perpen- 
dicular to  dB,  in  which  case 

fE  cos  0dL=~  d0}dt  -  -  dB/d(  dS 

Hence  the  maximum  e.m.f.  around  the  edge  of  dS  per  unit  area  is 

f£  cos  0  dLjdS  =  -  dBjdt 

Now  the  maximum  line  integral  of  a  vector  per  unit  area 

around  the  edge  of  an  infinitesimal  circuit  at  a  point  is  called  the 

curl  of  the  vector  at  the  point.     Hence  the  above  equation  may 

be  written  ,  ^  jr./.,  ,  , 

curl  £  —  —  dBjdt  {9) 

Thus  curl  £  is  a  vector  with  the  magnitude  and  direction  of 
—  dBjdt.  The  three  components  of  curl  E  along  the  rect- 
angular coordinate  axes  of  X,  Y,  and  Z  are 

curl,£-=  -dB^jdt 
curl,£—  —dB^jdi 
cml^E—— dBjdt 

Cartesian  expressions  for  these  components  will  be  developed 
in  §4,  XVI. 

E  in  the  above  equations  denotes  the  (non-intrinsic)  ittduced 
electric  intensity,  and  does  not  include  the  motional  intensity  or 
any  other  intrinsic  intensity,  or  any  intensity  connected  with 
electric  chaises,  true  or  fictitious,  if  present  Since,  however, 
the  line  integral  of  the  latter  intensity  around  any  closed  circuit 
is  zero,  its  curl  is  zero,  and  (g)  will  remain  true  if  E  is  taken  to 
denote  the  vector  sum  of  the  induced  intensity  and  the  intensity 
(whose  curl  is  zero)  due  to  the  presence  of  charges,  true  or 


(10) 
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fictitious.     The  second  law  of  circuitation  will  be  generalised  in 
Chapter  XV. 

8.  The  Abaolnte  Setenniiiatioii  of  a  S«iiitance  by  Lorenz'a 
Kethod.  A  circular  coil  C,  Fig.  110,  mounted  with  the  planes 
of  its  turns  in  the  magnetic  meridian,  is  traversed  by  a  constant 
current  /,  the  resistance  ^  to  be  determined  being  included  in 
the  circuit.  With  its  axis  coincident  with  that  of  the  coil,  a  cir- 
cular metallic  disc  D  rotates  with  a  constant  angular  velocity, 


making  p  revolutions  per  second.  Wires  bearing  upon  the  edge 
and  axle  of  the  disc  connect  it  through  a  galvanometer  G  with 
the  terminals  of  the  resistance  R. 

Let  M  denote  the  magnetic  flux  across  the  disc  between  its 
edge  and  the  edge  of  its  axle  per  unit  current  in  the  coil.  Then 
the  magnetic  flux  cut  across  by  every  radius  of  the  disc,  between 
axle  and  circumference,  in  one  complete  revolution  is  MI  (pro- 
vided there  is  no  current  in  the  disc).  Hence  an  e.m.f.  is  devel- 
oped along  every  radius  of  the  disc  equal,  from  axle  to  circum- 
ference or  from  circumference  to  axle,  to  Mpl.  The  connections 
from  the  disc  to  the  terminals  of  R,  for  a  given  direction  of  rota- 
tion of  the  disc,  are  so  arranged  that  the  induced  e.m.f.  J^/and 
the  e.m.f.  RI  are  in  opposition  through  the  galvanometer ;  then 
the  resistance  or  the  speed  of  the  disc  is  adjusted  until  the  gal- 
vanometer shows  no  deflection  when  the  galvanometer  circuit  is 
either  open  or  closed.     Then 

MpI=RI 
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and  R^Mp  (l  l) 

p  can  be  measured  directly,  and  Mean  be  calculated  from  the 
linear  dimensions  and  number  of  turns  of  the  coil.  Hence  Ji  can 
be  determined  in  absolute  measure. 

If  C  is  a  long  solenoid,  and  if  D  is  placed  well  within  C, 

M=  nfi  X  •"7*  —  n/tx  •nr'*  —  w^7r(f*  —  r") 

where  «  denotes  the  number  of  turns  of  wire  per  cm.  upon  the 
solenoid,  and  r  and  r*  denote  the  radii  of  the  disc  and  its  axle. 

The  method  serves  also  for  the  comparison  of  low  reastances, 
in  which  case  J/ need  not  be  known. 

9.  ladoGtion  Siiohai^  Throa^h  a  Circuit  When  the  coil  flux 
through  a  coil  of  resistance  R  changes  from  one  value  N^  to 
another  value  N^  as  the  time  changes  from  t^  to  /,,  an  electric 
chai^ 

g=^J Idt^  J'IFIR-  dt~J{- dNldt)IR- dt==  -{N^~  A^IR{i2) 

due  to  electromagnetic  induction,  circulates  in  the  positive  direc- 
tion around  the  circuit.  Here  /  denotes  that  part  of  the  current, 
and  "V  that  part  of  the  electromotive  force,  in  the  circuit  due  to 
the  change  of  flux. 

Thus  g  depends  wholly  upon  the  resistance  and  the  total 
change  in  the  flux,  and  not  at  all  upon  the  time  or  the  way  in 
which  this  change  takes  place. 

10.  The  Eleotrokinetic  Energy  of  the  Field  of  as  Isolated 
Cironlt.  The  magnetic  enei^  residing  in  the  field  of  a  single 
coil  or  circuit  whose  coil  flux  is  A'' when  its  current  is  /is 

W-\IN=^LP-liN^jL  (,3) 

provided  that  L  =  17/ /=  constant,  that  is,  provided  /*  is  con- 
stant. 

For,  if  no  energy  is  dissipated,  the  energy  of  the  field  is  equal 
to  the  work  done  against  the  counter  e,m.f.  —  dNjdt  in  increas- 
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ing  the  current  from  o  to  /or  the  coil  flux  from  o  to  N.  If  N 
and  /  denote  also  the  instantaneous  values  of  the  coil  flux  and 
current,  the  work  done  against  the  e,m.f.  —  dNjdt,  or  the  energy 
stored  in  the  field,  in  the  time  dt  is 

dW=IdNjdtdt=  IdN  (14) 

Hence 

W=^  IdN=^  C  LIdI=~  \U^  =  \IN^  \^*IL 

which  is  identical  with  (13). 
The  same  result  follows  from  §  ig,  XI,,  which  gives 

W^  J*n  =  \N\nnI=  \NI~  etc. 

W  is  called  the  eledrokinetic  energy  of  the  field.  A  mechan- 
ical conception  of  this  energy  is  given  in  §  1 1,  B. 

11.  A.  Heehanioal  Analogues  of  L,  Z,  V,  "it,  SSjiX,  and  W. 
(1)  Let  L,  I,  and  Nss  LI  denote  the  moment  of  inertia,  angular 
velocity,  and  angular  momentum,  respectively,  of  a  rigid  body  B 
about  a  given  axis.  If  the  angular  velocity  /  is  increased  at 
the  rate  dJjdt,  and  the  angular  momentum  at  the  rate  dNjdt 
=  d{L/)/df,  the  increase  will  hie  opposed  by  a  torque  of  inertia 
equal  to  ^  =  —  dNjdt.  To  overcome  this  torque,  that  is  to  in- 
crease the  velocity  or  momentum,  an  equal  and  opposite  torque 
+  dNjdt  must  be  applied.  The  rate  at  which  work  is  done  in 
increa^ng  the  velocity  or  momentum  is  diVjdt  =-  /dNjdt,  and 
the  total  work  done  in  increasing  the  velocity  from  o  to  /,  or  the 
momentum  from  o  to  N"*  LI,  is 

W  =  JldN=fLIdr=  \IN^  \LP 

which  is  the  Icinetic  energy  of  B  when  its  angular  velocity  is  / 
( 2 )  Let  L,  I,  and  N  =  LI  denote  the  mass,  linear  velocity, 
and  momentum,  respectively,  of  an  incompressible  liquid  flowing 
in  a  closed  pipe  of  constant  cross -section.  If  the  velocity  /  is 
increased  at  the  rate  dijdt,  and  the  momentum  at  the  rate 
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dNfdl,  the  increase  will  be  opposed  by  a  force  of  inertia  equal 
to  —  dNjdl  =  *.  To  overcome  this  inertia,  that  is,  to  increase 
the  velocity  or  momentum,  an  equal  and  opposite  force  +  dNjdt 
must  be  applied.  The  rate  at  which  work  is  done  in  increasing 
the  momentum  is  dWjdt  =  fdNjdl,  and  the  total  work  done  in 
increasing  the  momentum  from  o  to  A'«  Z/is 

W^JldN^  \IN=  \LP 

which  is  the  kinetic  energy  of  the  liquid  when  its  velocity  is  /. 

Neither  of  these  analogues  is  at  all  complete.  Thus  the 
energy  in  (i)  resides  wholly  in  the  rigid  body  and  the  enei^y 
in  (2)  resides  wholly  inside  the  pipe,  while  the  energy  of  an  elec- 
tromagnetic field  may  reside  almost  wholly  in  the  dielectric  sur- 
rounding the  conductor. 

B.  If  eohanioal  Cosoeptioa  of  the  H&frnetio  Field.  Let  n,  H, 
and  B  =  p.H  denote  the  moment  of  inertia  per  unit  volume,  angu- 
lar velocity,  and  angular  momentum  per  unit  volume,  respectively, 
at  a  point  P  in  an  incompressible  medium  in  a  given  type  of  rota- 
tory motion.  If  the  angular  velocity  H  is  increased  at  the  rate 
dHjdt,  and  the  angular  momentum  per  unit  volume  therefore  at 
the  rate  dBfdt  —  fidN/dt  the  increase  will  be  opposed  by  a  torque 
of  inertia  equal,  per  unit  volume  at  P,  to  curl  £=  —  dBjdt  (E 
being  the  force  per  unit  area  acting  tangential  to  the  surface  of 
the  rotating  element). 

Adhering  to  the  fundamental  conception  of  the  electric  field, 
§§  13-14,  I.,  according  to  which  £  is  a  kind  of  shearing  stress 
between  positive  and  negative  aether  cells,  we  shall  therefore 
assume  that  at  any  point  of  a  magnetic  field  in  free  jether  the 
positive  and  negative  cells  are  rotating  with  equal  angular  speeds 
in  opposite  directions  (unlike  cells  being  in  contact  or  geared  to- 
gether) the  axes  of  rotation  being  parallel  to  the  direction  of  the 
intensity  at  the  point,  and  the  direction  of  rotation  of  the  positive 
cells  being  related  to  the  direction  of  the  intensity  as  the  rotation 
to  the  translation  of  a  right-handed  screw.     We  shall  assume 
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the  magnetic  intensity  //■  to  be  the  angular  velocity  of  the  posi- 
tive cells,  equal  and  opposite  to  the  angular  velocity  of  the 
negative  cells.  We  shall  further  assume  ^  to  be  the  sum  per 
unit  volume  of  the  moments  of  inertia  of  the  cells.  Then  J5 
=  \itH  will  be  the  sum  of  the  angular  momenta  of  the  positive 
cells  per  unit  volume,  and  —  \B  =  —  ^fi//  will  be  the  sum  of 
the  angular  momenta  of  the  negative  cells  per  unit  volume.  The 
total  kinetic  energy  per  unit  volume  will  be  ^{ifif/  x  //)  + 
}(—  J/t/^  X  —  /I)  =  ^/*fP-  The  centrifugal  force  arising  from 
the  rotation  of  the  cells  will  account  for  the  pressure  nonnal  to 
the  lines  of  magnetic  intensity,  and  therefore  for  the  tension  along 
the  lines  of  intensity,  and  these  tensions  and  pressures  will  account 
for  the  mechanical  forces  upon  magnets,  for  Ampere's  law,  etc. 
For  a  fuller  account  of  this  conception  and  its  application  to  nu- 
merous electrical  phenomena  see  Lodge's  Modem  Views  of  Elec- 
tricity, and  an  article  by  W.  S.  Franklin,  Physical  Review,  Vol.  4. 
12.  Sleotrokinfltio  Energy  De&Bity  in  a  Mediant  With  Conitant 
Indaotivlty  (a*)-     F'g-  1 1 '  represents  a  plane  section  through  a 


coil  RR  with  «  turns  («  —  3  in  the  figure),  an  equipotential  sur- 
face S,  and  a  tube  of  induction  ABCDA  threading  the  circuit  RR 
and  cutting  out  from  the  equipotential  an  element  of  area  dS. 
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If  /  denotes  the  current  through  the  coil,  the  m.m.f.  around 
the  tube  ABCVA  is 

The  magnetic  flux  across  the  equipotendal  ^  is 

Hence  the  energy  of  the  magnetic  field  is 

W=  \IN^lnINIn  =  \jHdLfBdS 

-  lffBHdLdS^JlBHdT=.J^,iH*dT  " 

the  integration  being  extended  throughout  the  magnetic  field. 
The  energy  per  unit  volume  is  therefore 

7-=  dWjdr  -  IBH-  IfiH*  =  ^B*/fi  (i6) 

as  otherwise  proved  in  §  l8,  XI- 

For  the  work  done  during  the  process  of  magnetisation  when 
ft  is  a  function  of //see  §  i8,  XI.,  or  §  29. 

13.  The  Elflcfaokiiietio  Ener^  of  the  Field  of  Two  or  More 
Circuiti  in  b  Hedivm  of  Conetant  Indnetinty  (/i).  Consider  first 
two  circuits,  I  and  2,  Fig,  r  1 2,  with  «,  and  n,  turns  and  currents 
/,  and  /,,  respectively.  Let  Z,,  L^,  M^,  and  J/|,  denote  the  self 
inductances  and  coefficients  of  induction  (§  3,  XIII.)  of  the  two 
circuits.  Let  H^  denote  the  magnetic  intensity  at  any  point  P 
due  to  the  current  /,  alone,  H^  that  due  to  the  current  /,  alone, 
and  H  the  resultant  intensity  due  to  /j  and  /^  together.     Then 

//'  =  ^,'  +  H*  +  2//,A;  cos  «,, 

if  5jj  denotes  the  angle  between  H^  and  H^.     The  total  eneigy 
in  the  magnetic  field  is,  by  §  12, 

W=J\ftH^dT  =  \JftH*dT  +  I  Si^H^dr  +jiiH^H^  cos  9,^ 

the  integrations  extending  throughout  the  magnetic  field. 
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The  first  and  second  integrals  are  equal,  respectively,  to 
^L^I^  and  ^L^^,  by  §§  lo  and  i2. 

To  evaluate  the  third  integral,  consider  a  magnetic  equipoten- 
tial  surface  S  for  the  field  of  /,  alone  drawn  through  P,  and  T,  a 
tube  of  induction  of  this  field  enclosing  P  and  cutting  out  from  S 


an  element  of  area  dS.  With  N,  the  normal  to  dS,  //",  and  B^ 
make  the  angle  9^^.  The  integral  f^/f,/^,  cos  6^dr  may  evi- 
dently be  written 

JJf^H^H^  cos  5„  dSdL  =fH^dLjitH^  cos  B^  dS 

in  which  the  first  integration  extends  around  the  tube  T  and  the 
second  over  the  surface  5.     Now,  by  {22),  XII., 

jH,dL=nJ^ 

and,  by  the  definitions  of  magnetic  flux  and  coil  flux, 

fl^H^  cos  e^S  -  NJn,  =-  MJJh^ 

Hence    jH^dLjuH^  cos  9^S  =  nJ^M^JJn^  =  M^I/^ 

and  W~  J^f^/Pdr  =  ^LJ*  +  JV,'  +  -^aV.  (17) 
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If,  in  evaluating  the  third  integral,  we  interchange  the  roles  c^ 
circuits  i  and  2,  we  obtain 

w- /J,.//'* -jVi'+iv," +'«;//■     (17') 

Since  the  two  expressions  for  If  are  equal, 

J4-J/„  (I8) 

as  stated  in  §  3. 

The  term  M^J^I^  =  M^IJ^  is  called  the  mutual  energy  of  the 
two  coils  or  fields.  In  the  same  way,  in  general,  the  expression 
Wjj/j  denotes  the  mutual  energy  of  the  fields  i  and  2. 

In  exactly  the  same  manner  it  may  be  shown  that  if  we  have 
any  number  of  circuits  i,  2,  ■  •  - ,  «  with  currents  /,,  ^  ■  ■  - ,  /_, 
inductances  Z„  Z„  -  - ,  L^,  and  coefficients  of  mutual  induction 
J^f^^  M^  ■  ■  ■ ,  J/jj,  M^^,  -  -  • ,  etc.,  then  the  electrokinetic  energy  is 

If  -  J  V.' +  J  V.' +  ■  ■  ■  +  K// 

+  MJ^I^  +  MJJ^  +  ■  ■  ■  +  MJ^I^  +  ...       (19) 

14.  The  Coeffloient  of  Self  Indnetioii  of  a  Coil  ii  Proportional 
to  the  Square  of  its  Hnmber  of  Tnnii,  the  dimensions  of  the  coil 
being  kept  constant.  For  if  O  denotes  the  average  flux  through 
a  single  turn  of  the  coil, 

where  ^  is  a  constant     Hence 

L  =M  Nir=  n^jl=  M  (20) 

16.  Tlie  CoefBoient  of  Mutual  Induotion  of  Two  Coils  ii  Pro- 
portional  to  the  Product  of  the  Vumberi  of  Tonu  in  the  Two  Coilt, 

the  dimensions  and  positions  of  the  coils  remaining  constant.  For 
if  $ij  denotes  the  average  flux  through  a  single  turn  of  cmI  2 
due  to  a  current  /,  in  coil  i, 

where  >t  is  a  constant.     Hence 

■^H=  ^iiM  -  «j*.i/^i  -  *«i''i  (21) 
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16.  The  Coeffici«nt  of  B«lf  ludaotion  of  a  Coil  is  Proportional  to 
its  Linear  Simeniioiu,  the  shape  of  the  coil  and  its  number  of 
turns  remaining  constant.  To  prove  this,  consider  a  coil  A,  and 
another  coil  A'  with  linear  dimensions  k  times  as  great.  \{  P 
and  P'  are  corresponding  points,  S  and  S'  corresponding  equi- 
potential  surfaces,  dS  and  dS'  corresponding  elements  of  area, 
B  and  B'  corresponding  inductions,  4>  and  4>'  corresponding 
average  fluxes  through  a  single  turn  for  the  same  current  /,  and 
L  and  L'  the  corresponding  inductances  for  the  two  coils,  then 
B'=  I  IkB,  by  §  I  r,  XII.,  and  dS'  =  k'dS.     Hence 

*'  ^fB'dS'=ifBdS  =.  *a» 
and  L'=n<t>'jI=.kn^lI~kL  (22) 

which  was  to  be  proved. 

In  like  manner  it  may  be  shown  that  the  coefficient  of  mutual 
induction  of  two  coils  is  proportional  to  the  linear  dimensions, 
the  relative  dimensions  and  distances  retaining  the  same  ratios. 

17.  Energy  Definitions  of  Belf  and  Hntnal  Indnotanoe.  From 
(13),  §  10,  the  coefficient  of  self  induction  of  a  coil  or  other  con- 
ductor may  be  defined  as  the  ratio  of  twice  the  energy  of  its 
magnetic  field  to  the  square  of  its  current.     Thus 

L~2WjP=~-J,i.IPdTJP  (23) 

This  definition  is  not  identical  with  that  of  §  2  unless  /*  is  con- 
stant. It  is  often  more  convenient  than  the  previous  definition 
in  getting  the  inductance  of  non-linear  circuits  or  conductors. 

In  like  manner  the  coefficient  of  mutual  induction  of  two  cir- 
cuits or  conductors  may  be  defined  as  the  ratio  of  their  mutual 
magnetic  enei^to  the  product  of  their  currents,  by  §  13.    Thus 

M^,  =  ( Wa  -  MJ.QjIJ^  =.  (ff^^i^t  cos  0,/^)///t   (24) 

From  the  definitions  just  given  the  relations  proved  in  §§  14— 
16  on  the  basis  of  the  earlier  definitions  may  be  readily  estab- 
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lished.  Thus  if  the  number  of  turns  of  a  coil  is  altered  in  any 
ratio  n,  the  dimensions  and  the  current  remaining  unaltered,  the 
magnetic  intensity  //  in  every  element  of  volume  dr  will  be 
altered  in  the  same  ratio.  Hence  L  —  J'/*^rfr//'  will  be  altered 
in  the  square  of  the  same  ratio.  The  other  relations  may  be 
established  in  like  manner. 

18.  The  Indnotaaoe  of  Any  Somber  of  CoIIb  Coimected  in  Series. 
If  all  the  coils  of  §  1 3  are  connected  in  series,  /j  =  /^  =  .  ■  ■  =  /, 
Hence,  if  L  denotes  the  inductance  of  the  system  in  series, 

If  the  individual  coils  are  so  constructed  or  so  far  apart  that 
all  the  mutual  inductances  vanish, 

A  =  Z,  +  i,  +  ■  ■  ■  +  Z.  (26) 

The  principle  of  (26)  is  commonly  applied  in  the  construction 
of  standards  of  inductance  variable  by  fixed  amounts,  and  that 
of  (25)  in  the  construction  of  continuously  adjustable  standards 
of  inductance.  For  this  purpose  two  circular  coils  with  induc- 
tances Z|  and  Zj  are  mounted  (i)  with  their  axes  coincident  and 
the  distance  between  their  centers  adjustable,  or  (2)  with  their 
centers  coincident  and  the  angle  between  the  planes  of  their  turns 
adjustable.  Thus  the  mutual  inductance  M  is  adjustable,  and 
therefore  the  resultant  self  inductance, 

Z  =  Z,  +  Z,  +  2Jf  {27) 

M  is  positive  or  negative  according  as  the  magnetic  flux  due 

to  one  coil  threads  the  other  in  the  positive  or  negative  direction, 

the  direction  of  the  current  around  each  circuit  being  chosen  as 

the  positive  direction  around  the  circuit. 

It  will  be  shown  in  §  44,  that  a  condenser  of  capacity  .S"  con- 
nected in  series  with  a  coil  of  inductance  Z  produces  the  same 
effect  in  the  case  of  harmonic  alternating  currents,  as  an  induc- 
tance Z  —  I  jSj^,  where  p=  2tt  y.  the  frequency  of  the  current. 
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19.  L,L,  —  K*  ii  not  Leaa  than  Zero.  Let  L^  and  L^  denote 
the  self  inductances  of  two  coils,  and  Jf  their  mutual  inductance. 
Then 

L^L^-M'^o  (28) 

For  the  electrokinetic  energy  of  the  field,  given  by  (17),  is  a 
signless  or  positive  quantity,  whatever  the  values  of  the  currents ; 
and  (28)  is  the  condition  that  this  expression  may  never  be  less 
than  zero,  whatever  the  values  of  the  currents. 

The  proposition  may  also  be  demonstrated  as  follows.  In  the 
nomenclature  of  §  15, 

i,  =  «,*,//„  Zj  =  «,*,//„  and  M=  n^bjf^  =  "j^w/A 
Hence 

=  «,»,*,*,//,/,  -(I  -  *„/*,■  *«/*,) 

which  is  greater  than  zero,  or  equal  to  zero,  since  each  of  the 
last  fractions  is  less  than  unity,  or  unity. 

The  sign  of  equality  holds,  or  Z,Z.,  =  M',  only  when  all  the 
magnetic  flux  threads  every  turn  of  both  coils  {4>„  ■■  <I>„  =  4», 
=  *j),  as  when  the  coils  are  toroidal  and  uniformly  wound  on 
the  same  core. 

20.  The  Inductance  of  a  Uniformly  Wonnd  Solenoid  and  Its 
Elflotrokinetio  Energy.  The  flux  through  each  turn  of  the  infinite 
solenoid  of  §  ig,  XIl.,  is  4>  —  n//S  =»  fiSn/,  and  the  coil  flux 
through  the  nA  turns  in  a  length  A  of  the  solenoid  is  jV=  SfinlnA 
«=  liSIr^A.    Hence  the  inductance  of  a  length  A  of  the  solenoid  is 

L=N!I=p.Sn'A  (29) 

The  same  result  may  be  obtained  otherwise  thus  :  The  mag- 
netic energy  per  unit  volume  within  the  solenoid  is  ^fi-fP  =  i/*«*/*, 
and  there  is  no  enei^y  outside  the  coil.  The  volume  of  a  length 
A  of  the  solenoid  is  SA,  and  the  energy  contained  in  this  vol- 
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IV  =  ^^H^SA  =  \fj^^PSA  (30) 

Hence  i  =.  2  W//' =  m5»*^  (31) 

Since  the  magnetic  field  is  confined  wholly  to  the  region 
witliin  the  coil,  the  inductivity  of  the  surrounding  medium  does 
not  afiTect  the  inductance. 

If  the  length.  A,  of  a  finite  solenoid,  §  20,  XII.,  is  great  in 
comparison  with  its  cross-section  S,  the  intensity  within  the 
solenoid  is  sensibly  uniform  and  equal  to  H=n!  except  near  the 
ends,  where  it  is  weaker,  and  the  external  field,  except  near  the 
ends,  is  very  weak.  Hence  the  inductance  of  the  solenoid  is 
approximately  that  given  by  (31),  the  approximation  becoming 
more  exact  as  the  length  of  the  solenoid  increases,  since  the 
internal  energy  increases  almost  proportionally  to  the  length 
(slightly  faster)  and  the  external  enei^y  increases  but  slightly 
with  increase  of  length  (see  §  8,  VI.).  The  inductivity  of  the 
external  medium  affects  the  inductance  only  slightly,  inappreci- 
ably when  the  solenoid  is  very  long. 

The  permeance  of  the  solenoid  is  sensibly 

P=  <l>/n  =  nBS/HA  =  M-  SjA  (32) 

31.  The  Electrokiiietio  Energy  Coatained  in  an  Isolated  Circolar 
Cylindrical  Condnotoi.  (1)  Solid  Cylinder.  The  enei^y  con- 
tained in  an  elementary  cylindrical  shell  of  length  A,  radius  r, 
and  thickness  dr  is 

dW-\iLH^A2irrdr 

Within  the  conductor  at  a  distance  r  from  its  axis 

if  R  denotes  the  radius  of  the  wire  and  /  the  current.     Hence 


W: 


=  ^dW=~  fiPAja,-r-F*  C  7^dr=fiPA{i6i:         (33) 

Thus  the  energy  within  the  wire,  for  a  given  current,  is  inde- 
pendent of  the  radius  of  the  wire  and  is  proportional  to  its  induc- 
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tivity.     The  external  energy  is  less  the  greater  the  radius  of  the 
wire. 

(2)  HoUov  Cylinder.  Let  the  inner  and  outer  radii  be  denoted 
by  7?i  and  J?^,  respectively.  Then,  within  the  shell,  at  a  point 
distant  r  from  the  axis 

Hence      W  =  ti.rA  j  ^ir{R^  -  R,y  f   (r^  ~  R.^drjr 

Jrx 

+  4^,V(-^.'  -  Kf  ■  log  RJR,]         (34) 

In  this  case  the  electrokinetic  energy  depends  on  the  ratio  of 
Rj  to  R^,  being  greater  the  greater  thb  ratio,  and  approaching 
zero  as  the  ratio  approaches  unity.  The  correctness  of  the  last 
statement  is  easier  to  see  from  the  following  considerations  than 
from  (34).  For  a  given  value  of  the  current  and  R^  the  external 
field  is  wholly  independent  of  the  magnitude  of  R^.  The  internal 
intensity  steadily  decreases  from  the  outer  to  the  inner  surface, 
being  equal  to  the  external  intensity  at  the  outer  surface  and  to 
zero  at  the  inner  surface.  The  volume  of  the  shell  approaches 
zero  3s  R^  —  R^  approaches  zero.  Hence  the  internal  energy, 
which  is  equal  to  the  volume  of  the  shell  times  the  average 
enei^  density,  approaches  zero  as  RJR,  approaches  unity  or  as 
R^  —  R^  approaches  zero,  while  R^  or  R^  remains  constant. 

22.  The  Eleotrokiiietio  Eaei^  and  Indaotauce  of  a  Cable  con- 
sisting of  a  circular  cylindrical  core  of  inductivity  ft  and  radius 
R  and  a  coaxial  circular  cylindiical  shell  of  the  same  inductivity 
and  internal  and  external  radii  R^  and  R^  the  inductivity  of  the 
intervening  dielectric  being  n. 

The  magnetic  enei^  contained  in  a  length  A  of  the  core  (sup- 
posed solid)  is 

(a)  =  iiI*Aji6Tr 
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The  magnetic  energy  in  a  length  A  of  the  dielectric  is 
(*)  ~J\^'H*A2trrdr  =  n'nAj^ir  ■  log  RJR 
The  intensity  within  the  shell  at  a  point  distant  r  from  the 
"^''"  H-Il2-„r[,-i^~Rr)l{R;-Rri\  (35) 

Hence  the  magnetic  energy  within  the  shell  is 
(c)  =  ^PAl  l67r  ■  [(J?,'  -  zR^iKR,*  -  R,^ 

+  4J^,'!{R*  -  R,")  ■  log  RJR, 
The  total  magnetic  enei^  in  the  length  A  of  the  cable  is 

«'-W+(*)  +  M 

The  inductance  of  a  length  A  of  the  system  is  therefore 
L=2 WjP  =  fiAjZir  +  /*M/27r  ■  log  R,/R+ fiA/Sw  ■  [{R^' 

-  3-S,*)/ W  -  ^')  +  4^»V(^,'  -  ^')  ■  log  ^2/^,]    ^^^^ 
If  the  outer  shell  is  extremely  thin,  the  third  term  becomes 
n^I^ible,  and  we  have,  very  approximately, 

L  =  fiA/8tr  +  ft'A/2w  ■  log  RJR  (37) 

If  the  core  of  the  cable  is  a  very  thin  hollow  cylinder,  instead  of 
a  solid  cylinder,  the  first  term  also  vanishes  approximately,  and 

L  ~  ^'A/2w  ■  log  RJR  (38) 

(38)  is  rigorously  true  when  the  conducting  shells  are  infinitely 
thin,  or  when  the  conductors  are  perfect  conductors,  both  of 
course  ideal  cases. 

23.  The  Ha^etio  Energy,  Inductance,  eto.,  of  a  Eectangalar 
Toroid  (Fig.  103,  S  22,  XII.).  Let  the  uniform  thickness  of  the 
toroid  parallel  to  the  axis  of  revolution  be  denoted  by  d,  and  the 
inner  and  outer  radii  by  R,  and  R^,  and  let  the  whole  number  of 
turns  in  the  coil  be  denoted  by  n. 

Then  the  m.m.f.  along  a  closed  line  of  intensity  is 
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The  intensity  at  a  distance  x  from  the  axis,  when  x  is  greater 
than  R^  and  less  than  R^,  is 

H-,!l^x  (39) 

and  the  induction  is 

B  —  ii.H^*'  nnIJ2Trx 

The  magnetic  flux  across  an  elementary  strip  of  length  b 
parallel  to  the  axis,  and  breadth  dx  perpendicular  to  the  axis  is 

rf4>  =  Bbdx  =  ii,n6fJ2ir  ■  dxfx 

if  the  strip  is  distant  x  from  the  axis.     The  total  flux  through 
a  single  turn  of  the  coil  is  thus 

*  =  HH6I/2irJjx/x  =  ftni/fzw  ■  log  RJ-Ri  (40) 

and  the  coil  flux  is 

N=  «*  =  litebljitr  log  RJR^ 
whence 

L  =  Nf/-=  nr^b/2-!r-\og  RJR,  (41) 

The  penneance  and  reluctance  of  the  magnetic  field  are  given 
by  the  equation 

P==  i/R~  */n  =  ^/zw  ■  log  RJR,  (42) 

The  electrokinetic  enei^  within  the  tore  is 

IV=  Ji/'  -  Jil*  =  fj^T^bl^ji-w  ■  log  RJR,  (43) 

24.  The  Indoetsnoe  and  Eleetroktnetio  Energy  of  a  System  Con- 
■iiting  of  Two  Parallel  Circular  Cylindrioal  Wirei  traversed  by 
the  same  current  in  opposite  directions. 

Let  the  distance  d  between  the  axes  of  the  wires  be  great  in 
comparison  with  R,  the  common  radius  of  the  wires.  Then  the 
energy  contained  in  a  length  A  of  each  wire  is  very  nearly  the 
same  as  if  the  wires  were  infinitely  remote  from  one  another, 
viz., 
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The  energy  within  a  length  A  of  the  dielectric  is  very  ap- 
proximately equal  to  ^<1>/,  where  ^  is  the  magnetic  flux  across 
the  rectangular  area  A{d—  2R)  connecting  a  length  A  of  the 
wires. 

The  magnetic  induction  B  at  every  point  of  the  area  A  x  (d — 
2R)  is  normal  thereto.  Let  x  denote  the  distance  of  a  point  in 
this  plane  from  one  of  the  wires,  and  /*'  the  inductivity  of  the 
dielectric ;  then  the  induction  at  the  point  is 

B  =  fi'//2wx-i-  Si' // 2ir{d  —  x) 
Hence  the  magnetic  flux  through  the  area  is 


=r 


B  ■  Adx  =  ti.'AIjir  ■  log  [(</  -  Je)/.ff] 

The  energy  contained  in  the  tubes  crossing  the  area  A(d  — 
^^)  '^  {b)  =  J*/=.  ti.'APJ2ir\og  [{d-B^fK] 

The  total  energy  in  a  length  A  of  the  system  is 
W~  2{a)  +  {b)  =  liAPjiir  +  /iM/'/zTT  ■  log  [{d  -  R)IK\   (44) 
and  the  inductance  of  a  length  A  is 

L  =  f*A  1 4ir  +  ti' A  fir  log  \{d~R)IR]  (45) 

28.  Two  Standard  Kntnal  ludnotancei.  (a)  If  a  coil  (2)  of  «' 
turns  is  wound  around  the  endless  solenoid  (l)  of  §  20,  the  coil 
flux  through  this  outer  coil  (2)  will  be 

Nyj  •■  fiSnn'I^ 

and  the  coefficient  of  mutual  induction  of  the  two  coils  will  be 

M,,^NJ!^^^Snn'  (46) 

If  the  solenoid  has  the  length  2Z  and  a  circular  cross-section 
of  radius  R.  small  in  comparison  with  2L,  the  field  at  all  points 
of  the  central  portion  is  very  nearly  uniform  and  equal  to  die 
intensity  at  the  center  of  the  axis,  viz., 

H~a//(i+R'/Ly 
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Hence  if  a  coil  of  n'  turns  is  wound  about  the  central  portion 
of  this  solenoid, 

„    „  ,  vR'unn'f 

and  the  coefficient  of  mutual  induction  is 

M^  =■  -^w//-  -n-J^iinn' /{i  +  I?jV)^  (47) 

which,  when  L  is  large  in  comparison  with  R,  becomes  practi- 
cally identical  with  {46},  5  being  put  equal  to  ttJ^. 

(b)  In  the  same  way,  if  a  coil  (2)  of  n'  turns  is  wound  around 
the  closed  coil  (i)  of  §  23,  the  coil  flux  through  this  outer  coil 

**"  ^  N'n'  =  JV„  =  fLnn'I^bjitr  ■  log  RJR^ 

and  the  coefficient  of  mutual  induction  of  the  two  coils  will  be 

M^  =.  A^u//^  =  i».ntt'bj2ir  ■  log  R^j  Ri 

26.  The  Work  Done  in  Increating  the  Coil  Flax  Through  a  Coil 
with  a  Conitant  Current.  Let  the  constant  current  be  denoted 
by  /  If  the  coil  flux  is  changing  at  the  rate  dNjdt,  an  e.m.f. 
—  dNjdt  is  developed  tending  to  diminish  the  current  To  keep 
the  current  constant,  energy  must  be  supplied  (in  addition  to  that 
supplied  when  the  flux  remains  constant)  to  the  circuit  (by  in- 
creasing the  e.m.f.  of  the  battery  or  other  source)  at  the  rate 

dWfdt  =  IdNjdt 

just  sufficient  to  balance  this  induced  e.m,f.  The  work  done  on 
the  circuit,  that  is  on  the  magnetic  field,  while  the  flux  increases 
by  dN  during  the  time  dt  will  be 

dWjdt  dt  =  dW=  IdNjdt  dt  =  IdN 
Hence  if  the  flux  changes  from  N^  to  N^,  the  magnetic  field 
must  receive  an  increment  of  energy  equal  to 

W^-W^=  I{N^  -  TV,)  (4;) 

which  is  a  particular  case  of  the  equation  following  (14). 
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If  jVj  —  N^  is  negative,  the  work  H^  —  W,  is  also  negative,  or 
the  work  is  done  by  the  magnetic  field,  and  its  energy  diminishes 
by  this  amount. 

37.  The  FlTst  Law  of  Cirovitation.  The  JEagnetomotiTe  Force 
Around  a  Clued  Fafli  Linking  vith  an  Electric  CTurent,  Consider 
an  ideal  permanent  flexible  *  magnet  with  concentrated  poles  in 
the  field  of  a  circuit  consisting  of  a  single  turn  of  a  conductor 
traversed  by  a  current  which  is  kept  constant.  Suppose  the 
negative  pole  of  the  magnet  to  remain  fixed  in  position  and  the 
positive  pole  to  be  moved  from  its  initial  position  along  a  closed 
path  linking  once  with  the  circuit  back  to  its  initial  position. 
During  this  process  the  flux  through  the  circuit  changes  by  the 
flux  passing  through  the  body  of  the  magnet  (equal  to  m,  the 
strength  of  its  poles),  and  this  is  the  only  change  in  the  flux 
through  the  circuit  that  occurs.  Since  the  pole  is  in  its  initial 
position,  and  the  current  is  unchanged,  the  energy  of  the  mag- 
netic field  is  unaltered.  Hence  the  work  done  by  the  magnetic 
field  on  the  pole  is  equal  to  the  work  done  upon  the  magnetic 
field  during  the  change  of  flux.  That  is,  if  H  denotes  the  inten- 
sity due  to  the  current  /, 

mJH  cos  0dL  =  /  (A^  -  iV,)  -  Im 
Hence 

a  =  f//  cos  $dL  =  I  (48) 

If  there  are  n  turns  to  the  coil,  or  if  the  path  links  tt  times  with 
a  coil  of  one  turn, 

fl  =  «/ 

Thus  the  m.m.f.  once  around  a  closed  path  in  the  positive 
direction  through  a  circuit,  or  in  the  direction  of  the  lines  of 
intensity,  is  equal  to  the  total  current  in  the  positive  direction 
around  the  circuit 

*Not  essential  bul  coaTenitnt.  See  Nichols  uid  Fnnklin's  Ele/nma  oi  fAysici, 
Vol.  n.,  J  124. 
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28.  Differential  Form  of  the  Firtt  Law  of  Circmtatioa.  Con- 
sider an  infinitesimal  circuit  of  area  dS  in  a  conductor  traversed 
by  a  steady  current  whose  density  at  dS  is  (',  The  current 
across  dS  will  be  a  maximum,  idS,  when  dS  is  turned  with  its 
normal  pointing  in  the  direction  of  ('.  In  this  case  the  m.m.f.  in 
the  positive  direction  around  the  circuit  b 

f /f  cos  edL~  ids 

Hence  the  line  integral,  or  m.m.f.,  per  unit  area  is 

curl  H='i  (49) 

In  the  above  etJUations  H  denotes  the  niagnetic  intensity  of 
the  current,  and  does  not  include  the  field  intensity,  or  intrinsic 
intensity,  connected  with  magnets.  Inasmuch,  however,  as  the 
former  intensity  has  no  curl  (m.m.f.  around  a  closed  path  zero), 
(49)  will  remain  true  if  H  is  taken  to  denote  the  total  intensity 
exclusive  of  the  intrinsic  intensity. 

The  above  relation,  (48)  or  (49),  established  here  for  con- 
duction currents,  is  true  for  the  general  electric  current  {§  7, 
XV.),  and  is  called  1A1&  first  law  of  circuitation. 


29.  General  Expreiiion  for  the  Work  Done  in  Ma^etiMtion. 
The  work  per  unit  volume  done  in  changing  the  magnetic  induc- 
tion at  any  point  of  any  medium  from  B^  to  B^  was  shown  in 
§  18,  XI.,  to  be 

dWldT=  f  'HdB  (so) 

The  same  result  will  now  be  deduced  by  a  different  process. 

For  convenience  we  shall  make  use  of  a  very  long  solenoid  of 
cross-section  5  uniformly  wound  with  n  turns  per  cm,,  and  we 
shall  suppose  the  space  within  .the  coil  completely  filled  with  a 
homogeneous  isotropic  material. 

The  work  done  in  magnetising  the  core,  in  which  we  shall  first 
suppose  that  no  currents  are  induced  during  the  change  of  mag- 
netisation, is  equal  to  the  work  done  against  the  counter  e.m.f. 
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developed  in  the  coil  by  the  changing  induction.  The  rate  at 
which  work  is  thus  done  upon  a  portion  of  the  core  of  length  L 
and  volume  t  =  SLvs 

dWjdt=IdNjdt 

where  N  denotes  the  coil  flux  through  the  portion  of  the  sole- 
noid surrounding  the  volume  considered.  Hence  the  work  done 
in  changing  the  flux  from  N^  to  A'',,  or  in  changing  the  induction 
from  B.  to  B    is 

rdN=.r\     HdB 

i  J^ 

since  «/—  //and  N=  nLBS.  From  this  equation  (50)  follows 
immediately. 

If  the  core  is  conducting,  currents  (called  eddy  currents  or 
Foucault  currents)  will  be  induced  in  the  core  itself  during  the 
change  of  the  induction,  and  more  work  than  that  given  by  (50) 
will  be  done,  the  extra  energy  going  to  Joulean  heat.  These 
currents  and  the  consequent  dissipation  of  energy  can  be  greatly 
reduced  by  going  through  the  process  slowly,  or  by  dividing  the 
substance  up  into  parts  insulated  from  one  another  in  the  direc- 
tion of  flow  of  the  eddy  currents. 

(50)  gives  the  change  in  magnetic  energy  during  the  change 
of  induction  only  when  there  is  no  dissipation  arising  from  any 
cause. 

(50)  has  been  derived  with  the  aid  of  the  uniform  field  of  a 
very  long  solenoid,  but  since  all  fields  are  uniform  in  their 
infinitesimal  parts,  the  result  is  perfectly  general. 

When  /*  is  independent  of  H  or  B,  {50}  reduces  to  (16). 

30.  ElectrokiBetio  Eaei^,  HeolLanical  Energy,  .and  Change  of 
Conflgnration  of  Circuitfl.  First  consider  two  circuits,  i  and  2. 
For  the  electrokinetic  enei^y  we  have 

W=  Ji/i'  +  \W%  +  ^hh 
If,  while  the  currents  are  kept  constant,  the  circuits  so  move 
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{or  one  of  the  circuits)  that  M  is  altered  by  an  infinitesimal 
amount  dM,  W'm,  altered  by  an  amount 

dW~  IJ^M 
During  this  motion  the  coil  flux  through  circuit  i  is  increased 
by  the  amount  dN,-IjlM 

Hence  an  amount  of  work 

is  done  upon  the  magnetic  field. 

In  like  manner,  the  coil  flux  of  circuit  2  is  increased  by  the 
amount 

dN^  =  I^dM 

and  a  second  amount  of  work 

//a;  -  IJ^dM 

is  done  upon  the  magnetic  field. 

Hence  the  total  work  done  upon  the  mimetic  field  (by  the 
batteries,  in  keeping  the  currents  constant)  is 

while  the  increase  in  its  energy  is  only 

Hence  the  additional  energy  IJ^M  has  gone  to  increase  the 
mechanical  energy  of  the  system.  If  i^  denotes  the  force  acting 
upon  either  circuit  and  tending  to  increase  the  distance  x  between 
the  circuits,  measured  in  its  line  of  action,  the  increase  of  me- 
chanical  energy  is  _  p^  _  ,j^M 

the  negative  sign  being  chosen  because  dM'is  negative  when  dx 
is  positive.  Hence  the  force  tending  to  increase  the  distance 
between  the  circuits  is 

F~-IJ^Mjdx  (51) 
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If  the  forcive  between  two  circuits  is  a  torque,  instead  of  a 
simple  force,  we  have  for  the  torque  tending  to  increase  the 
angle  6  between  the  planes  of  the  two  circuits, 

T^-IJ^MjdS  (52) 

31.  The  proposition  of  the  last  article  is  a  particular  case  of 
the  following  more  general- theorem  :  If  any  number  of  circuits 
suffer  any  infinitesimal  change  of  configuration,  both  L's  and  M'^ 
varying  in  the  general  case,  while  the  currents  are  kept  constant, 
the  increase  in  the  electrokinetic  enei^y,  dW,  is  equal  to  the  in- 
crease in  the  mechanical  ener^,  dW*\  while  the  work  done  by  the 
batteries  (over  and  above  that  expended  in  overcoming  resistance 
and  dissipated  in  heat),  dW",  is  equal  to 

dW"  =  dW-\-  dW  =  2dW=  2dW'  (53) 

We  proceed  to  establish  this  proposition.  When  the  most 
general  infinitesimal  change  of  configuration  occurs,  the  increase 
in  the  electrokinetic  energy  is,  when  the  currents  are  kept  con- 
stant, 

dW-  \I^dL^  +  \I^dL^  +  ■  ■  ■  +  \I*dL^ 

+  IJ^dM^  +  IJ^M^  -1-  •  ■■  +  IJu^M^  +  .  ■ . 

The  work  done  upon  the  magnetic  field  by  the  batteries  is 

dW"  =  ViV,  +  //a;  +  ■  -■  +  IJN^ 
Now 

dN,  =  l^dL,  +  /^J/,j  +  ■  •  ■  +  /.rf^,. 

dN^  =  f,d^f^^  +  I^L^  +  ■  ■  ■  +  I^dM^ 

dN^  =  /,rf^,  +  I^M^  +  ■  ■  ■  +  I^dL^ 
Hence 

dW"  -  /,C/,rfi,  +  /,/^„  -I-  ■  ■  -  +  /,rf^J 

+  IlI^dM^^  +  l^L^  +  ■  ■  ■  +  IJM^ 

+  . . .  +  IlI,dM,^  +  I^M^  +  .  ■ .  +  //i  J 
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=  d^LJ*  +  Z/,'  +  ■  ■  ■  +  LJ*  +  2{MJJ^  +  MJ^I^  +■■■)} 
=  d{2W)  =  2dlV 

The  difference  between  dW"  =  idW,  the  enei^  supplied  to 
the  magnetic  field,  and  dW,  the  increase  in  its  energy,  must 
equal  the  mechanical  work  dW  done  by  the  field  on  the  circuits, 
or  the  increase  in  the  mechanical  enei^y.  Hence  equation  (53) 
immediately  follows. 

32.  The  ElectrodTnamio  Balaaoe.  As  an  example  of  (51)  we 
shall  find  the  forcive  upon  a  circular  coil  (2)  of  n  turns  and  radius 
r  placed  with  its  center  in  the  axis  of  a  much  larger  circular  coil 
( I )  of  iV  turns  and  radius  R,  the  planes  of  the  coils  being  parallel. 
Let  the  currents  of  the  larger  and  smaller  coils  be  denoted  by  /j 
and  /,  respectively,  and  the  distance  between  them  by  d.     Then 

^*^  M=~NJ/^-irr^S'ftnN/2(/?  +  dy  (54) 

ff  being  practically  unifonn  in  the  small  region  occupied  by  the 
small  coil,  and  f-  (for  air)  being  sensibly  equal  to  unity.  The 
force  tending  to  increase  the  distance  rfis,  by  (51), 

F-  -  IJ^Af/dd  =  -  37rr'^/t«A^rf//,/2(.^  +  d')*     (55) 

If  /j  and  /j  have  the  same  direction,  F  is  attractive,  otherwise 
repulsive.  If  the  same  current  /  is  caused  to  flow  through  the 
two  coils  in  series  in  the  same  direction,  the  force  is 

/■=.  _  iirr^/i'finNdP/2{Ji'  +  </*}!  (56) 

If  a  third  coil  C,  exactly  similar  to  the  larger  coil  A  is  placed 
with  its  plane  parallel  to  that  of  A  and  distant  therefrom  2d, 
with  B  half  way  between  the  centers  of  A  and  C,  and  if  the  same 
current  /is  made  to  flow  through  A  and  C  in  opposite  directions, 
and  also  through  B,  the  force  F  will  be  twice  as  great  as  that 
given  by  (S^);  or.  in  magnitude, 

F=  iTTr'R'f^nNdPl{F?  +  d*)*  (57) 
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If  the  coils  are  mounted  with  their  planes  horizontal,  and  if  the 
small  coil  B  is  connected  with  one  end  of  the  beam  of  a  balance, 
the  force  Fcan  be  easily  measured,  and  I  determined  in  absolute 
measure.     We  have  in  this  case 

/_  (^  +  d-fFijrR{iiT^nN)i  (58) 

Since  F  is  proportional  to  the  square  of  /,  alternating  as  well 
as  direct  currents  can  be  measured.  The  instrument  is  known 
as  an  electrodynatttic  balance. 

For  descriptions  of  two  electrodynamic  balances  by  which  cur- 
rents have  been  determined  in  absolute  measure  with  great  pre- 
cision, see  Lord  Rayleigh,  Hiil.  Trans.,  Part  II.,  1884,  and  H, 
Pellat,  Comptes  Rendus,  Vol.  103,  1886.  The  most  recent  of 
electrodynamic  balances,  that  of  von  Helmholz,  is  described  by 
Kahle,  Zeitschrifl  fur  Instrununtenkunde,  Vol.  17,  1897- 

33.  The  Torrion  Eleotrodynamometer.  If  the  planes  of  the 
coils  A  and  B  of  the  last  article  make  with  one  another  an 
angle  6, 

M=-  irr'/PnN  /*  COS  0}2{R'  +  d^  (59) 

and  there  is,  in  addition  to  the  force 

F~  -  IJ^Mjde  =  iirr'R'nNd  filj^ cos  0J2{R^  •\-  rf*)l  (60) 

a  torque  in  the  direction  of  increase  of  the  angle  B  equal  to 

r-  -  I^I^Mjde  =  -^F^nNIJ^  sin  tf/2(.R'  -|-  d^   (61) 

If  the  smallest  coil  is  at  the  center  of  the  two  coils  A  and  C, 
§  32,  we  have 

F=  ~IJ^M}dd  =  Q 

and 

T^-I.I^Mjdd 

_  _  rj^jde  -  [in^i^Nti  cos  e/{j?  +  d*)*}       (62) 
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from  which  the  equations  for  the  Weber  and  Siemens  forms 
of  electrodynamometer  immediately  follow,  as  in  §  34,  Chap- 
ter XII. 

For  a  description  of  one  of  the  most  recent  and  accurate  of 
torsion  electrodynamometers  see  Patterson  and  Guthe,  Physical 
Review,  Vol.  7,  1898. 

34.  General  DeflBitiou  of  B  and  <S>.  In  XT.  y.  was  defined  by 
(2),  and  B  by  (5).  These  definitions  are  not  valid,  however,  in 
their  unmodified  form  without  qualification  when  the  magneti- 
sation is  wholly  or  partially  intrinsic  (§  22,  XI.).  We  shall  now 
redefine  B  by  (9).     Thus 

B=-  f'curl Edt  (63) 

the  substance  considered  being  in  its  neutral  state  at  the  time 
/=  o. 

Consistently  with  the  preceding  definition  of  B  and  XL,  we 
shall  redefine  4>  by  the  equation 

4>  ^Cb  cos  0dS  =--  C  -^dt  (64) 

the  substance  being  in  its  neutral  state  atthe  time  /—  o. 

4>  and  B,  defined  by  these  equations,  can  evidently  be  deter- 
mined experimentally  (by  the  ballistic  methods  referred  to  be- 
low). Starting  with  these  definitions  it  can  be  shown  by  experi- 
ment that  tubes  of  magnetic  induction  are  always  closed,  as 
assumed  in  §  14,  XI.  These  definitions  are  perfectly  consistent 
with  the  earlier  definitions,  and  are  more  general,  including  all 
cases  of  intrinsic  as  well  as  elastic  magnetisation. 

30.  Hagnetiiatiou  Cure.  Redefinition  of  ft.  Permeability. 
If  we  start  with  a  substance  in  a  neutral  state  and  increase  the 
m^netic  intensity  H  from  zero  in  a  series  of  steps,  observing 
the  corresponding  values  of  B,  we  obtain,  on  platting  the  results 
graphically,  a  curve  showing  the  relation  between  B  and  H  and 
called  the  magnetisation  curve  of  the  substance. 
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We  shall  now  redefine  fi,  for  any  given  value  of  //,  as  the  ratio 
oi  B  Xo  H  for  the  given  point  on  the  magnetisation  curve.  The 
relation  B  =«  nH  thus  holds  for  the  process  of  magnetisation  rep- 
resented by  the  curve. 

The  curve  showing  the  relation  between  /=  B{  =  ^H)  —  p.Ji 
and  H  is  also  called  the  magnetisation  curve  of  the  substance. 
Either  curve  can  of  course  be  readily  obtained  from  the  other. 

The  permeabUity  of  a  substance  is  the  ratio  of  its  inductivity  to 
the  inductivi^  of  the  standard  medium.  If,  as  in  this  book,  free 
cether  is  chosen  as  the  standard  medium,  the  permeability  ^/^^^ 
of  a  substance  is  numerically  equal  to  its  inductivity.  The  in- 
ductivity of  air  is  only  slightly  greater  than  unity,  being  equal,  at 
ordinary  temperatures  and  pressures,  to  about  ^^(i  +  3  x  io~*), 

36.  Diamagnetie  and  Paruuagnetio  Subitances.  The  inductivi^ 
fi  of  nearly  every  substance  is  independent  of  the  value  of  H  and 
is  very  nearly  equal  to  /*o  ^  i-  Thus  the  magnetisation  curve 
of  such  a  substance  is  a  straight  line,  and,  if  B  and  H  are  platted 
to  the  same  scale,  makes  an  angle  of  very  nearly  45°  with  the 
axis  of  H. 

A  substance  whose  inductivity  is  less  than  ^j,  or  whose  per- 
meability is  less  than  l,  is  called  a  diamagnetU  substance;  and 
a  substance  whose  inductivity  is  greater  than  ^^  is  called  a  mag- 
netic, a  paramagnetic,  or,  if  its  inductivity  is  great  and  its  mag- 
netic properties  resemble  those  of  iron,  a  ferromagnetic  sub- 
stance. The  inductivity  of  every  diamagnetic  substance  is  very 
nearly  equal  to  unity,  water  being  the  commonest  example. 
The  inductivity  of  a  diamagnetic  or  weakly  magnetic  substance 
is  best  investigated  by  methods  analogous  to  those  of  g§  3  and 
4,  VII.  (see  A.  P.  Wills,  Physical  Review,  6,  1898;  jager  u. 
Meyer,  Wied.  Ann.,  67,  1900;  Du  Bois,  The  Magnetic  Circuit). 
In  §  §  37  and  38  are  described  two  methods  commonly  applied  to 
iron,  nickel,  and  cobalt,  in  which  /t  reaches  great  magnitudes. 

For  detailed  information  on  the  m^netic  properties  of  iron 
and  other  ferromagnetic  substances,  together  with  the  methods 
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of  experimental  investigation,  reference  may  be  made  to  Ewing's 
Magnetic  Induction  in  Iron  and  Other  Metals  and  to  Du  Bois's 
The  Magnetic  Circuit.  The  more  important  magnetic  properties 
of  iron  are  briefly  described  in  Ch.  Maurain's  recent  Le  Magmt- 
isme  du  Fer.  A  resume  of  the  magnetic  properties  of  matter 
generally,  with  abundant  references,  is  given  by  Du  Bois  in  Vol. 
II.  of  the  ^a//cr3S  of  the  International  Congress  of  Physics,  1900. 

37.  The  Determination  of  B,  /i,  and  J  (luteniit;  of  Hagnetisa- 
tion)  by  the  Ki^netometric  Xethod.  A  very  long  solenoid, 
similar  to  that  of  §  20  B,  XII.,  is  mounted  with  its  axis  vertical, 
and  a  magnetometer  (§  26,  XI.)  is  mounted  with  its  needle  in 
vertical  plane  passing  through  the  solenoid  perpendicular  to  the 
magnetic  meridian  and  in  a  horizontal  plane  passing  through  the 
upper  part  of  the  solenoid.  The  solenoid  is  connected  in  series 
with  another  coil,  called  a  compensating  coil,  so  arranged  that 
both  coils  together  produce  no  deflection  of  the  needle  when 
traversed  by  a  current. 

The  iron  or  other  substance  whose  magnetisation  is  to  be 
investigated,  in  the  form  of  a  long  cylindrical  rod  similar  to  that 
of  §  20  B,  Xn.,  is  then  placed  vertically  in  the  solenoid  traversed 
by  a  steady  current  with  its  axis  in  the  vertical  plane  perpen- 
dicular to  the  meridian  passing  through  the  needle,  and  its 
height  is  adjusted  until  a  position  is  reached  in  which  the  deflection 
of  the  needle  is  a  maximum.  In  this  position  the  upper  resultant 
pole  of  the  rod  is  approximately  in  the  horizontal  plane  passing 
through  the  magnetometer  needle.  Let  \L  denote  the  distance 
from  this  plane  to  the  center  of  the  rod.  Then  the  other  result- 
ant pole  is,  by  symmetry,  distant  approximately  \L  from  the 
center  on  its  other  side.  Let  R  denote  the  distance  from  the 
center  of  the  magnetometer  to  the  axis  of  the  rod. 

The  circuit  is  broken,  and  the  rod  is  demagnetised  (if  this  is 
necessary  for  the  purpose  in  view)  and  lefli,  or  reinserted,  in  the 
position  already  determined  for  maximum  deflection.  The  demag- 
netisation can  be  accomplished  by  heating  the  rod  to  redness,  or 
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by  sending  a  current,  gradually  diminished  to  zero  while  its 
direction  is  rapidly  reversed,  through  the  solenoid  with  the  rod 
in  place,  or  by  other  means. 

The  circuit  is  now  closed  and  the  current  increased  to  produce 
the  desired  value  of  H  ^  nf  (§  20  B,  XII.),  thus  developing 
poles  of  strengths  +  m  and  —  »«  in  the  rod,  and  the  quantities 
under  investigation  are  determined  as  follows, 

The  magnetic  intensity  at  the  magnetometer  needle  due  to  the 
two  poles  of  the  rod  is 

perpendicular  to  the  meridian. 

If  H  denotes  the  horizontal  component  of  the  earth's  mag- 
netic field  at  the  needle,  the  needle  will  be  deflected  through  an 
angle  9  such  that 

H=  H  tan^ 

By  measuring  0,  H,  L,  R,  and  S,  n,  and  the  current  /,  the 
quantities  B,J=B~  n^H,  ft  —  ft^  can  then  be  calculated  from 
the  above  equations  and  those  of  §  20  B,  XII. 

If  the  experiments  are  not  performed  at  the  earth's  magnetic 
equator,  where  the  total  intensity  is  horizontal,  the  intensity 
parallel  to  the  rod  will  not  be  given  completely  by  //  -=  «/  on 
account  of  the  vertical  component  of  the  earth's  intensity.  This 
component  can  be  neutralised  by  winding  another  coil  in  the 
solenoid  and  passing  through  it  a  suitable  current. 

If  after  adjusting  the  apparatus  we  start  with  the  current  zero 
and  the  rod  in  a  neutral  state,  and  then  increase  the  current  by 
steps,  observing  both  currents  and  corresponding  deflections,  we 
obtain,  on  platting  the  results  graphically,  the  magnetisation 
curve  of  the  substance.  The  magnetisation  curve,  and  the  curve 
showing  the  relation  between  fi  -■  BjH  and  H  obtained  there- 
from, are  shown  in  Fig.  1 13  foraparticularsampleof  wrought  iron. 

When  great  accuracy  is  essential,  an  ellipsoid,  instead  of  a 
cylinder,  of  the  substance  under  investigation  must  be  used. 
See  Ewing's  treatise  above  referred  to. 
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38.  Tbe  Detenomation  of  B,  fi,  etc.,  by  tlie  Balliatio  Method 
(Rowland's  Porm).  The  substance  to  be  investigated,  in  the  form 
of  a  rectangular  tore,  §23,  whose  thickness  R^—  R^  =  ais  small 
in  comparison  with  ^,,  is  wound  with  a  toroidal  coil  of  n  turns. 

This  coil  is  connected  in  circuit  through  a  reversing  key  with 
a  battery  of  constant  e.m.f,  a  current  meter,  and  a  rheostat 
whose  resistance  can  be  suddenly  varied. 
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A  secondary  coil  of  n'  turns  is  wound  around  the  toroidal  coil 
and  connected  in  circuit  with  the  coil  of  a  ballistic  galvanometer. 
Let  the  resistance  of  this  secondary  circuit  be  denoted  by  R. 

The  relation  between  the  deflection  of  the  galvanometer  and 
the  charge  q  circulated  through  its  coils  is  supposed  known  from 
direct  experiment. 

Since  ^^  —  ^,  =  «  is  small  in  comparison  with  ^j,  the  mag- 
netic intensity,  given  accurately  by  (39),  is  nearly  constant 
throughout  the  tore  and  sensibly  equal  to 

//  -  «//ir(J?,  +  R^ 
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The  magnetic  flux  across  every  section  of  the  tore  is  Bab,  and 
the  coil  flux  through  the  secondary  is  n'Bab. 

If,  by  altering  the  resistance  of  the  circuit,  the  current  is  sud- 
denly changed  from  a  value  I^  to  a  value  /,  the  magnetic  inten- 
sity will  be  increased  by 

H-  H^=n(I- Q/w{R,  +  R;)  (6s) 

and  the  magnetic  induction  will  be  increased  by 

B-B^  =  gRln'ab  (66) 

where  q  is  the  charge  sent  through  the  galvanometer  circuit 
when  the  coil  flux  through  the  secondary  changes  from  n'B^b 
to  n'Bab  (&  9),  and  is  known  from  the  observed  galvanometer 
throw. 

All  the  quantities  in  the  second  members  of  (65)  and  (66) 
being  determined  by  experiment,  H—  H^  and  B  —  B^  are  known. 

Starting  with  any  value  of  H^,  and  the  corresponding  value 
of  B^,  and  increasing  or  decreasing  the  current  suddenly  in  a 
series  of  steps,  current  and  galvanometer  throw  being  read  at 
each  step,  the  relation  between  B — B^anAH—H^can  thus 
be  obtained  for  as  wide  a  range  of  //—  /f^as  desired. 

If  we  start  with  the  current  zero,  and  the  substance  under  in- 
vestigation in  a  neutral  state,  /f^and  £„  are  zero,  and  if  we  increase 
/T  in  a  series  of  steps,  we  get  the  magnetisation  curve  of  the 
substance.  From  corresponding  values  of  B  and  f/  on  this 
curve  I*  can  be  found  by  division. 

For  additional  ballistic  and  other  methods,  see  the  references 
given  above.  See  Du  Bois,  ZHtschrift  fur  Instrumentenkunde, 
Vol.  20,  1900,  for  a  description  of  his  latest  magnetic  balance 
and  its  theory. 

39.  Hag^netio  Hyitereiia.  If  a  sample  of  iron,  nickel,  or 
cobalt  is  carried  repeatedly  through  a  given  magnetising  cycle, 
the  intensity  being  increased  to  GB,  Fig.  1 14,  then  reversed  to 
HE  ■-  —  GB,  then  reversed  to  GB,  then  reversed  again  to  HE, 
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and  so  on  for  a  number  of  cycles,  and  the  relation  between  B  and 
H  then  investigated  for  a  complete  cycle  by  the  magnetometric 
or  ballistic  method,  a  closed  symmetrical  curve  with  general 
characteristics  similar  to  those  of  the  figure  will  result.  The 
arrow  heads  indicate  the  direction  in  which  the  cycle  Is  traversed. 
Thus  the  magnetisation  is  in  part  intrinsic.  The  induction 
OC  or  O^is  called  the  residual  or  remanent  induction,  and  is  the 
maximum  value  of  the  intrinsic  induction.  The  ratio  of  the 
remanent  ijiduction  OC  or  OF  to  the  maximum  induction  OG  or 
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OH  is  called  the  retentiveness  of  the  substance  for  the  given 
cycle.  The  reversed  intensity  OD  or  OA  necessary  to  reduce 
the  intrinsic  induction  to  zero  is  called  the  coercive  force  or  coer- 
cive inlensity  of  the  substance  for  the  given  cycle. 

The  closed  curve  is  called  a  hysteresis  cycle  since,  as  it  is  de- 
scribed, the  induction  always  lags  behind  the  intensity. 

The  area  of  the  curve,  wiz., jHdB  from  any  point  such  as  B 
around  the  cycle  once  to  the  same  point  again,  represents  the 
work  per  unit  volume  done  in  carrying  the  substance  from  the 
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state  denoted  by  B  (or  the  state  denoted  by  any  other  point  on 
the  curve)  through  the  complete  magnetising  and  demagnetising 
processes  indicated  by  the  cycle  to  the  same  state  again.  Hence 
ChdB  for  the  complete  cycle,  or  the  area  of  the  cycle,  represents 
the  energy  dissipated  in  heat  per  unit  volume  per  cycle  by 
hysteresis. 

The  area  of  the  cycle  is  the  same  or  very  nearly  the  same  when 
the  cycle  is  traversed  very  slowly  and  when  it  is  traversed  very 
rapidly  (see  references  given  below  and  Camples  Rendus,  April 
20,  1903).  Thus  the  phenomenon  of  magnetic  hysteresis  is  not 
due,  except  perhaps  to  a  slight  extent,  to  anything  akin  to  vis- 
cosity (Cf.  §  2,  VI.). 

For  references  to  the  literature  on  magnetic  hysteresis,  see 
Chapter  IV,  of  Maurain's  Le  Magnitisme  du  Fer  and  the  resume 
by  Warburg  in  Vol.  II.  of  the  Rapports  presented  to  the  Inter- 
national Congress  of  Physics,  1900. 

If  we  assume  the  relation  B  =  fi/I  to  hold  for  the  hysteresis 
cycle,  as  it  holds,  by  definition  of  /i,  for  the  magnetisation 
curve,  fi  goes  through  all  values  from  +  oo  at  C  to  —  co  at  R  dur- 
ing the  cyclic  process.  By  introducing  the  intrinsic  intensity.  A, 
however,  always  acting  in  the  direction  of  the  induction,  and  by 
writing  //  for  the  vector  sum  of  h  and  the  field  intensity  /T, 
which  we  have  hitherto  denoted  by  f/,  we  may  so  define  A  that 
the  relation  B  =  fiff  =  fi(&  + //')  (vector  sum)  holds  univer- 
sally, and  leads  to  no  impossible  values  of  /*  (cf  §  4,  VI.). 

The  magnetic  phenomena  of  iron,  nickel,  cobalt,  etc.,  includ- 
ing the  trend  of  the  magnetisation  curves,  hysteresis,  the  relation 
of  the  magnetic  phenomena  to  temperature,  etc.,  have  been 
largely  explained  by  the  molecular  theory  developed  by  Weber, 
Maxwell,  and  Ewing.  For  an  extended  treatment  of  the  molec- 
ular theory  and  a  discussion  of  its  experimental  confirmation 
reference  must  be  made  to  Ewing's  Magyteiic  Induction  in  Iron 
and  Other  Metals,  Chapter  XI. 

40-44.  The  Cnrrent,  etc.,  in  an  Electrical  System  Containing, 
in  the  General  Cau,  Eetiitaace,  Indnetanoe,  and  Capacity,  Immersed 
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In  ft  JCtdinm,  or  Media,  of  Gonataat  IndwitiTitr  and  FennlttiTity, 
Let  a  condenser  AB,  Fig.  iij,  of  capacity  5  be  connected  in 
series  with  a  conductor  CBF  whose  inductance  is  L  and  whose 
capacity  is  negligible  in  comparison  with  that  of  the  condenser, 
and  an  agent  with  an  intrinsic  e.m.f.  '^,  the  total  resistance  of 
the  circuit  being  J?,  Let  the  e.m.f.  ^  be  reckoned  positive  when 
directed  around  the  circuit  in  the  direction  CDF.  The  agent 
containing  the  e.m.f.  is  supposed  to  be  capable  of  being  instan- 


h 


taneously  inserted  in  or  removed  from  the  drcuit,  the  resistance 
being  kept  constant,  by  suitable  switches.  Let  the  time,  i,  be 
reckoned  from  the  instant  at  which  ^  is  inserted  or  cut  out. 
Let  g  denote  the  charge  of  the  plate  A,  /=  dgfdt  the  current  in 
the  conductor  in  the  direction  CDF,  Kthe  voltage  from  A  to  B, 
at  the  time  / ;  and  let  q^,  /^  and  V^  denote  the  initial  values  of 
^,  7,  and  V. 

At  the  time  /  the  electric  energy  of  the  system  is 

the  electrokinetic  enei^  is 

the  rate  of  dissipation  of  enei^  in  heat  is 
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F=RI*  =  R{dqjdt)* 

and  the  rate  at  which  ener^  is  supplied  to  the  system  by  the 
agent  with  the  intrinsic  e.ni.f.  is 

P=-9I^-Vdqjdt 

41.  Hon-Indnetive  Circuit.  Caie  I.  Let  ^  =  constant,  /■  —  o, 
sensibly,  and  therefore  7"=  o, 

A.  Let  ^  be  suddenly  cut  out  of  the  circuit,  the  initial  charge 
of  A,  q^  being  equal  to  S"^.  By  the  principle  of  the  conversa- 
tion of  eneigy,  we  have  at  the  time  t 

or 

Rdqfdt+qlS~o  (66) 

a  relation  which  might  have  been  written  down  at  once  from 
Ohm's  law  \dqjdt  _  /  -  ( f,  -  V^^R  ^-VfR^-  qfSR] . 
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The  solution  of  (66),  with  the  condition  g  =  ^^=  S't  when 
/  a  o,  is 

?  -  q^""'  -  S'ie-^"'  (67) 


whence 


r_  qlS  -  ■*<-'" 


-V^"' 


/=  d^ldt -  -  t/R-r-'"''  =.  Z^"' 


(68) 
(69) 
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The  relation  between  g,  I,  and  /  is  shown  graphically  for  a 
particular  case  in  Fig.  1 16,  Curve  I. 

The  time  SR  in  which  ?/?„-=  VIV^  =  Ijl^  becomes  ije  is 
called  the  Htns  constant  of  the  system. 

B.  Let  ^  be  suddenly  inserted  into  the  circuit.     In  this  case 

By  the  principle  of  the  conservation  of  enei^y 

"itdqldt-R^dqldtf  +  d{\,flS)ldt 
or 

■V^qlS  +  Rdqldt  (;o) 

another   equation   which    can    be    obtained   immediately   from 
Ohm's  law. 

To  solve  (70),  put  q  —  S^  —  q',  and  the  equation  becomes 

Rd^jdt  +  ^IS==^o 

the  solution  of  which,  with  the  condition  j  =>  o  when  /  ■»"  o,  is 

/  -  -  5^,-i/«.t 
whence 

V=-¥{i-f-^^-^  (;2) 

I^-^jRe-^'"*  (73) 

The  relations  between  q,  I,  and  t  are  shown  in  Fig.  ri6. 
Curve  II.,  for  the  same  system  whose  discharge  is  illustrated  in 
Curve  I. 

48.  Can  n.  Indnotive  Ciroiiit  Without  Capacity.  Let  Y=  con- 
stant, .S  =  infinity  (condenser  short-circuited),  and  therefore  W^  o. 

A.  Let  "7  be  suddenly  cut  out  of  the  circuit,  the  initial  value 
of  the  current  being  /„  —  "9 JR.  In  this  case  we  have,  by  the 
principle  of  the  conservation  of  energy, 

-d{\LP)!dt  =  RP 
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Ld/jdt-^  Rf=M=o  (;4) 

which    also    follows    immediately   from    Ohm's    law    [/=  (— 
Ldrjdt)jR']. 

The  solution  of  this  equation,  with  the  condition  l^  =  ^IR,  is 

/-/^""-V/Rr"'-  (75) 

The  relation  between  /  and  t  is  shown  for  a  particular  system 
in  Fig.  1 17,  Scale  A. 

The  time  L/R  in  which  /  falls  to  ife  of  its  initial  value  is 
called  the  time  constant  of  the  circuit. 


--±7  -T— ' 


The  total  electric  discharge  in  the  positive  direction  around 
the  circuit  after  the  time  /  =  o  is 

g=  f  Idt=  ^IR  f  e-'^'-'di  =  l^fJ?  =.  LIJR     (76) 

The  same  result  follows  from  (12)  : 

y  =  _  (;V,  -  N,)}R  =  -  (o  -  LQjR 


>  LI^jR  =  LVfl^ 


i.77) 


B.  Let  the  agent  with  e.m.f.  "^  be  suddenly  inserted  into  the 
circuit,  the  initial  value  of  the  current  being  /^  =  o.  In  this  case 
the  principle  of  the  conservation  of  energy  gives 
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or 

^  =  Ri+Ldrjdt  (78) 

which  may  be  obtained  from  Ohm's  law  directly    [/=(^  — 
UIjdt)jR'\. 

The  solution  of  this  equation  is 

/='l'/7e  (i-r-"'*)  (79) 

Thus  /  may  be  regarded  as  the  sum  of  a  steady  current  "VjR 
and  an  induced  current 

-•VjRe-^'-' 

The  relation  between  /  and  /  for  the  same  system  illustrated 
in  Case  II.  is  shown  in  Fig.  117,  Scale  B. 

The  total  electric  charge  traversing  the  coil  in  the  positive 
direction  due  to  the  induced  current  is 

g=-  L9/R^  (80) 

43.  Caw  m.  Cirenit  Contaiuii^  Both  Capaoity  and  Inductance. 
Let  ^  be  cut  out  of  the  circuit  at  the  time  t^=o.  In  this  case 
the  principle  of  the  conservation  of  energy  gives 

-</[i^lS  +  \Udqjdtf\  jdl  -  mdqldtf 
or 

U*qldf  +  Rdgjdt  +  y/5  =.  o  (81) 

which,  like  equations  (66),  (78),  etc.,  also  follows  immediately 
from  Ohm's  law. 

To  solve  (81),  assume  q  =  constant  x  ^  and  substitute  in  the 
equation.     Thus  we  obtain 

Lf>^  +  Rm+  ifS^O  (82) 

The  values  of  «  which  satisfy  this  equation  are 

«,  =  -  R/2L  +  iI?l4D  -  ijSL)^  =  _  a  +  (a»  _  ^* 

and 


D,g,t7cdb;/GOOgIC 


378         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 
m^~-  RI2L -  {F?l^* -  i/SL)i  «  _ a _  (fl» _  ^1 

if  we  put  RJ2L  =  a  and  I  /SL  =  ^. 

If  w,  is  not  equal  to  «,,  the  general  solution  of  (81)  is  there- 
fore 

q  =  A,r^'-^A/^  (83) 

in  which  A^  and  A^  are  constants  to  be  determined  by  the  initial 
conditions  of  the  problem. 

When  Mj  =  wi,  —  ««  B«  —  fl,  the  solution  of  (81)  is 

f_(5,  +  i(^y-  (84) 

where  S,  and  B^  are  constants  to  be  determined  by  the  initial 
conditions. 

Three  cases  are  to  be  considered :  A,  when  a*  =  ^ ;  B,  when 
«*>**;  C,  whenfl»<^. 
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A.  a*  —  ^.     Since  ?,  =  5*  and  /,  =  o,  (84)  gives 

?  =  yo(i  + JE/2i/>-*"'=5*(i  +R/2L-t)e-^i^-*    (8$) 

V~  *(i  +  R/2Lt)e-'^'  (86) 

and 

/-  -  S9J?l4L'ie-'"*^'  (87) 

The  relations  between  g,  I,  and  the  time  for  a  particular  system 
are  shown  in  Fig.  118,  I.  and  II.  (Scale  A). 
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B.  (**  >  ^.  To  determine  the  constants  A^  and  A^  we  have, 
when  t  =■  o, 

g^~S-^~A^  +  A^ 
and 

/j  =  o  =  m^A^  +  *«r^. 
Hence  (83)  becomes 

from  which  we  obtain 

V=  g/S  =  ■«'/{«,  -  «,)  ■  (w,^  -  «/-0  (89) 

and 

/  =  dg/dt  =  S^m,mJ{m^  -  «,)  ■  (^  -  ^')  (90) 

The  curves  showing  the  relation  between  g  and  t  and  the 
relation  between  /  and  /  are  very  similar  to  the  corresponding 
curves  of  Fig.  118.     Their  drawing  is  left  to  the  reader. 

C.  OfOiUatorjr  Siichuge.  a*  <  ^.  Equation  (83)  may  be 
written 

where  (  denotes  (—  r^.     This  equation  is  equivalent  to 

y  =  r-^lA  cos  (^  -  <j»)ir  +  .ff  sin  (*»  -  -J*)*/]  (91) 

where  A  and  B  are  real  constants  to  be  determined  by  the  initial 
conditions.     From  (91) 

/=_  dgfdl  =  e-^{  [5(^  -  a»)*  -  Aa]  cos  (^  -  a*)if  -  ,     , 

IA{1^  -<!»)*  +  Ba]  sin  (^  -  a^t} 

From  the  initial  conditions  g==g^  =  S'V,  and  /=  /„  ■»  o,  when 
^=3  o,  the  above  equations  may  be  written 

g  =  S'9e-«[cos(ir'  -  t^U  +  a({S'  -<»*)»  sin  (^  -  <»*)»/]  (93) 
and 

/--5'J'*»/(^-a7r-«sin(^-a*)*;  (94) 

We  have  also 

r=-^/5-etc. 
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The  relations  between  q,  I,  and  /  are  shown  for  a  particular 
case  in  Fig,  1 19.     (See  the  data  given  in  the  figure.) 
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Tim*  in  Sicsndl  and  In  Peiiodi  of  OKilKUon 
PlE.  119. 

The  dischat^e  is  seen  to  be  oscillatory,  as  well  as  damped,  the 
chaise  of  the  condenser  and  the  current  in  the  wire  each  revers- 
ing its  sign  at  intervals  of  J  T,  where  T  is  the  period  of  the  oscil- 
lation and  is  given  by  the  equation 

or 

T-^'rK^ISL-tPliLf  (95) 

and  the  amplitude  of  the  oscillation  being  gradually  reduced 
to  zero. 

The  charge  q  is  zero  at  times  /  such  that 

/  =  TJ2tr-  [w  -  tan-'(^  -  a*)l/<i] 

and  /is  zero  at  times  f  such  that 

where  «  is  zero  or  any  integer. 

Each  quantity  reaches  a  maximum  or  minimum  value  half  way 
between  two  successive  zero  values. 
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The  current  reaches  a  maximum,  minimum,  or  zei 
of  the  charge  by  the  interval 


—  (TT-tati-*^ ^)  =  —  : 


BfzTr-  Tis  called  the  fiAase  difference  between  the  current  and  the 
charge,  and  6  the  an^/e  (f  lag  of  the  charge  behind  the  current, 
or  the  ang/e  of  lead  of  the  current  over  the  chaise. 

The  ratio  of  the  magnitude  of  a  maximum  or  minimum  value 
of  the  current  or  charge  to  the  magnitude  of  the  next  following 
1  or  maximum,  occurring  J  T' later,  is 


The  natural  logarithm  of  this  ratio  is  called  the  logaritkmu: 
decrement  of  the  oscillation  and  is  denoted  by  \.     Thus 

\=\aT=  T-l{4Ll/PS ~  I )i  (96) 

If  ^  ™  o,  u  =  o,  no  energy  is  dissipated,  and  the  oscillation 
takes  place  without  damping  (energy  radiated  being  assumed 
zero).     The  period  when  ^  =  o  is 

T,-2^SL)l  (97) 

By  (95),  (96),  and  (97)  we  have 

T-  TJ,l  +  X'l'ry  -  7;(I  +  JV/t"  +  . . .)  (98) 

Hence  the  effect  of  a  small  decrement  on  the  period  is  propor- 
tional to  the  square  of  the  decrement.  See  Fig.  1 19  for  the  rela- 
tion between  T  and  T^  for  the  circuit  whose  discharge  is  there 
illustrated. 

If  R  is  increased  while  L  and  ^  remain  constant,  the  period 
of  the  osdilation,  as  well  as  the  damping,  is  increased  until,  when 
u*  =  ^,  the  oscillatory  character  of  the  discharge  disappears.  As 
the  resistance  is  still  further  increased,  the  dischat^e  assumes 
more  and  more  nearly  the  character  of  the  discharge  of  a  con- 
denser through  a  non-inductive  resistance  (Case  I.,  A). 
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The  maximum  and  minimum  ordinates  of  the  current  curve 
are  equal  to  the  corresponding  (to  the  same  time)  ordinates  of 
the  logarithmic  curves  +  ^^if-"  and  —  S^e~^,  or  the  logarith- 
mic curves  are  tangential  to  the  current  curve  at  the  maximum 
and  minimum  points. 

The  maximum  and  minimum  ordinates  of  the  charge  curve 
exceed  the  corresponding  ordinates  of  the  logarithmic  curves, 
which  are  therefore  not  tangential  to  the  charge  curve.  The 
ratio  of  a  maximum  or  minimum  ordinate  of  the  charge  curve 
to  the  corresponding  ordinate  of  the  logarithmic  curves  is 
^/(^  —  «*)■,  which  is  nearly  unity  when  afi  is  small.  For  the 
case  illustrated  in  the  Bgure  this  ratio  is  about  1000  to  995,  a 
difierence  scarcely  perceptible  in  the  drawing. 

For  one  of  the  most  recent  and  accurate  experimental  investi- 
gations confirming  the  above  theory,  which  is  due  to  Lord  Kelvin 
(1853),  the  reader  is  referred  to  a  memoir  by  Webster  {Physical 
Review,  6,  p.  297,  1898),  where  references  to  the  earlier  literature 
will  be  found. 

44.  CaM  IT.  Periodic  E.X.F.  Let  the  electromotive  force  be  a 
simple  harmonic  function  of  the  time,  ^  =  ^^  cos  pt,  where  fi  =■ 
2vjT=:  2irn,  T  being  the  time  of  one  complete  period,  and  » 
the  number  of  periods  per  second,  or  the  frequency,  of  the  elec- 
tromotive force. 

In  this  case  we  have,  by  either  of  the  methods  already  fre- 
quently employed, 

Ld^qjdi^  •\-  Rdqjdt  +  qjS  =  ■*■,  cos  //  (99) 

The  general  solution  of  this  equation  is  the  general  solution 
of  (81)  already  obtained,  Jfiz.  (83),  +  a  particular  solution  of 
(99).     To  obtain  a  particular  solution  of  (99),  assume 

q^A  cos{pt—0) 

substitute  in  (99),  and  equate  to  zero  the  coefficients  of  sin  pt 
and  cos  pt  separately  (since  the  resulting  equation  must  be  true 
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for  all  values  of  t).     In  this  way  we  find  that  the  above  equation 
is  a  particular  solution  of  (99)  if 

^_*.//[^  +  /(Z.-i/S/)']l 

-  "t.lpRll  +  LISJ?-{TJT-  T/T,f]l  (100) 

and 

e  —  taii-'/if/(i/5  —  Lf) 
Hence 

Since  the  last  two  terms  become  sensibly  zero  a  very  short  time 
after  closing  the  circuit,  we  may  write,  except  during  this  interval, 

?  -  *.  cos  (pt  -  e)lp[e  +  /(i  -  l/S/)-]!       (102) 

T      J   /J,      *.  COS  (/«-«  + ir/2) 

and 

K=?/5='*oCos(//-5)/5/[^  +  /(i-  r/5/)']*    (104) 

The  angle  tf  is  called  the  phase  difference  (a  term  more  properly 
applied  to  6J2-fr-  T)  between  q  and  *,  or  the  angle  of  lag  of  g 
behind  '4',  or  the  angle  of  lead  of  ^  over  q.  Similarly  $  —  ^■jr  =  0' 
is  the  angle  of  lag  of  /  behind  ■*,  or  the  angle  of  lead  of  'V  over  /. 

The  quantity  [J^  +  /{L  —  i  fSf)']  *  is  called  the  impedance 
of  the  circuit  (or  portion  of  the  circuit  considered),  the  quantity 
/(Z—  1/5^  its  rc<a:/ii«<:f,  and  the  quantity  j  /  Sf*  its  condensance. 

From  the  way  in  which  5  and  L  enter  into  the  above  equa- 
tions it  is  evident  that  a  condenser  of  capacity  S  in  series  in  the 
circuit  has  the  same  effect  upon  a  simple  harmonic  current  as 
would  a  negative  inductance  equal  to  1  /S/^.  Thus  condensancc 
and  inductance  can  be  made  to  neutralise  one  another's  effects. 

For  given  values  of  "9  and  Ji  the  amplitude  of  /  reaches  a 
maximum  when  Z  —  i  fS/^  =  o,  that  is  when  p  =  p^=  iirj  T^, 
where  7^  =  2ir{i.S)^  is  the  natural  period  in  which  the  system 
would  execute  oscillations  if  its  resistance  were  zero.     In  this 
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case  6'  =  o,  the  current  is  in  phase  with  the  e.m.f,,  and  has  at 
all  times  the  same  value  as  if  there  were  no  inductance  or  con- 
densance  in  the  circuit.  In  this  case  the  circuit  is  said  to  be  in 
nsonarice  with  the  e.m.f.  The  relation  between  the  maximum 
value,  or  amplitude,  pA,  of  the  current  and  Tj  T^  for  a  given  value 
of  L/SJ?  [see  equation  (lOO)]  is  shown  in  Fig.  I2Q. 
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Equation  (104)  may  be  written 

V—  r,  cos  (/>/-«) 
'here  r 

r.  -  -VJSpfJf  +  /(i  -  i/5/)']l 


(lOS) 


V^  being  the  amplitude  of  V.  If  the  denominator  in  this  equa- 
tion is  less  than  unity,  which  is  easily  possible,  V^  will  be  greater 
than  'J'j,  the  amplitude  of  the  applied  e.m.f.  Differentiation  of 
(105)  shows  that  for  given  values  of  S,  L,  and  R  the  amplitude 
V^  will  be  a  maximum  when 

/  =-  (2i  -  SF?)J2SD 

If  5^  is  small  in  comparison  with  2/.,  this  expression  gives, 
approximately, /*  =  ijSL,  or 
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the  natural  period  of  the  system  without  damping.     In  this  case 

which,  in  accordance  with  the  above  assumption  (zLjF^S  large), 
is  much  greater  than  unity.  This  is  another  illustration  of  the 
effects  of  resonance. 

Equation  (103)  may  be  written 

/— /„cos  {pt—ff) 

The  power  supplied  to  the  circuit  by  the  e.m.f  "9  at  the  time  /  is 

/•=  ■*■/—  ■y/^  cos  {pt  —  6')  cos  pt  (106) 

It  is  easy  to  show,  dftier  graphically  or  by  means  of  (106), 
that  when  0'  =>  o.  Pis  always  positive  ;  that  when  B'  is  equal  to 
±ir/2  (its  limiting  values  in  the  system  considered),  P\s  posi- 
tive during  half  the  period  and  negative  during  half  the  period, 
no  power  on  the  whole  being  developed  by  the  e.m.f.  (to  make 
6'  ■=  ±  t/2,  R  must  be  zero  and  either  the  inductance  or  the  con- 
densance  must  be  zero) ;  and  that  when  6'  is  less  than  ±  tJz 
and  greater  than  zero,  P  is  positive  during  more  than  half  the 
period. 

40.  Dynamical  Analogue!.  Consider  the  angular  motion  of  a 
cylinder  C  about  the  vertical  axis  of  a  suspending  wire  AB. 
Let  the  moment  of  inertia  of  C  about  this  axis  be  denoted  by  L, 
and  suppose  the  inertia  of  the  wire  negligible.  When  the  cylin- 
der is  turned  through  an  angle  g,  the  twist  of  the  wire  gives  rise 
to  a  return  torque  V=  qjS,  ijS  being  a  constant  of  the  wire 
depending  upon  its  rigidity  and  dimensions  and  called  its  elas- 
toTtce  or  the  reciprocal  of  its  permittance,  tending  to  diminish  q. 
Let  the  motion  of  the  cylinder  be  resisted  by  a  frictional  torque 
proportional  to  its  angular  velocity  dqjdt  =  I,  that  is  by  a 
torque  —  RI  ^  —  Rdqjdt,  where  ^  is  a  constant.     At  the  time 
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/  =  o,  let  a  torque  "9,  capable  of  producing  a  final  angular  dis- 
placement ?„  =  5^,  be  applied  to  the  system,  or  removed  after 
having  been  apphed  sufficiently  long  to  produce  the  maximum 
displacement  ^,,  Then  the  equation  of  motion  of  the  cylinder 
after  "9  has  been  applied  or  removed  may  be  found  as  follows  : 
The  potential  energy  of  the  system  is 

the  kinetic  energy  of  the  system  is 

the  rate  of  dissipation  of  energy  in  heat  is 

the  rate  at  which  energy  is  supplied  to  the  system  is 

By  the  principle  of  the  conservation  of  enei^ 

■91  =  dWfdt  +  dTldt  +  F 
whence 

Ld*gjdt^  +  Rdg/di+g/S=  "ir 

which  is  the  equation  of  motion  sought. 

The  equation  may  be  obtained  also  by  the  direct  application 
of  the  second  law  of  motion.  Thus,  ■*,  the  total  torque  acting 
upon  the  cylinder,  consists  of  three  parts :  A  torque  V=!>  qjS  to 
balance  the  counter  torque  due  to  the  torsion  of  the  wire,  a 
torque  RI~  Rdgjdt  to  balance  the  torque  —  ^/due  to  friction, 
and  a  torque  Ldljdt.~  Ld^qjdi^to  balance  the  torque  —  Ldljdt 
due  to  the  inertia  of  the  cylinder,  or  to  produce  the  angular 
acceleration  dljdi.     Hence 

^  =  U*gjdt*  +  Rdqjdt  +  qfS 
The  equation  of  motion  after  the  removal  of  is  ^ 

Ld^gjdt^  +  Rdqjdt  +  gJS  =  o 
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In  the  same  way,  if  a  periodic  torque  'V  =  '9^  cos  pt  acts  upon 
the  cylinder,  the  equation  of  motion  is 

Ld^qjdt*  +  Rdqjdt  +  qjS  =  ■*„  cos  // 

The  solutions  of  these  equations  are  given  above. 

I.  Let  the  inertia  of  the  cylinder  be  negligible  {Tj  W  sensibly 
zero).  A.  The  cylinder  is  displaced  initially  through  the  angle 
q^,  and  the  wire  possesses  the  potential  energy  \q^jS.  If  the 
cylinder  is  suddenly  released,  it  will  begin  to  move  with  the 
angular  velocity  /=  qJSR,  which  gradually  diminishes  toward 
zero  as  q^  diminishes.  The  potential  energy  is  dissipated  by 
friction  during  the  process.  The  relation  between  q,  I,  and  t  is 
shown  in  Fig.  116,  1. 

B.  If  a  constant  torque  '9  is  applied  to  the  cylinder  at  rest  in 
its  equilibrium  position,  it  will  suddenly  acquire  an  angular  ve- 
locity /=  ^jR,  which  will  decrease  toward  zero,  owing  to  the 
return  torque  exerted  by  the  wire,  as  the  angular  displacement 
increases  toward  the  limiting  value  q^=S'9^.  The  potential  enei^ 
will  increase  during  the  process  toward  the  limiting  value  ^f^^fS, 
and  an  equal  quantity  of  energy  will  be  dissipated  by  friction. 
The  relations  between  q,  I,  and  /  are  shown  in  Fig.'  \  16,  11, 

II.  Let  the  elastance  of  the  wire  be  negligible,  or  let  the  wire 
be  removed  and  let  the  cylinder  be  supported  on  pivots  {WjT 
sensibly  zero).  A.  If  a  constant  torque  ^  is  applied  to  the  cylin- 
der, its  velocity  and  kinetic  energy  will  increase  from  zero  toward 
the  limiting  values  /=  "^jR  and  T=  ^LI*.  The  torque  will 
continue  to  dissipate  energy,  the  limiting  rate  being  ^/R. 

B.  If  the  torque  is  suddenly  removed,  the  cylinder  will  con- 
tinue to  rotate  with  continually  diminijhing  velocity  and  energy 
until  the  energy  is  wholly  dissipated  in  heat  by  friction. 

The  relations  between  /  and  /  for  the  two  cases  are  given  in 
Fig.  117. 

III.  Let  both  the  elastance  of  the  wire  and  the  inertia  of  the 
cylinder  be  noticeable  (JV  and  T  both  appreciable).  A  and  B. 
Let  ^/4Z'  be  equal  to  or  greater  than  tfSL.     If  .the  cylinder, 
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initially  displaced  though  an  angle  q^,  the  potential  energy  being 
^q*/S,  is  suddenly  released,  the  potential  energy  will  decrease, 
the  velocity  and  kinetic  energy  will  increase,  reach  a  maximum, 
and  decrease,  with  g,  indefinitely  toward  zero,  all  the  energy  be- 
ing finally  converted  into  heat. 

If  the  torque  is  suddenly  applied  to  the  cylinder  at  rest  in  its 
equilibrium  position,  the  velodty  and  kinetic  energy  increase 
gradually  from  zero  to  a  maximum,  decrease,  and  approach  zero 
as  the  displacement  and  potential  enei^y  approach  their  limiting 
values  y„  and  ^J*/S.  During  the  process  an  amount  of  eneigy 
\q*IS  is  dissipated  in  heat. 

The  relations  between  g,  I,  and  t  for  the  first  case  are  shown 
in  Fig.  1 1 8. 

C.  Let  ifSL  be  greater  than  R^j^*.  First  assume  ^  to  be 
zero.  The  initial  displacement  ?,  and  potential  energy  ^'/S 
will  decrease  to  zero  as  the  velocity  /  and  the  kinetic  energy  7' 
increase  to  maxima  when  the  cylinder  is  in  the  equilibrium  posi- 
tion. The  kinetic  energy  will  cany  the  cylinder  beyond  this  posi- 
tion until  the  displacement  is  —  g^,  when  the  kinetic  energy  and 
velocity  will  be  zero  and  the  potential  enei^y  equal  to  its  initial 
value.  The  same  phenomena  will  then  recur  in  inverse  order, 
and  so  on  indefinitely,  the  time  of  a  complete  oscillation  being 
T^^  2ir{SZ.)K 

When  J^JA-^  is  not  zero,  the  phenomena  will  be  similar  ex- 
cept that  the  motion  will  be  damped,  each  elongation  being  less 
than  that  immediately  preceding,  since  energy  is  continually  dis- 
sipated by  friction.  The  time  of  an  oscillation  will  be  increased, 
and  the  time  between  zero  elongation  and  zero  velocity  will  not 
be  exactly  one  quarter  of  a  period. 

The  relations  between  g,  I,  and  /  are  shown  in  Fig.  1 19, 

IV.  If  an  alternating  torque  '^  =  ■*(,  cos  pt  is  applied  to  the 
cylinder,  it  will  make  simple  harmonic  vibrations,  after  the 
motion  has  become  steady,  with  the  period  7"=  2irjp  of  the 
applied  e.m.f.     (99)  may  be  written 

g(S  =  V=  *,  cos  //  -  Ld^gjd^  -  Rdgjdt 
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If  T/T^  is  very  great,  the  velocity  /==  dgjdt,  the  acceleration 
iPqjdfi,  and  the  second  and  third  terms  of  the  second  member, 
which  are  the  counter  torques  of  inertia  and  friction,  are  very 
small,  so  that  V^^  gjS,  the  return  torque  of  the  twisted  wire,  is 
approximately  equal  to  "9,  the  applied  e.m.f ,  and  its  maximum 
value  V^  is  approximately  equal  to  *„,  while  the  maximum 
elongation  is  approximately  equal  to  S^^ 

If  TjT^  is  very  small,  or  pjp^  very  great,  the  counter  torque 
of  inertia  —  Ld*^jd^  is  great ;  for  the  acceleration  d^qjd?  is 
proportional  to  /  and  to  the  amplitude  of  the  velocity  dgfdt  and 
is  therefore  great  even  if  this  amplitude  is  small.  Hence  the 
maximum  values  of  q  and  V,  the  twist  and  torque  of  the  wire, 
are  small.     The  velocity  dqjdt  is  also  small. 

If  Tss  7^,  the  torque  of  inertia  is  just  balanced  by  the  retum 
torque  of  the  wire,  or  the  first  member  of  the  above  equation 
and  the  second  term  of  the  second  member  cancel.  Hence  the 
velocity  reaches  its  maximum  value,  the  whole  torque  "9^  cos  pt 
being  applied  to  keeping  up  the  velocity  or  overcoming  friction. 
The  amplitude  of  the  velocity,  and  therewith  the  maximum 
elongation  of  the  cylinder  and  retum  torque  of  the  wire,  increase 
until  the  rate  of  dissipation  of  eneigy  by  friction  is  equal  to  the 
rate  at  which  enei^y  is  supplied  by  the  e.m.f  '^.  If  the  friction 
is  small,  the  maximum  elongation  and  return  torque  may  be 
much  greater  than  5*,,  and  '^F^  which  would  be  produced  by  a 
steady  torque  N?^. 

46.  The  E.1U.  Developed  by  Botatiiig  a  Coil  in  the  Earth'i 
H Agnetio  Field.  One  of  the  most  obvious  ways  of  developing  a 
^mple  harmonic  e.m.f  of  known  period  and  amplitude  is  to 
rotate  with  constant  angular  velocity  about  a  vertical  axis  in  the 
earth's  magnetic  field  a  coil  of  insulated  wire  wound  upon  a 
rigid  frame  with  the  planes  of  its  turns  parallel  and  vertical,  the 
ends  of  the  coil  being  connected  to  conducting  rings  revolving 
on  the  same  axis,  the  springs  bearing  on  these  rings,  connecting 
tiie  terminals  of  the  coil  with  the  rest  of  the  circuit 


D,g,t7cdb;/GOOgIC  


390         ELEMENTS  OF  ELECTROMAGNETIC   THEORY. 

Let  n  denote  the  number  of  turns  in  the  coil,  S  the  average 
area  enclosed  by  a  single  turn,  /  the  angular  velocity,  9  *Bpt  the 
angle  made  by  the  planes  of  the  turns  with  the  magnetic' 
meridian  at  the  time  /,  and  B  —  /tH  the  horizontal  component  of 
the  earth's  magnetic  induction  (sensibly  equal  in  magnitude  to 
H,  the  horizontal  component  of  the  intensity)  in  the  r^on 
occupied  by  the  coil. 

Then  at  the  time  /  the  coil  flux  due  to  the  earth's  field  is 

N^  «5B  sin  8 
and  the  intrinsic  e.m.f.  developed  in  the  coil  by  its  rotation  is 


*  —  -  dNjdt  —  -  nSB  cos  C  d 


—  —pnSB  cos/^—  ■*,  cos  fit 


(107) 


For  an  -accurate  determination  of  a  resistance  in  absolute 
measure  by  a  method  involving  essentially  the  use  of  such  a  coil 
with  known  constants,  see  Lord  Rayleigh,  PAH.  Trans.,  1882, 
Part  It 

47.  A  Simple  HarmoBio  EJC.F.  Acting  on  Two  Condncton  Witli- 
oat    Kutoal   Indnotanoe   Connected  in   Xnltiple.     If  an    e.m.f. 


"9^  cos  fit  is  applied  to  the  terminals  of  the  conductors,  i  and  2,  it 
is  clear  from  §  44  that  the  currents  /,  and  /,  in  the  conductors 
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will  be  simple  harmonic  with  the  period  T=  2-B-jp  of  the  e.m.f., 
and  that  their  amplitudes  A^  and  A^  will  be  in  the  inverse  ratio  of 
the  impedances.     Thus 

Suppose  Zj— 5,  =  ^,  =  ^, -=  o,  approximately  (Fig.  121). 
Then 

AM-I//-5A  (109) 

approximately. 

When  /  is  such  that  fS^^—  i,  or  7"—  27r(5,i,)t=  T^  the 
natural  period  in  which  the  system  12  would  execute  electrical 
oscillations  if  isolated  and  without  resistance,  etc.,  A^  =  A^^s  A. 
The  currents  in  the  two  branches  have  in  this  case  the  same 
direction  around  the  circuit  1 2,  and  the  e.m.f.  "V  cos  pt  can  be 
removed  after  the  oscillations  are  started  without  affecting  the 
phenomena  (dissipation  and  radiation  of  energy  being  supposed 
zero).  That  /,  and  /,  are  in  this  case  opposite  when  measured 
from  A  to  B,  or  have  the  same  direction  around  the  circuit  1 2,  is 
clear  from  (100).     For  in  this  case  we  have 

^^  =  tan-^(  —RJpL^)  =  ir-  taxr^RJpL^  =  v 
and  0^  =  tan-'pR^^  =  o 

so  that 

I^  =  A  cos  (pt  —  $1  +  ^TT)  =  A  cos  ipt-^ir) 

=  -Acos  (pt+^ir)  =-Acos  {pi  _  (9^  +  J,r)  =.  -  /, 

Since  the  current  in  the  external  circuit  connected  at  A  and  B 
is  /j.+  /,=  o,  no  power  is  supplied  by  the  external  c.m.f.  This 
also  follows  from  the  consideration  that  /,  lags  90°  behind  Sf 
and  /,  is  in  the  lead  of  f  by  90°. 

This  is  another  example  of  electrical  resonance. 

48.  SistribntiOB  of  th«  Total  Duohargo  Throvgrh  Two  Colli  m 
Multiple.     Let  the  terminals  of  the  two  coils,  i  and  2,  be  joined 
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at  A  and  B,  Fig.  I22,  and  let  the  cm.f.  from  ^  to  £  at  the  time 
t  be  denoted  by  ^.  The  dischat^e  may  be  that  from  a  condenser, 
as  shown  in  the  figure,  or  any  other  form  of  discharge,  and  the 


circuits  may  have  any  inductances  and  mutual  inductance  what- 
ever.    The  capacity  in  each  coil  is  supposed  negligible,  so  that 
the  current  is  the  same  across  every  section  of  each  conductor, 
no  charge  accumulating  at  any  point. 
The  total  charge  traversing  coil  i  is 

q^  ~p,dt  ^f^f/R,  dt  =  ilRj^  dt 

and  the  total  charge  traversing  circuit  2  is 

Nt',  /,,  and  /,  being  considered  positive  when  directed  from  A  to  B. 
Thus  the  total  discharge  ^  —  ?,  +  ?,  is  divided  between  the 
two  coils  in  the  ratio 

that  is,  in  the  inverse  ratio  of  their  resistances.  Thus  the  total 
discharge  (considered  positive  when  in  one  direction,  negative 
when  in  the  other)  does  not  depend  upon  the  inductances,  but 
only  upon  the  resistances. 

49,  As  Eleotrioal  Syitem  (Tranaformer)  Coniistiiig  of'  Two  Cir^ 
cnita.  One  of  Which  Contain*  an  Intrinaio  E.K.F.  '¥.  We  shall 
consider  only  the  case  in  which  the  capacities  of  both  circuits  are 
negligible.     Let  the  resistances  and  inductances  of  the  two  dr- 
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cuits  be  denoted  by  ^„  R^  Z„  L^  respectively,  and  their  mutual 
inductance  by  M;  and  let  the  time  be  reckoned  from  the  instant 
at  which  the  e,m.f,  is  applied  (to  circuit  i),  or  removed,  or  the 
resistance  of  circuit  i  suddenly  altered. 

Case  I.  ■*■  =  Constant.  The  total  enei^y  of  the  system  is 
electro-kinetic  and  equal  to 

W=  \L^n  +  MIJ^  +  Ji/i* 
The  rate  at  which  energy  is  dissipated  in  heat  in  the  two  circuits  is 

F==^F^-\-  F^=  RJ*  +  RJ^ 
The  rate  at  which  power  is  supplied  to  the  two  circuits  is 

Therefore,  by  the  principle  of  the  conservation  of  energy, 

P=dWjdt+  F 
or 

I^{L^dl^jdl  +  Mdl^jdt  +  R,/,  -  *) 

+  /^{L/i/Jdt  +  Mdljdt  +  R/;)  =  o 

We  proceed  to  show,  quite  independently  of  what  precedes, 
that  each  of  the  expressions  within  parentheses  in  this  equation 
vanishes  separately ;  that  ts,  that 

L,d/Jdt  +  Md/Jdt  +RJ^-V  =  o  (i  1 1) 

and 

L^/Jdi  +  Md/,fdt  +  /?/,  =a  o  (112) 

equations  from  which  /,  and  /,  are  determined  below. 

The  validity  of  these  equations  can  be  established  in  sevenll 
ways.  Thus  the  rate  at  which  electromagnetic  enei^y  is  gener- 
ated in  circuit  i  plus  the  rate  at  which  energy  is  transferred  from 
circuit  2  to  circuit  r  is  (*  —  MdTjdt)!^,  while  the  rate  at  which 
the  electromagnetic  energy  of  circuit  i  increases  plus  the  rate  at 
which  enei^  is  dissipated  by  its  resistance  is  d(^L,f^/dt  +  Ril^. 
Hence 
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from  which  (i  1 1)  results  immediately. 

(i  1 1)  also  follows  immediately  from  Ohm's  law,  the  impressed 
e.m.f  in  the  circuit  being  *  —  L^dljdt  —  Mdljdt. 

(112)  is  obtained  in  exactly  the  same  way  as  (ill),  the  intrin- 
sic e.m.f.  in  circuit  2  being  put  equal  to  zero. 

If  we  place 

/,  -  'P/Ze,  -  // 

(in)  and  (112)  may  be  written 

L^dl.'jdt  +  Mdljdt  +  RJ/  -  .0  (<j) 

and 

l^/Jdt  +  MdT^'jdt  +  RJ^  -  o  {S) 

To  solve  these  equations,  put 

/,'  -  Ae"  and  /,  -  B^  {c) 

where  A,  B,  and  m  are  constants  to  be  determined,  and  substi- 
tute in  {a)  and  {b).  On  dividing  the  resulting  equations  by  ^, 
we  obtain,  as  the  conditions  which  the  constants  must  satisfy  in 
order  that  {c)  may  give  the  solution, 

(Z,«  +  R;)A  +  MmB  =  o  {d) 

MmA  +  {L^  +  R^B  =  o  (*•) 

Eliminating  A  and  B,  we  obtain,  to  determine  m,  the  equation 

(Z,,4  -  M^tff  +  {Rfl^  +  R^L,)m  +  R,R^  =-.  o  (/) 

whose  roots  are 

-  (j?/.  +  r,l;)  +  [(/?/,  -  R,L,y  +  4^,R,Ar]t  .  ^ 

^  =  2^^£^  _  j^  -  -  Kg) 

and 

-  (RJL,  +  R,Lii  -  [(^A  -  jg.V  +  Vg.i?,<r]» 


(*) 
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Since  (RtL^  —  RiLj)*  =  (.^A  +  Rjl^)'  -  ^Ji^L^  and  since 
i,Z.j  —  M*  =  o,  the  quantity  under  the  radical  is  positive  and 
numerically  less  than,  or  equal  to,  the  first  term  of  the  numera- 
tor, and  the  denominators  are  positive  ;  hence  botk  m^  and  m^  are 
real  and  negative. 

Making  use  of  {g)  and  (A),  we  can  now  obtain  from  (</)  and  (*■} 
the  values  oi  AjB  satisfying  {a)  and  {b).  Thus,  putting  Pt  ™  «, 
in  {d)  and  {e),  and  denoting  the  resulting  value  of  AfB  by  AJB^, 
we  obtain 

^,/5,  =  -  Mm,f{I^M,  +  ^,)  =  -  (Z,«,  +  R^/Mm^      (i) 

and  similarly,  putting  m=  m^ 

AJB,  ~  -  MmJ{L,m^  +  if  J  =.  _  (L^^  +  R^jMm,     (J) 

Thus  the  general  solutions  of  (iir),  (112),  {a),  and  {6)  are 

/,'  =  A  —  */^,  —  A^e^'  +  A^  {k) 

and 

/.  —  B,^'  +  Bj^ 

(I) 
=  -  [^i(A«,  +  Jit)/Mmt  ■  e^'  +  v4^Z,«,  +  R,)/Mmt  e-^    ^' 

where  .^,  and  A,  are  to  be  determined  from  the  initial  conditions. 
A.  The  circuit  containing  7  is  suddenly  closed.     The  initial 
conditions  are  /,—  /,—  o  when  ^  =  o.     Hence,  from  (j),  (/), 
(it),  and  (/),  we  obtain 

(■■3) 
J  IIJ^-R,L, 1        \ 

and 

/,_  -i'Af/[(;e^-/!,ij'  +  +R,^^']i-(<«-^  (114) 

The  relations  between  /,  and  /^  and  the  time  after  clo^ng  the 
circuit  I  are  shown  approximately  for  the  general  case  in  Fig. 
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123,     /,  approaches  asymptotically  a  final  value  "VjR^,  and  /, 
has  a  maximum  at  the  time  given  by  dl^fdt  =  o. 

The  total  charge  traversing  circuit  2,  obtained  either  by  inte- 
grating (114)  from  the  time  /— o  to  the  time  ?  =  infinity,  or 
from  (12)  directly,  is 

g  =ff^t {N^-  N^jR^ M{'VjR,  -  o)//e, 

=  -  M'9/R^J?^  =  -  M/fJ?^ 
if  /  denotes  the  final  current  'V/R^  in  circuit  i. 


(lis) 


1,         ^__o3ia- 

+ 

. 

/                                              Tim. 

" 

\                                              .^V^ 



1 

1.^- 

FU.  123. 

B.  The  electromotive  force  'V  is  suddenly  cut  out  of  circuit  I 
(without  opening  the  circuit).  The  values  of  the  currents,  in 
terms  of  /,  and  I^  given  in  (l  1 3)  and  (i  14),  are 

//'=*/.«,  -  /,  -  -  //  (116) 

and  -^»"=  —  -^1  (117) 

/  now  denoting  the  time  reckoned  from  the  instant  of  cutting  out 
the  electromotive  force. 

dO.  Case  n.  The  Eleotromotive  Force  is  a  Simple  Hannonio 
Fanotiaii  of  the  Time,  ^^  ooi  pt.     In  this  case  we  have 

L^dljdt  +  Mdl^jdt  +  RJ^  =  %  cos  //  (ri8) 

and  L^TJdt  +  MdI^fdt  +  RJ^~o  (119) 
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The  general  solution  of  these  equations  is  that  given  in  (i) 
{for  /,')  and  (/)  added  to  a  particular  solution  now  to  be  obtained. 

Since  the  applied  e.m.f.  is  harmonic,  we  may  assume  that  the 
currents  to  which  it  gives  rise  will  also  be  harmonic  in  the  same 
period.     Hence  we  put 

/^=-Acos{pt-e^)  (120) 

and 

I,~Bcos{pt~e^  (121) 

where  A,  B,  6^  and  flj  are  constants  to  be  determined.  To  deter- 
mine these  constants,  substitute  (120)  and  (121)  in  (118)  and 
(119),  and  equate  to  zero  the  coefficients  of  cos  //  and  sin  pt 
separately,  since  the  resulting  equations  are  true  for  all  values 
of  I.     Thus,  putting 

U~L,~-  /^APLJ(R,'  +  /"i,*)  ( 1 22) 

and 

l^-Il,+/fM'l!,l(!l-+^L-)  (.23) 

we  find,  as  conditions  that  (120)  and  (121)  may  be  solutions  of 
(1 18)  and  (1 19), 

A=.%/{R''+fL'')i  (124) 

S  -  MpAI{R*  +fL^y  (125) 

6^^tzn-'fiL'/Ji'  (126) 

$,~0,  +  tBn-'i-RJpL;)  (127) 

which,  inserted  in  (120)  and  (121),  give  the  particular  solution 
sought. 

The  terms  given  by  (i)  and  (/)  h>ecome  negligible  in  a  very  short 
time,  hence  after  this  time  (120)  and  (121)  are  the  complete  solu- 
tion of  (118)  and  (119). 

On  comparing  (120)  and  (l24)with  (103),  we  see  that  the 
current  in  circuit  i  is  the  same  as  it  would  be  if  circuit  2  were 
not  present  and  the  resistance  of  circuit  i  were  increased  from 
R.  to  R',  and  its  inductance  diminished  from  L^  to  L'. 
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When  /*/.,  is  great  in  comparison  with  R^  ('22)  and  (123) 
become  approximately 

If  in  addition  the  coils  are  wound  together  so  that  the  mag-- 
netic  leakage  is  zero,  or  L^L^  ™  AP,  approximately,  L'  becomes 
approximately  zero.  In  this  case,  ^,  ■=  o,  the  current  in  circuit 
I  being  in  phase  with  the  e.m.f.,  and  5,  =  tt,  so  that  the  current 
in  circuit  2  lags  behind  the  current  (and  e.m,f.)  in  circuit  i  by 
half  a  period. 

If  either  circuit  contains  in  series  a  condenser  of  capacity  5, 
the  solution  is  obtained,  as  follows  from  %  44,  by  writing  in  place 
of  i,  or  £,,  i,  —  i/-S^  or  L^-~  i/S/^,  in  the  expressions  for  A, 
B,  0^,  and  6^ 

If  the  magnetic  field  contains  iron,  or  other  substance  in  which 
hysteresis  occurs,  a  simple  harmonic  applied  e.m.f.  will  not  de- 
velop a  simple  harmonic  current.  For  the  current  is  propor- 
tional to  the  magnetic  intensity  H,  by  the  first  law  of  circuita- 
tion,  and  the  induced  part  of  the  total  e.m,r.  is  proportional 
to  the  rate  of  change  dBfdt  of  the  magnetic  induction  B.  But 
if  dBjdl  is  a  simple  harmonic  function  of  the  time,  then,  if  there 
is  hysteresis,  H  cannot  be,  as  is  evident  from  Fig.  1 14.  This  of 
course  applies  to  single  circuits  as  well. 

51.  The  Ratio  of  Transformation  of  Two  Colli  for  Which  Z,Z^  = 
M*  and  R^^  R^=  o,  approximately.  Let  two  coils  I  and  2  be 
so  wound  that  all  the  magnetic  flux  4»  threads  every  turn  of  both 
coils  (magnetic  leakage  —  o).  Let  coil  i  contain  «,  turns  and 
coil  2  »,  turns  ;  then  the  flux  through  coil  i  will  be  JV,  =  n,* 
and  the  flux  through  coil  2  will  be  ^j  —  k,*. 

The  e.m,f.  applied  between  the  terminals  of  coil  I  will  be 

•9^=~RJ^  +  dNJdt 
and  the  e.m,f  between  the  terminals  of  coil  2  will  be 
^,- -  dNJdt  -  R^, 
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the  same  direction  being  cbosen  as  positive  around  both  circuits. 
Hence  if  ^,7,  and  R^I^  are  negligible  in  comparison  with  the 
electromotive  forces  of  induction,  we  have,  in  magnitude, 

%/%^n^d^/dt{n^^/(it-=ttjH^  (128) 

which  is  called  the  raHo  ^  tiansformation  of  e.m.f.s  of  the  two 
coils. 

R^  and  R^  above  denote  only  the  resistance  of  the  coils,  or 
those  parts  of  circuits  I  and  2  threaded  by  the  tube;:  of  magnetic 
induction  common  to  both  circuits. 

The  power  supplied  to  the  system  by  the  e.m.f  ^,  is  '^,/„  and 
the  power  supplied  to  that  part  of  circuit  2  outside  the  coil  is 
^j/,.     When  no  energy  is  dissipated  in  the  coils  we  have 

*/,  =  */, 
whence  V^i"  ^j/*i "  "i/^i  ('29) 

which  is  the  ratio  of  transformation  tf  currents  for  the  case  con- 
sidered. 

58.  Eleotromagnetie  Bepnliion  Between  Two  Clreoita.  When 
an  alternating  current  is  induced  in  a  circuit  (2)  owing  to  the 
circulation  of  an  alternating  current  in  a  neighboring  circuit  (l) 
connected  with  an  alternating  current  generator,  a  force  is 
developed  between  the  two  circuits,  positive  or  repulsive  when 
the  two  currents  have  opposite  directions,  and  negative  or 
attractive  when  the  two  currents  have  the  same  direction.  We 
proceed  to  show  that  the  average  force  is  one  of  repulsion. 

For  the  sake  of  simplicity  let  the  two  circuits  be  circular  with 
their  aJres  coincident,  and  let  circuit  (2)  consist  of  a  single  turn 
of  wire.  Let  the  magnetic  flux  through  circuit  (2)  be  a  har- 
monic function  of  the  time, 

N=  A  cos  nt 

Then  the  outward  radial  component  of  the  magnetic  induction  at 
all  points  of  circuit  (2)  will  be 


D,g,t7cdb;/GOOgIC 


400         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

-S,  ■■  «  COS  tit 
where  a  is  a  constant 

The  e.m.f.  induced  in  circuit  (2)  will  be 

*  -  —  dNjdt=  nAsiant 
and  the  current  in  circuit  (2), 

/=fsin{«/-e) 
where  C  and  $  are  positive  constants  {B  <  90°). 

The  force  upon  circuit  (2)  in  the  direction  i  2  is  therefore 
F==  —  V/ff,  X  length  of  circuit  (2) 
—  —  cos  ftt  ■  sin  («/  —  fl)  X  positive  constant 
When  cos  ni  and  sin  {nt  —  6)  have  the  same  sign,  or  opposite 
signs,  the  force  upon  coil  (2)  is  thus  an  attraction  toward  (i), 
or  a   repulsion  from  (i),   respectively.     On  platting  cos  nt, 
sin(n/  —  6),  and  their  product,  which  is  propordonal  to  —  ^,  as 
functions  of  the  time,  it  will  be  seen  that,-  owing  to  the  lag  of  the 
current,  the  average  force  is  a  repulsion  between  the  circuits. 
The  same  result  follows  from  integrating  Fdt  throughout  a 
complete  period,  the  average  force  being 

_  I    Fdt  =  —  -  -  I   cos  nt  sin  {nt  —0)dlx  positi' 

Analogous  theory  applies  to  a  great  variety  of  cases,  one  of 
the  simplest  being  that  of  a  light  coil,  or  disc,  of  copper,  alu- 
minium, or  other  good  conductor  placed  horizontally  over  an 
electromagnet  with  coils  horizontal.  When  the  magnet  is  power- 
fully exdted  by  an  alternating  current  the  disc  or  coil  is  thrown 
violently  up  Into  the  air.  Another  interesting  case  is  that  of  a 
horizontal  copper  disc  mounted  on  a  pivot  and  placed  eccentric- 
ally over  the  electromagnet,  with  a  second  disc,  held  likewise 
horizontal,  near  by.  Owing  to  the  asymmetry  thus  introduced, 
the  pivoted  disc  rotates  continuously  while  the  magnet  is  power- 
fully excited. 

63.  The  Companion  of  a  Kotval  Induotanoe  and  a  Seaifltanoe 
One  (t)  of  the  two  coils,  of  mutual  inductance  M,  is  connected 


!ve  constant 
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in  circuit  with  a  constant  battery  B  through  a  key  K,  while  the 
other  (2)  is  connected  in  circuit  with  a  ballistic  galvanometer,  the 
total  resistance  of  circuit  (2)  being  R, 

When  a  current  /is  suddenly  started  or  stopped  in  coil  (l) 
by  closing  or  opening  the  key  K,  a  charge  q  -■  MIjR  circulates 
through  coil  (2)  and  produces  an  angular  throw  B  of  the  needle 
such  that  j^fjjf^  ^  H  T/Gir  sin  ^0 

or  MIR~njGI-Tjtr-&m\e  {130) 

Circuit  (2)  is  now  cut  at  some  point  and  the  resulting  ter- 
minals connected  to  two  points  on  circuit  (i)  with  a  resistance  r, 
very  small  in  comparison  with  the  total  resistance  of  circuit  (l), 
between  them.  This  will  not  sensibly  a^ect  the  current  in  cir- 
cuit (i),  but  will  cause  a  steady  current 

rjir  +  R)I^  H/Gf(0')  (see  §  33,  XII.)  {131) 
to  traverse  the  galvanometer,  produdng  the  steady  deflection  &'. 
Eliminating  H/C/from  (130)  by  (131),  we  obtain,  finally, 

M/R~r/ir  +  R)-T/-^-sin^e//ie')  (I32) 

0,  f{0'),  T,  and  the  ratio  oC  r  to  r  +  R  being  observed,  M/R  is 
given  in  absolute  measure  by  (132). 

Absolute  Seterminatioii  of  a  Beiutaace.  From  the  dimensions 
of  the  coils,  if  circular,  toroidal,  or  rectangular,  J/ can  be  calcu- 
lated ;  hence  the  method  aflbrds  an  absolute  determination  of  a 
resistance.  See  Glazebrook,  Pki/.  Trans.,  1883,  for  an  important 
investigation  in  which  this  method  was  adopted. 

The  Comparison  of  Two  Kutnal  ZnduatanoeB.  By  sending  the 
same  current  in  succession  through  the  primaries  of  two  coils 
and  connecting  the  secondaries  in  succession  through  the  same 
galvanometer,  the  total  resistances  of  the  secondary  circuits  in 
the  two  cases  being  R^  and  R^,  the  two  mutual  inductances  M^ 
and  jW,,  and  the  two  deflections  0,  and  0^,  the  ratio  of  the  two 
mutual  inductances  can  be  obtained  from  the  relation 

MJM^  =  Ri  sin  ^0JRt  sin  ^0^  (133) 
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By  putting  an  adjustable  resistance  in  one  circuit,  or  in  each 
circuit,  and  changing  the  resistance  until  0^  =  0^,  we  have 

MJM^  =  RJR^  (134) 

By  connecting  the  two  secondaries  in  series  with  the  galvano- 
meter permanently,  and  passing  the  same  current  in  succession 
through  the  two  primaries,  we  have 

MJM^^sin  J5,/sin  Jtf,  (135) 

The  Comparison  of  Retittancei.  The  method  can  also  be  em- 
ployed for  the  comparison  of  two  resistances  in  the  secondary 
circuits.     In  this  case 

JiJR,~  sin  ^ej  sin  ^0,  (136) 

51.  The  Heantremeut  of  Magnetic  Induction  by  the  Ballittic 
Hethod.  A  small  coil  consisting  of  n  turns  of  fine  insulated  wire 
uniformly  wound  in  parallel  planes,  the  mean  area  enclosed  by 
a  single  turn  being  S,  is  connected  by  twisted  wires  to  the  ter- 
minals of  a  ballistic  galvanometer.  The  coil  is  introduced  into 
the  magnetic  field  at  the  place  where  the  induction  is  to  be  de- 
termined with  the  planes  of  its  turns  perpendicular  to  the  induc- 
tion, and  the  galvanometer  needle  is  brought  to  rest.  Then  the 
coil  is  suddenly  jerked  out  of  the  magnetic  field,  and  the  result- 
ing deflection  0  of  the  galvanometer  needle  is  read.  Let  B 
denote  the  mean  induction  perpendicular  to  the  planes  of  the 
coil's  turns  in  the  part  of  the  field  in  which  the  coil  was  placed, 
and  let  R  denote  the  resistance  of  the  circuit.  Then,  by  (12), 
and  (49)  XII.,  the  charge  traversing  the  circuit  and  producing 
the  deflection  0  is 

g  -  nSBfR  =  H  T/irG  ■  sin  J(? 
from  which 

B=RHTfwftSG- sin  ^0  (137) 

If  fi  (sensibly  equal  to  unity  in  nearly  all  cases)  is  known,  the 
magnetic  intensity  can  be  found  by  dividing  B  by  ft. 
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85.  Haxw«ll't  Kethod  of  Comparing  Two  Hataal  IndnotaaoM. 
In  the  practise  of  this  method  (Fig.  124)  two  of  the  coils  (the 
primaries),  one  from  each  pair,  are  connected  in  series  with  the 
battery  through  a  key  JC,  and  the  terminals  of  each  of  the  other 
coils  (the  secondaries)  are  connected  to  the  terminals  of  a 
galvanometer  C  through  an  adjustable  resistance,  connections 
being  so  arranged  that  the  discharges  of  the  two  secondaries,  on 


opening  or  on  closing  K,  when  tested  separately,  traverse  the 
galvanometer  in  opposite  directions.  Then  the  resistances  in  the 
secondaries  are  adjusted  until  the  galvanometer  needle  remains 
undetected,  i,  f.,  until  the  iota/  discharge  through  the  galvanome- 
ter reckoned  in  one  direction  is  zero,  when  JC  is  opened  or  closed. 
Then,  if  .^,  and  J?^  denote  the  adjusted  resistances  from  A  to  B 
through  C  and  from  A  to  B  through  D,  respectively, 

MJM^^RJR^  (,38) 

To  prove  this,  let  /  denote  the  current  through  the  battery  and 
primaries,  /,,  I^  and  /^^  /^  —  /^  the  currents  from  AtoB  through 
C  from  A  to  B  through  D,  and  from  A  to  B  through  the  gal- 
vanometer, at  the  time  /;  and  let  i„  L^  and  Z,  denote  the  in- 
ductances of  ACB,  ADB,  and  AGB,  and  R^  the  resistance  of 
AGB.  Then  the  impressed  e.m.f.  from  .^  to  5  at  the  time  t  is 
M^dlldt  -  L,drjdt  -  ^/,  =  Z^/,  -  Qjdt  +  Rir^  -  /J 
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and  the  impressed  c.m.f.  from  S  to  .^4  at  the  time  t  is 

Multiplying  each  equation  by  dt  and  integrating  from  the  time 
of  closing  the  circuit  {t  — >  o)  to  the  time  at  which  the  battery 
current  becomes  steady  {t  ^  f),  remembering  that  the  initial 
and  final  values  of  /,  and  /,  are  zero  and  that  I  (/,  —  I^t,  the 
total  discharge  through  the  galvanometer,  is  zero,  and  denoting 
the  steady  value  of  the  battery  current  by  I^  we  have 

from  which  (138)  immediately  follows,  since 

Tbe  Compariiou  of  Besittanoei.  We  can  vary  the  method 
slightly  for  the  comparison  of  two  resistances.  Suppose  the 
balance  given  by  (138)  effected.  Introduce  an  unknown  re- 
sistance X  into  the  branch  ADB,  and  balance  by  adding  a 
known  resistance  R^  to  /?,,     Then 

M^IM^  =  (if,  +  R^)l{Rt  +  X) 

Combining  this  equation  with  (138)  we  find 

XI R;  =  RJR^  -  MJM^  ( 1 39) 

If  X  and  Rf  are  both  known,  (139)  gives  MJM^  without  a 
knowledge  of  RJRi- 

66.  Haxwell'i  Xetiiod  of  Compulng  aa  ladoctanoe  and  a  Capac- 
ity. The  given  coil,  with  inductance  L  and  resistance  R,  is  con- 
nected up  in  a  Wheatstone's  bridge  with   three  non-inductive 
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resistances  P,  Q,  T,  Fig.  135,  and  a  resistance  balance  for  steady 
currents  is  obtained  in  the  usual  way  t^  adjusting  the  resistances 
until  the  galvanometer  needle  remains  undeflected  when  K^  is 


closed  after  Ky     Then,  if  V^  denotes  the  fall  of  potential  from 
A  to  B,  etc.,  and  /the  current  through  ABC, 

VJV^-RIIJI-RjT-  VJV^-PIQ 

During  the  variable  state  of  the  currents  just  after  closing  or 
opening  K^,  however,  K^  being  open, 

VJ  V^  ~  (Rf  +  UIjdt)j TI^RjT^  VJ  V^ 

Hence,  if  K^  is  opened  or  closed  while  K^  ts  closed,  the  gal- 
vanometer needle  will  be  deflected. 

If,  however,  a  condenser  is  introduced  as  a  shunt  to  DC,  as 
shown  by  the  dotted  lines,  a  part  of  the  current  through  P  will 
be  shunted  into  this  condenser  during  the  rise  of  the  current  after 
the  closing  of  A",,  thus  reducing  the  current  through  Q  and 
increasing  the  ratio  V^(  V^^ ;  and  during  the  decrease  of  the  cur- 
rent after  the  opening  of  A",  the  discharge  of  the  condenser  vrill 
increase  the  current  through  Q  and  decrease  the  current  through 
P,  thus  diminishing  the  ratio  V^j  V^.  Hence,  since  the  law  of 
the  increase  or  decrease  of  the  induced  current  in  an  inductive 
resistance  with  the  time,  and  the  law  of  the  increase  or  decrease 
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of  the  chai^ng  current  of  a  condenser  with  the  time,  are  identi- 
cal, §§41—42,  an  exact  balance  for  both  transient  and  steady 
currents  can  be  obtained  by  using,  with  given  inductance  and 
resistances,  a  condenser  of  a  particular  capacity.  By  readjusting 
the  non-inductive  resistances,  however,  a  balance  for  both  steady 
and  transient  currents  may  be  obtained  for  any  inductance  and 
capacity.  Thus,  if  R  and  P  are  fixed,  the  ratio  of  the  effect  of 
the  inductance  to  that  of  the  capacity  is  decreased  by  increasing 
Q  and  T  and  keeping  always  QjT=^  PjR,  When  this  double 
balance  has  been  attained,  then,  as  shown  below, 

LIS~RQ=.PT  (140) 

Anderson'*  Hodifloation.    To  avoid  the  necessity  of  this  tedious 

process  of  readjustment  and   trial,  an  additional  non-inductive 

resistance  W  may  be  inserted  between  D  and  the  condenser  and 

galvanometer.  Fig.   126.     This  will  not  affect  the  balance  for 


steady  currents,  but  will  enable  the  effect  of  the  condenser  on 
the  balance  for  variable  currents  to  be  altered.  Aff:er  the  balance 
for  steady  currents  has  been  attained,  the  resistance  Wis  altered 
until  the  balance  is  good  for  transient  currents  also.     Then 

L/S=W{R+T)  +  PT  (141) 

IV  thus  increases  the  effect  of  the  condenser.  If  the  condenser 
has  too  great  an  effect  when  W:ms  o,  PT(or  QR)  must  be  de- 
creased in  the  balance  for  steady  currents. 

To  establish  (141),  let  x,  x,y  +  z^y,  and  z  denote  the  currents 
in  the  branches  R,  T,  P,  Q,  and  W,  respectively,  at  the  time  t  after 
closing  or  opening  K^,  the  double  balance  having  been  attained. 
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Then,  since  the  fall  of  potential  along  the  ^th-ABE  is  equal 
to  that  along  the  path  ADE,  we  have 

/ix  +  Ldxjdt  =-  P{y  +  s)+  We  (a) 

In  the  same  way  the  fall  of  potential  from  D  to  C  through  Q 
is  equal  to  that  from  D  to  C  through  W  arid  the  condenser ; 
that  is 

where  g^  denotes  the  initial  charge  of  the  condenser. 

Likewise,  the  fall  of  potential  from  E  to  C  through  the  con- 
denser is  equal  to  that  from  £  to  C  through  the  galvanometer 
and  T;  or 

Eliminating  x  and  y  from  {a)  by  {d)  and  (ir),  differentiating 
with  respect  to  t,  and  equating  to  zero  separately  the  coefRdents 
of  2  and  dzjdt  (since  the  equation  holds  for  all  values  of  3  and 
dzjdt,  including  zero),  we  obtain  the  conditions  of  a  double 
balance  : 

RjT^PQ  (d) 

the  condition  for  a  balance  for  steady  currents  ;  and  (141),  vi^., 

L/S-(R+  T)W^PT 
which  reduces  to  (140)  when  W=  o. 

Eniwll'fl  Hodifloation.  If  a  given  inductance  is  to  be  com- 
pared with  an  adjustable  standard  capacity,  or  if  a  capacity  is  to 
be  compared  with  a  standard  inductance  which  can  be  adjusted 
to  dtf^rent  values  without  an  alteration  of  resistance,  the  balance 
for  steady  currents  is  first  efiected,  then  the  galvanometer  circuit 
is  closed  and  the  standard  capacity  or  inductance  altered  until 
the  galvanometer  needle  remains  undeflected  when  the  battery 
key  is  opened  or  closed. 
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07.  Hazwell'i  Xetbod  of  Comparing  Indnotanoei.  Ttie  two 
coils  whose  inductances  Z,  and  L^  are  to  be  compared  are  joined 
up  with  four  non-inductive  adjustable  resistances  and  a  battery 
and  galvanometer  as  shown  in  Fig.  1 27.     (The  connections  of 


the  battery  and  galvanometer  may  be  interchanged.)  ^i,  R^, 
etc.,  denote  the  total  resistances  in  the  branches  AB,  BC,  etc. 
The  resistances  are  varied  until  the  galvanometer  shows  no  deflec- 
tion for  steady  currents  {K^  closed  after  K^  or  for  transient  or 
variable  currents  {K^  closed  after  K^  or  opened  before  K^.    Then 

A/£,  =  R^IR^  ~  RJR^  (142) 

For,  when  such  a  double  balance  has  been  effected,  the  voltage 
from  ^  to  ^  is  equal  to  the  voltage  from  ^  to  i?  at  any  time  /  ; 

^^^  '^'  ^/,  +  ^^AM'  =  -^/s 

where  /,  and  /,  denote  the  currents  through  ABC  and  ADC  re- 
spectively. In  like  manner  the  voltage  from  5  to  C"  is  equal  to 
the  voltage  from  D  Xa  C,  that  is 

RJ^-\-L^T^jdl=RJ^ 

Combining  these  two  equations  and  dividing  the  resulting  equa- 
tion by  ly  we  obtain 


b.Googic 


ELECTROMAGNETIC   INDUCTION.  4O9 

Since  this  equation  is  true  ibr  all  values  (A  the  current  /,  and 
its  rate  of  change,  including  zero,  we  have 

R^R^  =  R^^  (a) 

which  is  the  condition  for  a  balance  with  steady  currents,  and 

which  is  the  additional  condition  for  a  balance  for  variable  cur- 
rents.    From  these  equations  (142)  follows  immediately. 

Standard  coils  are  constructed  whose  inductances  can  be  varied 
within  wide  limits  without  an  alteration  of  resistance.  If  one  of 
the  coils  to  be  compared  is  a  standard  of  this  kind,  a  balance  for 
steady  currents  is  first  obtained  in  the  ordinary  way;  then,  with- 
out altering  the  resistance  in  any  part  of  the  network,  a  balance 
for  transient  currents  is  made  by  altering  the  inductance  of  the 
standard.     See  §  18. 

68.  Csry  Foitcr'a  Kethods  of  Comparing  a  Hntnal  Indnotanoe 
and  a  Cspaoity.    Let  connections  be  made  as  in  Fig.  12S,  5  and 


M  denoting  the  capacity  and  mutual  inductance,  Ry  the  total  re- 
sistance from  A  through  A",  to  B,  and  R^  the  resistance  between 
the  points  A  and  C,  both  resistances  being,  at  least  in  part,  ad- 
justable. If  K^  b  open  and  K^  closed,  then  when  A"  is  opened 
or  closed  a  chaise  SR^I  will  traverse  the  galvanometer,  /  de- 
noting the  steady  value  of  the  current  in  the  battery  circuit.  If 
K^  is  open  and  K^  closed,  a  charge  Mfj{R^  +S)'  where  g  de- 
notes the  galvanometer  resistance,  will  traverse  the  galvanometer. 
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By  reading  the  two  galvanometer  deflections  the  ratio  of  J/"  to  ^ 
may  therefore  be  obtained. 

In  Cary  Foster's  null  method  connections  are  so  made  that 
on  closing  K  or  on  opening  K  the  capacity  and  inductance  dis- 
chai^es  arc  in  opposite  directions  through  the  galvanometer. 
Then  K^  and  K^  are  both  closed,  and  the  resistances  R^  and  R^ 
are  adjusted  until  on  opening  or  closing  K  there  is  no  deflection 
of  the  galvanometer  needle,  showing  that  the  total  discharge 
through  the  galvanometer  is  zero.     Then 

MIIR^  =  R^rs 

g  not  entering  the  expression.     Hence 

MfS^-RJi^  (I43> 

The  demonstration  is  left  to  the  reader,  who  should  refer  to 
§55- 

S9.  BriUoniti'i  XodifloatioD  of  Xaxwell'i  Hethod  of  Comparing 
th«  Kutual  Induetanoe,  X,  of  Two  Coils  witii  the  Self-Indaetaaoe, 
L,  of  One  of  Them.     The  coil  with  inductance  L  and  resistance  R 


is  connected  up  with  three  non-inductive  resistances  P,  Q,  T'm 
a  Wheatstone's  bridge.  Fig.  1 29,  and  the  other  coil  is  connected 
through  an  adjustable  resistance  to  the  points  A  and  C.  Balance 
is  first  obtained  for  steady  currents  in  the  usual  way,  then  the 
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resistance  ^of  the  branch  .^4.?^  is  adjusted  until  the  galvanometer 
shows  no  deflection  when  the  galvanometer  circuit  is  closed  and 
the  battery  key  is  opened  or  closed.  In  order  that  the  mutual 
inductance  of  the  two  coils  may  thus  neutralise  the  effect  of  the 
self-inductance  of  one  of  them,  the  two  coils  must  be  so  con- 
nected that  their  currents  flow  always  in  opposite  directions 
around  the  tubes  of  induction  which  thread  them.     Then 

LIM-(R+T)IS  (144) 

For  the  increase  of  voltage  from  A  to  B  due  to  the  self-induc- 
tance is  L  dxjdt,  and  the  decrease  in  the  voltage  due  to  ^e 
mutual  inductance  is  Mdsfdt,  where  x  and  s  denote  the  currents 
through  ABC  and  ASC  respectively.  Hence,  when  the  balance 
for  transient  currents  is  attained, 

Ldxjdt=Mdsjdt 

Integrating  through  the  time  /  in  which  the  currents  rise  from 
zero  to  their  steady  values  x^  and  ^g,  or  in  which  they  drop  from 
their  steady  values  to  zero,  we  have 

lJ* dxjdt dt=.Lx^-  MCdejdtdt -  Mz, 

Hence  LjM-  zjx^  =  {R+  T)/S 

60.  The  Compariaon  of  «  Capaoity  vitb  a  Eeiiitaaofl.  A  ca- 
pacity may  be  compared  with  a  resistance  by  a  method  exactly 
analogous  to  that  of  §  53,  as  shown  in  §  36,  XII,  The  following 
null  method,  due  to  Maxwell,  is,  however,  much  to  be  preferred. 

One  branch  of  the  Wheatetone's  bridge,  as  the  branch  23,  Fig. 
76  is  cut  and  a  condenser  AB  inserted,  the  plate  B  being  con- 
nected by  a  wire  of  negligible  resistance  to  the  point  3,  and  the 
plate  A  being  connected  in  the  same  way  with  a  rapidly  and 
uniformly  moving  commutator,  which  puts  it  alternately  into 
electrical  contact  with  the  point  3  and  the  point  2.  When  A  is 
connected  to  3  the  condenser  is  short-circuited  and  the  galvanom- 
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eter  is  traversed  by  a  current  in  the  direction  24 ;  while  during 
a  part  of  the  time  the  plate  A  is  connected  with  2  the  galvanom- 
eter is  traversed  by  a  current  in  the  opposite  direction  42,  the 
plate  A  being  charged  through  the  galvanometer  and  the  branch 
1 2.  If  the  period  of  the  galvanometer  needle  (or  coil)  is  great  in 
comparison  with  the  period  of  the  commutator,  a  steady  deflec- 
tion will,  in  general,  result.  By  suitably  adjusting  the  resistances 
a,  b,  and  d,  however,  the  average  current  through  the  galvanom- 
eter, reckoned  as  positive  in  one  direction  and  negative  in  the 
other,  may  be  made  zero,  when  the  galvanometer  wDl  show  no 
deflection  whether  the  battery  is  connected  to  the  bridge  or 
not  This  is  the  only  adjustment  to  be  made  in  the  practise  of 
the  method. 

When  this  balance  has  been  effected,  the  average  voltage 
from  I  to  2  is  equal  to  the  average  voltage  from  i  to  4,  i.  e.,  to 

if  ^  denotes  the  e.m.f.  of  the  battery,  and  if  the  battery  resistance 
is  negligible  (a  condition  easy  to  attain)  in  comparison  with  that 
of  the  bridge  (from  point  i  to  point  3).  Hence  the  average  value 
of  the  current  in  the  branch  1 2  is 

and  this  is  equal  to  the  average  charging  current  of  the  con- 
denser, since  the  average  current  through  the  galvanometer  is 
zero. 

The  voltage  of  the  condenser  when  fully  charged  is  the  volt- 
age between  the  points  1  and  2  when  the  current  in  every  part  of 
the  bridge  has  reached  its  steady  state.  This  voltage  is  readily 
seen  to  be 

l>{a  +  g)  +  d(a  -^b+g) 

Hence,  if  «  denotes  the  frequency  of  the  commutator,  or  the 
number  of  times  the  condenser  is  charged  per  second,  and  S  the 
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capacity  of  the  condenser,  the  average  value  of  the  charging  cur- 
rent of  the  condenser  is 

Equating  the  two  expressions  for  /  and  solving  for  S,  we 
obtain 

When  the  condenser  has  a  guard  ring,  this  method  cannot  be 
used  without  an  inconvenient  modification.t  A  much  simpler 
method,  however,  equal  in  accuracy,  can  be  used  in  all  cases.  A 
galvanometer  with  two  independent  coils  acting  on  the  same 
needle  (differential  galvanometer)  has  the  intermittent  condenser 
current  sent  through  one  coil  and  a  steady  current  from  the 
battery  in  the  opposite  direction  through  the  other.  The  deflec- 
tion is  reduced  to  zero  by  suitably  adjusting  the  resistance  con- 
nected with  this  second  coil.  This  method,  due  to  Klemencic, 
has  been  used  with  great  precision  by  Himstedt  X  and  by  H. 
Abraham  §  in  the  determination  of  a  (XIV.,  §  4). 

CompariBon  of  CapacitinB.  These  methods  also  serve  admira- 
bly for  the  comparison  of  capacities,  only  the  ratios  of  the  re- 
sistances being  necessarily  known. 

61.  The  Comparison  of  an  Indnotanee  vith  a  Rssiitanoa.  The 
coil  AB,  with  inductance  L,  is  connected  up  with  three  non-in- 
ductive resistances  P,  Q,  and  T,  a  galvanometer,  and  a  constant 
battery,  as  shown  in  Fig.  121;  (the  dotted  lines  being  annulled), 
and  a  balance  for  steady  currents  is  effected  in  the  usual  way. 
With  the  key  A",  closed.  A",  is  then  either  opened  or  closed,  when 
the  flux  through  the  coil  will  change  from  LI  to  o  or  from  o  to 

•H.  Abraham,  Ann.  di  Chim.  tide  Phys.,  Vol.  27,  1892. 

|PoT  an  important  investigation  in  nhich  the  method  was  modified  and  used  with 
n  guard  ring  condenser,  see  Thomson  tnd  Searle,  Phil.  Trait].,  A,  189a 
XWieJ.  Ann.,  Vol.  35,  l8«8. 
jLoc  dt. 
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LI,  I  denoting  the  steady  value  of  the  current  in  AB.  Owing 
to  the  change  of  flux  and  the  e.m.f.  developed  thereby  in  the 
coil  AB,  a  charge  q  proportional  to  /./will  traverse  the  galva- 
nometer, producing  an  angular  throw  6,  such  that 

where  K'xsa.  constant  depending  on  the  resistances. 

The  balance  for  steady  currents  is  then  disturbed  by  increasing 
or  decreasing  the  resistance  R  of  the  branch  AB  by  a  very  small 
quantity  iff.  If  /'  denotes  the  new  value  of  the  steady  current 
in  AB,  an  e.m.f.  I'^R  will  thus  exist  in  the  branch  during  the 
steady  state,  and  a  steady  deflection  6'  of  the  galvanometer 
needle  will  result,  such  that 

A' being  the  same  constant  occurring  in  the  previous  equation. 
Eliminating  K  from  the  two  equations  and  solving  for  L,  we 

-  =  --7-,^i^  C.46) 

The  ratio  I'  II  of  the  final  and  initial  values  of  the  steady 
current  in  AB  can  be  calculated  from  the  resistances  in  the 
bridge.  It  is  obvious  that  ordinarily  the  ratio  will  be  sensibly 
equal  to 

I'  R+T 

I  ~R  +  AR+  T 

which  is  very  nearly  unity. 

The  method  was  originated  by  Maxwell,  and  was  first  used 
with  precision  in  an  important  investigation  by  Lord  Rayleigh 
(PM.  Trans.,  Part  II.,  1882). 
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CHAPTER    XIV. 

UNITS  AND   DIMENSIONS. 

1.  The  Eleotioitatio  Syttema  of  Units,  (i)  The  rational  electro- 
statK  system.  The  rational  electrostatic  unit  charge,  fully  dis- 
cussed in  Chapter  I.,  is  defined  by  the  equation 

q^iA^TcDFf  (1) 

where  L  and  ^are  expressed  in  c.g.s.  units  and  c  is  expressed 
in  terms  of  the  permittivity  of  free  aether  {c^  as  unit  permittivity. 

From  this  fundamental  definition  and  the  further  definition  that 
all  the  equations  hitherto  developed  (except  those  specified  as 
belonging  io  irrational  systems)  hold  good  for  all  rational  systems 
of  units  (electromagnetic  as  well  as  electrostatic),  the  definitions 
of  the  rational  electrostatic  units  of  all  the  other  electrical  quan- 
tities follow.  Thus  the  definition  of  the  RES  unit  current  is 
given  by  the  equation  /=  qjt,  /being  expressed  in  RES  unit 
current  when  q  is  expressed  in  the  RES  unit  charge  and  /  in  the 
c.g.s.  unit  time  ;  similarly,  the  definition  of  the  RES  unit  mag- 
netic intensity  then  follows  from  the  relation  ft  =  m.m.f.  ^  H 
X  2ird=I{%  i4  or  15,  XII.);  the  definition  of  the  .^^LS  unit 
magnetic  pole  strength  then  follows  from  the  equation  m  »  EjH; 
and  then  the  definition  of  the  RES  unit  magnetic  inductivtty  from 
the  equation /t  =  «w'/4flrZ.*/^;  etc. 

(2)  The  common  or  irrational  electrostatic  system.  If,  however, 
while  the  units  of  permittivity,  force,  and  length  remain  un- 
changed, A,  equation  (1'),  I.,  is  put  equal  to  unity  instead  of  4Tr, 
we  obtain,  as  the  definition  of  the  (irrational  or  common)  electro- 
static unit  charge,  the  equation 

q  =  {cl^F)'  (2) 
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On  comparing  this  equation  with  (i)  we  see  that  the  electro- 
static unit  just  defined  is  equal  to  (4n-)l  times  the  rational  unit 

The  system  of  electrical  units  built  up  from  this  unit  char^ 
as  fundamental  unit  in  a  manner  exactly  similar  to  that  in  which 
the  rational  system  is  built  up  from  the  R£S  unit  charge,  with 
the  exception  of  a  few  units,  such  as  intensity  of  electrisation  or 
magnetisation,  which,  as  stated  in  appropriate  places  in  the  text, 
are  differently  defined,  is  called  the  eUctrostaHc  (£S)  system  of 
units. 

2.  The  Eleetroma^etic  Syttemi  of  TTniti.  (i)  Tie  rational 
electromagnetic  system.  The  rational  electrom^netic  unit  mag- 
netic pole  strength  is  defined  by  the  equation 

m  =  {4viiL*F)i  (3) 

where  L  and  F  are  expressed  in  c.g.s.  units  and  ft  is  expressed 
in  terms  of  the  inductivity  of  free  aether  (^J  as  unit  inductivity. 

From  this  fundamental  definition  and  the  general  equations 
already  developed  for  systems  defined  as  rational,  the  definitions 
of  the  rational  electromagnetic  units  of  all  the  other  electrical 
quantities  follow.  Thus  the  REJlf  unit  magnetic  intensity  is 
defined  by  the  equation  //  =  Fjm,  H  being  expressed  in  the 
REMwmt  magnetic  intensity  by  definition,  when  m  is  expressed 
in  the  ^£^unit  pole  strength  and  F'va  c.g.s.  units;  the  REM 
unit  current  is  defined  by  the  relation  /=  FjBL  or  /*=  2vd  x  H; 
th^  REM MXiit  electric  charge  from  the  relation  y  =  It;  the  REM 
unit  electric  permittivity  from  the  equation  <:  =  ^/4'n-i'F;  etc. 

(2)  Tke  common  (or  irrational)  system.  If,  without  changing 
the  units  of  inductivity,  force,  or  length,  we  put  ^,  (i),  XI.,  equal 
to  unity  instead  of  4^,  we  obtain,  as  the  definition  of  the  electro- 
magnetic {EM)  unit  pole  strength,  the  relation 

m  =  {^L'F-^  (4) 

On  comparing  this  equation  with  (3)  we  see  that  the  electro- 
mc^etic  unit  just  defined  is  equal  to  (47r)l  times  the  electromag- 
netic rational  unit  pole  strength. 
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The  system  of  electrical  units  built  up  from  this  unit  pole 
strength  as  fundamental  unit  in  a  manner  exactly  similar  to  that 
in  which  the  rational  system  is  built  up  from  the  REM  unit  pole 
strength,  with  the  exceptions  referred  to  in  the  closing  para- 
graph of  §1,  is  called  the  electromagnetic  system  of  units, 

3.  Belatiani  Between  the  Tiiits  of  Different  Sritemi.  Every 
equation  developed  in  the  preceding  chapters  holds  good,  as 
already  stated,  by  definition,  when  eveiy  electrical  quantity  oc- 
curring therein  is  expressed  in  its  rational  electrostatic  unit,  or 
when  every  electrical  quantity  is  expressed  in  its  rational  electro- 
magnetic unit,  alt  other  quantities  being  expressed  in  c.g.s.  units. 
Every  one  of  these  equations  that  contains  the  definition  of  a 
unit,  moreover,  except  those  defining  unit  charge,  unit  pole 
strength,  and  the  other  units  referred  to  in  the  closing  paragraph 
of  §  I  and  mentioned  in  the  appropriate  places  in  the  text,  is 
valid  also  when  expressed  in  irrational  units  throughout,  either 
all  electrostatic  or  all  electromagnetic.  Thus,  on  any  system 
of  units,  electric  intensity  is  defined  as  the  force  per  unit  charge, 
magnetic  intensity  as  the  force  per  unit  pole  strength,  electric 
displacement  as  permittivity  x  intensity,  capacity  as  charge  per 
unit  voltage,  etc  The  following  definitional  equations,  in  which 
plain  letters  denote  quantities  expressed  in  rational  units  and 
primed  letters  quantities  expressed  in  irrational  units,  will  serve 
as  examples:  F=.Eq=E^ 

F=Hm=  H'm' 

c  =  DjE=D'lE 

t^gjl-q'IF 
FjL^IB-l'B' 
dHldt=RP  =  R'F* 
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S-,IV,      S'^q'IV 

(but  5  -  jDdSj  rand  5-  -fl/dS/iiT  V) 

P=  */n,  P  -  *'/n' 

J-D,-cfi^  Vrf-D,-c,E, 
J-B,~ix^H,  An'f-B.-i^.H, 
L  -  Njl,  U  -  N'jr 

etc.,  nearly  all  the  equations  being  identical  on  the  two  systems. 
On  the  other  hand,  while  some  of  the  derived  equations  are 

identical  in  the  rational  and  irrational  systems,  many  are  not 

identical.     Thus,  for  example,  on  developing  the  equations  for 

the  irrational  systems,  we  find  that 

n'  =  47ry'.  while  11  =  y 

S'  -  n'/4»p,  while  5-- n/r 

V  -  q'IcL,         while  V-  gl4wcL 
U'  -  icE^'l^ir,    while  U-  icB 
T'  -  iflPlvr,  while  T-  ii^ff' 
curl  /T  =  4ir(',    while  curl  H ^i 
while  EJso 

W~  \S'  r*  =  1?'V5'  =  J/  F'  =  J5f^  =  \>flS  =\qV 

curl  B  -=  —dB'jdt,  curl  E~—dBjdt     etc.,  etc. 

The  ratio  of  the  rational  electrostatic  unit  of  a  given  quantity 
to  the  irrational  electrostatic  unit  of  the  same  quantity  is  alwa/.t 
equal  to  the  ratio  of  the  corresponding  rational  electromagnetic 
unit  to  the  irrational  electromagnetic  unit.  This  ratio  for  each 
of  the  principal  electrical  quantities  is  given  in  Table  TI. 
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The  ratio  of  the  rational  electrostatic^  unit  to  the  rational 
electromagnetic  unit  of  a  given  quantity  is  always  equal  to  the 
ratio  of  the  irrational  electrostatic  unit  to  the  irrational  electro- 
magnetic unit  of  the  same  quantity.  This  ratio  can  easily  be 
found  in  any  case  from  the  equations  defining  and  connecting  the 
units,  and  the  relation  given  in  §  4,  XII.,  between  the  electro- 
magnetic and  electrostatic  unit  current.  Thus  the  electromag- 
netic unit  charge  or  current  is  a  times  as  great  as  the  corre- 
sponding electrostatic  unit ;  the  electrostatic  unit  magnetic  pole 
strength  is  a  times  as  great  as  the  electromagnetic  unit  pole 
strength ;  the  electromagnetic  unit  permittivity  is  a^  times  as 
great  as  the  electrostatic  unit  permittivity ;  the  electrostatic  unit 
inductivity  is  a*  times  as  great  as  the  electromagnetic  unit  in- 
ductivity,  etc.,  etc.;  the  ratio  of  the  electrostatic  to  the  electro- 
magnetic unit  being  always  a,  a',  a-',  or  a~\ 

The  ratio  of  the  electrostatic  to  the  electromagnetic  unit  of 
each  principal  electrical  quantity  is  given  in  Table  II.  The  table 
also  contains  the  ratio  of  the  rational  electrostatic  unit  of  each 
quantity  to  the  irrational  electromagnetic  unit. 

As  shown  by  the  table,  or  by  the  preceding  statement,  the  per- 
mittivity of  free  aether,  which  is  unity  on  the  electrostatic  systems, 
is  I  /a*  X  unity  on  the  electromagnetic  systems.  Also,  the  in- 
ductivity of  free  aether,  which  is  unity  on  the  electromagnetic 
systems,  is  ijt^  y.  unity  on  the  electrostatic  systems.  Thus  the 
product  of  the  permittivity  of  free  a£ther  by  its  inductivity,  both 
measured  on  the  same  system  of  units,  is  equal,  numerically, 
to  ij^. 

Of  the  dimensions  (§  6)  of  a  nothing  is  known.  In  all  that 
precedes  we  have  assumed  its  dimensions  to  be  zero,  and  we 
shall  adhere  to  this  assumption  in  what  follows,  that  is  we  shall 
treat  rt  as  a  mere  number,  except  where  the  contrary  is  stated. 

4.  Experimental  Setermination  of  the  Hagnitade  of  a.  To  de- 
termine the  value  of  a  experimentally,  it  is  necessary  only  to  find 
the  ratio  between  the  electrostatic  and  electromagnetic  measures 
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of  any  one  electrical  quantity.  This  will  furnish  u  or  a  known 
power  of  a  according  to  what  precedes.  Hence  the  ratio  a  can 
be  determined  in  a  great  variety  of  ways.  For  example,  the 
capacity  of  a  standard  condenser  can  be  determined  in  absolute 
electrostatic  measure  from  the  measurement  of  its  geometrical 
dimensions  (§§1-2,  III.),  and  can  be  determined  in  absolute  elec- 
tromagnetic measure  by  comparison  with  a  resistance  (§60,  XIII.), 
or  a  mutual  inductance  (§58,  XIII.),  or  other  electrical  quantity, 
independently  determined  in  absolute  measure  according  to  the 
methods  described  above,  or  other  methods.  By  such  methods, 
and  a  number  of  others,  some  of  which  will  be  apparent  from 
the  methods  of  measurement  previously  discussed  in  this  book, 
a  has  been  determined  with  considerable  precision.  The  best 
results  all  lie  close  (within  a  few  tenths  per  cent.)  to  3  x  10'". 

For  some  of  the  most  recent  and  best  determinations,  see 
Thomson  and  Searle,  PAi/.  Trans.,  A,  1890;  H.  Abraham,  v4k«, 
de  C/dm.  el  de  Pkys.,  Vol.  27,  1892;  and  D.  Hermuzescu,  Ann, 
de  Chitn.  et  de  Phys.,  Vol.  10,  1897. 

According  to  the  theory  developed  in  Chapter  XVI.,  electro- 
magnetic waves  are  propagated  in  free  aether  with  the  velocity 
p=  l/(c^^,  which  is  equal  to  a  numerically.  This  velocity  has 
been  determined  approximately  for  long  waves,  and  very  accu- 
rately for  extremely  short  waves  (light),  and  found  to  agree  with 
o  as  otherwise  determined  within  the  limits  of  error  of  experiment. 

B,  Practioal  Tniti.  The  rational  systems  of  units  are  at  present 
unfortunately  but  little  used,  and  the  irrational  electrostatic  system 
is  used  only  in  pure  science  and  mostly  for  theoretical  purposes. 
The  irrational  electromagnetic  system,  on  the  other  hand,  is  more 
extensively  used.  For  the  purposes  of  ordinary  experimental 
work,  however,  especially  for  the  purposes  of  electrical  engi- 
neering, many  of  the  electromagnetic  units,  as  well  as  many  of 
the  c.g.s.  mechanical  units,  are  inconveniently  lai^e  or  small. 
Hence  a  practical  system  of  units,  each  a  decimal  multiple  or 
submuMple  of  the  corresponding  (irrational)  eUctromagnetic  unit, 
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or  the  cg.s.  mechanical  unit,  has  been  developed  in  which  each 
of  the  units  most  frequently  employed  in  practice  has  a  magni- 
tude of  the  same  order  as  that  of  the  quantities  with  which  it  is 
ordinarily  to  be  compared.  These  units  are  so  chosen  as  to  form 
a  self-consistent  system  satisfying  all  the  equations  satisfied  by 
the  electromagnetic  system,  except  those  equations  which  are  not 
wholly  made  up  of  quantities  whose  units  are  defined  in  the  prac- 
tical system.  The  units  of  tnass,  length,  pirrmitivity,  and  indue- 
Hvity  are  the  same  in  both  systems.  The  relations  between  the 
other  practical  units  and  the  electromagnetic  units  are  given  in 
Table  II.  together  with  the  names  of  the  practical  units. 

A  unit  one  million  (lo*)  times  as  great  as  any  one  of  these 
units  is  designated  by  the  name  of  the  unit  with  the  prefix  tnega 
or  tneg.     Thus  a  megohm  is  one  million  ohms. 

A  unit  one  millionth  {io~*)  as  great  as  any  one  of  these  units 
is  designated  by  the  name  of  the  unit  with  the  prefix  micro. 
Thus  a  microvolt  or  microfarad  is  one  millionth  of  a  volt  or  a 
farad. 

In  like  manner  the  prefixes  dcka,  deci,  centi,  etc.,  are  attached 
to  the  names  of  the  units  with  the  same  effects  as  they  have  upon 
the  common  units  of  the  metric  system, 

6.  TheSimenuoiuof  ElecMcKiaaantities,*  As  already  stated, 
nothing  is  known  of  the  physical  nature,  or  dimensions  in  mass, 
length,  and  time,  of  the  quantities  c,  n,  and  a.     Hence,  since 

"Vector  DimensioDS.  In  the  system  of  dimensions  sdopicd  here  no  Bccount  ha& 
been  taken  of  the  fact  Ihat  a  length,  unlike  a  mass  or  a  lime,  is  a  vector,  or  directed 
quantitjr.  Thus,  on  this  system,  the  dimensions  of  a  plane  angle,  whidi  is  a  length 
divided  by  a  length,  aie  lero  in  [^/],  [Z],  and  [  T],  although  one  of  the  lengths  is 
perpendicular  to  the  other  ;  the  dimensions  of  a  solid  angle  are  zen>,  although  it  is  ■ 
surface  divided  by  the  square  of  a  length  perpendicular  thereto;  the  dimensions  of 
work  (force  X  distance  in  direction  of  force)  are  equal  to  the  dimendons  of  torque 
(force  X'^istaoce  perpendicular  to  force),  etc.,  cic.  Yet  there  is  an  essential  diflereace 
between  a  mere  number,  which  of  course  has  no  dimensions,  and  a  plane  or  solid 
angle,  and  there  is  an  essential  difference  between  the  pbyrical  nature  of  a  quantity  of 
work  and  a  torque. 

These  anomalies  vanish,  however,  if  we  express  all  dimensions  in  terms  of  [i1/], 
[  7"],  and  [X},  [  V],  and  [Z],  three  lengths  at  right  angles  to  one  another,  thus 
taking  account  of  the  vector  nature  of  L.     On  this  system,  a  plane  angle  has  such 
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every  electrical  unit  involves  one  or  more  of  these  quantities,  the 
complete  dimensions  of  every  electrical  quantity  are  unknown. 
If,  however,  [r],  [>*],  and  [n]  are  written  for  the  unknown 
dimensions  in  mass,  length,  and  time  off,  fi,  and  a,  respectively, 
a  complete  exprtssion  for  the  dimensions  of  every  electrical  quan- 
tity can  be  written  down.  Thus,  if  the  dimensions  of  any  quan- 
tity are  obtained  from  the  equations  of  either  of  the  electrostatic 
systems,  they  will  be  expressed  in  terms  of  [jW],  [Z],  [7"],  ani 
\a\  and  [c]  ;  if  they  are  obtained  from  the  equations  of  either 
electromagnetic  system,  they  will  be  expressed  in  tenns  of  [jV]  , 
[Z-J,  [?"],  [(*],  and  [/i].  The  dimensions  of  all  the  principal 
electrical  quantities,  both  in  terms  of  \a\  and  \c'\  and  in  terms 
of  [fl]  and  \ii\,  are  given  in  Table  II. 

Since  the  actual  dimensions  in  \M'\,  [Z],  and  [7"]  of  any 
electrical  quantity  must  be  the  same  whether  expressed  in  terms 
of  \a\  and  [c]  or  in  terms  of  \a\  and  \ji\ ,  the  dimensions  of 
any  quantity  in  terms  of  [a]  and  [c]  may  be  equated  to  its  di- 
mensions in  terms  of  [a]  and  [/i].  Thus,  equating  the  dimen- 
sions of  electric  chaise  in  terms  of  [a]  and  [c]  to  its  dimensions 
in  terms  of  [a]  and  [^] ,  we  obtain 

[jmLtT-'ci]  =  [MHifi-ia] 

ia/dt^q  =  WT]  (S) 

That  is,  the  quantity  aje^pi  is  a  linear  velocity.  Exactly  the  same 
relation,  (;),  and  only  this  relation,  follows  from  equating  the  two 
expressions  for  the  dimensions  of  any  other  electrical  quantity. 

The  velocity  of  electromagnetic  waves  as  determined  from  the 
equations  of  Chapter  XVI.  is  i  j{fM:f.  In  these  equations,  how- 
ever, as  stated  above,  the  dimensions  of  a  are  igiiored.  If  this 
is  not  done,  it  is  easy  to  see  that  the  velocity  comes  out  equal 
to  i/(f^)^  X  [rt],  which  is  numerically  equal  to  if(cfi)i  and  is 
dimensionally  correct  by  (5). 

dimensions  as  [XV-'2  or  [  K?->]!  a  solid  angle  such  dimensions  as  IXVZ-'}  or 
(  VZJC-') ;  a  quantity  at  work  such  dimensions  a!  f  ,V.V'  T-']  j  a  torque  »uch  dimen- 
sions as  [MXVT^y,  etc.  This  is  therefore  a  ri-iionai  system  of  dimensions.  This 
(yslem  o(  dimensions,  as  applied  (o  mechanical  and  electricnl  quantities,  h  discussed 
at  length  by  W.  Williams,  in  this  PAilaicfiii^ai  Af.i^a:in,,  September,  1892. 
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THE  GENERAL   ELECTRIC  CURRENT. 

1.  IHBplaoement  Cimetit  and  Haffnetic  Intenrity.  It  has  been 
shown  in  §  27,  XIII.,  that  when  no  other  kind  of  current  is 
present  the  conduction  current  across  a  surface  is  equal  to  the 
m.m.f.  around  the  edge  of  the  surface,  and  that  the  conduction 
current  density  is  equal  to  the  curl  of  the  magnetic  intensity. 

That  a  changing  electric  displacement,  or  a  pure  displacement 
current,  also  gives  rise  to  a  magnetic  field  similar,  qualitatively, 
to  that  of  a  conduction  current  Hertz  proved  by  direct  experi- 
ments. Consistently  with  these  experiments,  we  shall  here  as- 
sume that  a  given  displacement  current  develops  a  magnetic 
field  similar,  both  qualitatively  and  quantitatively,  to  that  con- 
nected with  a  conduction  current  of  the  same  magnitude  and 
distribution.  The  very  important  consequences  of  this  assump- 
tion are  in  rigorous  accord  with  experiment  (XVI.).  Thus  we 
may  write  for  a  closed  curve  through  which  the  electric  flux  is 
changing  and  through  which  there  is  no  other  form  of  current 
than  a  displacement  current, 

n==/,  =  rfn/^/  (I) 

and  curl  H~  i^  <-  dDjdt  (2) 

which  are  analogous  to  (8)  and  (9),  XIII. 

Q,  is  called  an  induced  m.tn./.,  and  H  an  induced  magnetic, 
intensity. 

2.  The  Kagnetie  Field  Induced  by  the  Motion  of  a  Coooeabated 
Charffo.      Let   an  approximately  concentrated   charge  q  =  pdr 
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move  with  a  velocity  v.  Fig.  130.  Let  11  denote  the  electric 
flux  through  a  drcle  of  any  radius  a  with  its  axis  passing  through 
dr  parallel  to  v,  and  let  the  direction  of  »  be  chosen  as  the  posi- 
tive direction  through  the  circle.  Owing  to  the  motion  of  the 
chaise  with  its  field  the  flux  through  the  drcle  will  increase  at 
the  rsXedWjdi  and  am.ni.f.  equal  toil  —  dU-jdlvjiW  be  induced 
in  the  positive  direction  around  the  circle.     By  symmetry,  the 


induced  magnetic  intensity  H  is  equal  in  magnitude  at  all  points 
of  the  circle  which,  like  all  other  parallel  drcles  centered  on  the 
same  axis,  is  a  line  of  magnetic  intensity.  Let  0  denote  the 
angle  between  v  and  the  direction  of  D  at  every  point  of  the  dr- 
cle; then 

i^II  jdt  =  i;  ■  sin  6-  2iral>  =  n  =  2iraff 

and  the  directions  of  the  vectors  are  so  related  that  this  equation 
gives 


H=yvD  sine 


(3) 


which  is  analogous  to  {5a),  XIIL 

Thus  the  magnetic  intensity  is  developed  by  the  motion  of  the 
tubes  of  electric  displacement  at  right  angles  to  their  length. 

Since  in  the  case  considered 
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where  r  (—  r  numerically)  is  the  distance  of  the  ciKle  from  dr, 
(3)  is  equivalent  to 

//■=  i/4wyVi'yrsin5— <A-/4flT*Vpp-^sintf 

=  drj^trr'-'^ijr  sin  ^     ^'*^ 

Thus,  as  shown  by  a  comparison  of  (4)  with  (13),  XII.,  the 
same  magnetic  effects  are  produced  by  a  moving  chaise  with 
convection  current  density  i^  as  by  a  conduction  current  of  den- 
sity i^  =  i^. 

In  strictness  the  above  results  are  only  approximate  and  re- 
quire an  appreciable  correction  when  v  is  comparable  with  the 
velocity  of  free  electromagnetic  disturbances  (the  velocity  of 
light),  §  II,  XVI,,  since  the  field  at  a  distance  from  a  moving 
charge  lags  behind  the  charge. 

A  similar  magnetic  field  would  be  developed  by  the  motion 
of  the  pole  of  an  electret,  and  an  electric  field  exactly  analogous 
to  this  last  by  the  motion  of  the  pole  of  a  magnet,  only  the 
space  outside  the  magnet  or  electret  being  considered. 

3.  The  Hag^etio  Field  of  a  Crlindrioal  Convectioii  Current. 
The  electric  field  of  a  cylindrical  condenser  is  discussed  in  §§  8-^, 
II,  Let  the  chaise  upon  unit  length  of  the  inner  conductor  be 
+  q  and  that  upon  unit  length  of  the  outer  conductor  therefore 
—  q ;  and,  for  simplicity,  suppose  the  conductivity  oJ  the  outer 
cylinder  perfect.  Then  the  tubes  of  displacement  will  tenninate 
normally  upon  the  outer  cylinder  whether  the  inner  cylinder  is 
at  rest  or  in  motion.  Let  the  inner  cylinder  move  with  a  velocity 
V  in  the  direction  AB  of  its  axis.  Then  the  convection  current 
through  any  closed  curve  surrounding  the  inner  cylinder  is 

I^!=qv 
in  the  direction  AB. 

By  the  last  article,  the  m.m.f.  around  any  closed  curve  sur- 
rounding the  inner  cylinder  and  within  the  outer  cylinder  is 
therefore 

il=  I^=qv 
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The  magnetic  intensity  has  the  same  magnitude  at  all  points 
of  any  circle  of  radius  r  coaxial  with  the  cylinders,  and  all  such 
circles  are  lines  of  magnetic  intensity.     Hence 

ft  =  2-jrrH  =  ^  =  2irrDv 
and,  with  due  respect  to  the  directions  of  the  vectors, 

H^yvD  (5) 

In  this  case  there  is  no  displacement  current  through  the  cir- 
cle of  intensity,  but  the  magnetic  field  is  developed  as  before  by 
the  motion  of  tubes  of  displacement  perpendicularly  to  their 
length,     (s)  is  a  particular  case  of  (3),  since  in  this  case  sin  6 

4.  Ezperimeuti  npon  flie  Coareotioii  Current.  That  an  electric 
convection  current,  in  conformity  with  the  above  theoiy,  is  accom- 
panied by  a  magnetic  field  of  the  same  character,  both  qualita- 
tively and  quantitatively,  as  that  connected  with  a  pure  conduc- 
tion current  of  the  same  magnitude  and  distribution,  has  been 
proved  in  several  series  of  experiments  by  Rowland,  using  charged 
rotating  dbcs,  and  has  been  confirmed  by  many  others. 

Just  as  the  magnetic  field  of  a  conduction  current  may  be 
deduced  as  a  consequence  of  Ampere's  law,  §  ir,  XII.,  so,  con- 
versely. Ampere's  law  may  be  deduced  as  a  consequence  of  the 
(experimentally  investigated)  magnetic  field  of  the  current.  Since 
therefore  a  convection  current  develops  a  magnetic  field  identical 
with  that  of  a  conduction  current  of  the  same  mj^itude  and 
distribution.  Ampere's  law  must  apply  to  such  a  current.  Hence 
a  beam  of  cathode  rays  (consisting  of  very  fine  negatively  charged 
particles,  or  electrons,  moving  with  velocities  approaching  that  of 
light)  should  be  deflected  when  immersed  in  a  magnetic  field 
perpendicular  to  the  beam.  That  such  a  deflection  occurs,  in 
qualitative  agreement  with  the  theory,  has  been  known  for  many 
■years.  A  deflection  in  a  m^netic  field,  in  the  direction  indicated 
by  theory,  of  the  much  more  massive  and  more  slowly  moving 
positively  chained  particles  forming  the  canal  rays  has  also  been 
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recently  observed.  The  assumption,  justified  by  the  experiments 
of  Rowland,  that  the  agreement  between  these  experiments  and 
theory  is  also  quantitative  has  recently  led  to  very  important 
advances  in  knowledge. 

In  accordance  with  what  precedes,  we  may  write  for  the  m.m.f. 
around  the  edge  of  a  surface  across  which  there  is  a  convection 
current  only  « -  /„  (6) 

and  curl  H=i^  (7) 

5.  Kagnetio  Intensity  and  tlie  Kotian  of  Eleotrio  Siiplaoement. 
Motional  Hagnetic  Inteniity.  In  §  2  it  has  been  shown  that  for 
the  case  there  considered  (1),  and  therefore  (2),  is  equivalent  to 
(3).  In  the  same  way,  just  as  (8)  and  (9),  XIII.,  are  equivalent 
to  (Ja),  XIII,,  so  (1)  and  (2)  may  be  readily  shown  to  be 
equivalent,  in  the  general  case,  to  the  more  general  relation 

H  =  yvD  sin  $  (8) 

where  H  is  the  magnetic  intensity  at  a  point  P  in  the  dielectric, 
at  which  the  displacement  is  D,  developed  by  the  motion  of  the 
tubes  of  displacement  relatively  to  the  medium  at  P  with  the 
velocity  v,  whose  component  perpendicular  to  Disv  sin  9. 

If  the  medium  at  P  is  in  actual  motion  with  reference  to  the 
surrounding  medium,  containing  the  inducing  system,  such  as 
fixed  charges,  it  is  an  intrinsic  magnetic  intensity,  and  is  called  a 
motional  magnetic  intensity.  The  existence  of  a  motional  mag- 
netic intensity  was  first  established  by  Roentgen,  in  whose  ex- 
periments a  magnetic  field  in  qualitative  agreement  with  (8),  to 
judge  from  its  continuation  in  the  air,  was  developed  in  a  slab  of 
rigid  dielectric  rotated  in  air  between  fixed  charged  discs.  For 
the  most  recent  experiments  upon  the  subject,  see  A.  Eichen- 
wald,  Ann.  der  Physik,  Nos.  5  and  6,  1903.  The  experiments 
indicate  that  for  D,  in  (8),  if  c^  and  ir,  (—  c^,  sensibly)  denote  the 
permittivities  of  the  slab  and  the  air,  respectively. 
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should  be  substituted.  That  is,  a  fictitious  convection  current 
produces  the  same  magnetic  eilects  as  a  true  convection  current 
of  the  same  magnitude  and  distribution. 

Thus  magnetic  intensity  is  induced  by  moving  tubes  of  electric 
displacement,  as  electric  intensity  is  induced  by  moving  tubes  of 
magnetic  induction  (§  6,  XIII.).  It  cannot  be  said,  however, 
that  magnetic  intensity  is  always  due  to  moving  tubes  of  electric 
displacement,  or  that  electric  intensity  is  always  due  to  moving 
tubes  of  magnetic  induction,  an  attempt  to  make  (5a),  XIIL,  and 
(8)  general  expressions  for  magnetic  and  electric  intensity  lead- 
ing to  apparently  insurmountable  difficulties.  It  is  sufficient  to 
mention  the  field  of  a  static  electric  charge  or  magnetic  pole. 

6.  (Indaoed  T)  Inteniitiei  in  tlie  Field  of  a  Steady  Condactioii 
Cuneat.  Let  the  current  /  traverse  the  inner  and  outer  con- 
ductors of  a  cylindrical  condenser  axially  in  opposite  directions, 
the  inner  cylinder  in  the  direction  AB,  and  suppose  both 
cylinders  perfect  conductors.  Then  the  electric  field  will  be 
radial  and  perpendicular  to  both  cylinders  as  in  a  purely  static 
field. 

Imagine  the  conduction  current  to  consist  in  the  motion  of  the 
positive  and  negative  ends  of  the  electric  tubes  along  AB  and 
CC  respectively,  the  electric  tubes  travelling  in  the  direction  AB 
with  the  velocity  v.  Then  the  magnetomotive  force  around  a 
circle  of  magnetic  intensity  of  radius  r  is 

il  =  /,  =  zwrHss  qv  =  iitrlh' 
q  being  the  charge  upon  unit  length  of  the  inner  cylinder  and  D 
the  displacement  at  the  distance  r  from  the  axis.     With  due  re- 
spect to  the  signs  of  the  vectors,  the  last  equation  gives 

H~  yvD  (9) 

Thus  by  assuming  that  the  magnetic  field  of  the  steady  con- 
duction current  is  a  consequence  of  the  {assuToed)  motion  of  its 
electric  field  we  are  led  to  the  same  relation  between  H,  v  and  D 
as  already  deduced  for  the  displacement  current. 
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If  we  imagine  the  electric  field,  likewise,  to  be  developed  by 

the  {assumed")  motion  of  the  magnetic  field  with  velocity  u,  (50), 

Xlll.,  gives  ^     „„ 

'  ^  E=  VBu  (10) 

E>]uations  (9)  and  (10)  give  for  the  relations  between  u  and  v 

UV^  ijCfl 

ulv=iEDj\HS 

u\H B  =.  v\ED  =  \EH 

Since  the  electric  and  magnetic  energy  densities  are  not  in 
general  equal,  except  in  the  case  of  pure  electromagnetic  waves 
(XVI.),  the  above  conceptions  lead  to  the  anomalous  result  that 
a  and  v  are  different  and  may  have  any  ratio  to  one  another. 
Since  in  some  cases  (according  to  the  dissociation  theory),  and 
probably  in  all  (§  1 5,  IX.),  the  steady  electric  current  in  an  actual 
conductor  consists  in  the  motion  throughout  the  conductor  in 
opposite  directions  of  positively  and  negatively  chained  particles, 
and  since  the  surface  chaises  connected  with  the  external  field 
of  the  steady  current  do  not  take  part  in  the  conduction  (§  9, 
VIII.),  the  above  results  must  be  taken  as  at  present  only  sug- 
gestive. 

7.  The  Fiiit  Lav  of  Circnitation  for  Kedia  at  Bert  aod  in  Ko. 
tion.  When  a  given  surface  in  a  medium  at  rest  is  crossed  by 
conduction,  convection,  and  displacement  currents  simultaneously, 
the  total  current  /  through  the  surface  and  the  m.m.f.  il  around 
its  edge  (the  direction  of  the  m.m.f.  being  related  to  that  of  the 
current  as  the  direction  of  rotation  to  that  of  translation  of  a 
right-handed  screw)  are  connected  by  the  equation 

/-/.-f^-i-/,  =  n  (11) 

and  the  total  current  density  ('  and  the  magnetic  intensity  H  are 
connected  by  the  equation 

i=i^-\-  ij  +  f„=curi  H  (i2) 
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where  (^  +  'j  +  '„  is  a  vector  sum.  Here  H  denotes  either  the 
intensity  due  to  the  currents,  or  the  total  intensity  due  to  both 
currents  and  magnets,  if  such  are  present  (since  the  curl  of  the 
intensity  due  to  the  poles  of  a  magnet  is  zero). 

If  the  medium  is  in  motion,  with  the  velocity  —  »  at  the  point 
where  the  electric  displacement  is  D  (§  5),  and  if  Estill  denotes 
the  total  magnetic  intensity,  the  curl  of  the  motional  magnetic 
intensity,  which  we  shall  call  the  motional  current  density,  or 
the^titious  connection  current  density,  and  denote  by  i^,  must  be 
added  to  the  first  member  of  (12).     Thus  we  have, 

»'—'.  +  'j  +  '„  +  '«=  curl  H  (1 3) 

the  first  member  being  a  vector  sum.  This  is  the  most  general 
form  of  the  first  law  of  circuitation, 

8.  Tbe  Cironital  Charaoter  of  the  Total  Cvirent.  Kirchhoff't 
Law  I.  Ooneralifed.  That  a  steady  conduction  current  flows  in 
a  closed  circuit  (div  i^=  o  everywhere)  is  shown  in  §5,  VIII. 

From  the  Cartesian  expression  for  the  divergence  of  a  vector 
(§31.  I-)'  *"*^  *'^^  Cartesian  expression  for  the  curl  of  a  vector 
(§4,  XVI,),  it  follows  that  the  divergence  of  the  curl  of  any 
vector  is  zero.  Hence  it  follows  from  (12)  and  (13),  since  (,  the 
total  current  density,  is  equal  to  curl  If,  that 

div  ( =  div  curl  H  ~o  (14) 

That  is,  in  any  case,  the  total  current  flows  in  closed  tubes. 

Thus,  for  example,  let  an  electric  condenser  AB  be  discharged 
through  a  wire  C,  and  first  suppose  the  capacity  of  the  wire 
n^l^ble  in  comparison  with  that  of  the  rest  of  the  system. 
Then  during  the  discharge  the  conduction  current  /=  —dqjdt 
will  be  sensibly  the  same  across  every  section  of  the  wire  (if  the 
capacity  of  the  wire  were  zero,  any  chaise  there  accumulating 
would  produce  an  infinite  potential  difference),  and  the  displace- 
ment and  displacement  current  will  be  confined  sensibly  to  the 
region  occupied  by  the  tubes  stretching  from  A  to  B.     During 
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the  discharge  the  flux  from  A  to  B  decreases  at  the  rate  —  dgjdt 
and  the  flux  from  B  to  A  increases  at  the  same  rate  —  dqfdt. 
Thus  the  displacement  current  dll/dt  =  —  dqjdt  from  B  to  A 
through  the  dielectric  across  any  closed  surface  surrounding  one 
of  the  plates  is  equal  to  the  conduction  current  across  every  sec- 
tion of  the  wire  from  A  to  B.  Thus  the  total  current  flows  in  a 
closed  circuit,  the  displacement  current  starting  where  the  con- 
duction current  stops. 

Similar  phenomena  occur  when  the  wire  is  cut  and  its  ends 
connected  to  the  terminals  of  a  voltaic  cell.  The  conduction 
current  through  the  wire  and  cell  as  the  condenser  is  charged  is 
equal  to  the  displacement  current  in  the  same  direction  around 
the  circuit  through  the  dielectric. 

If  the  capacity  of  the  wire  C  differs  from  zero  (which  is  always 
the  case  to  a  greater  or  less  extent),  then,  if  the  condenser  is  dis- 
charged by  bringing  the  wire  into  contact  with  the  plates  at  A 
and  B  simultaneously,  tubes  of  displacement  will  move  out  along 
the  wire  stretching  from  the  part  near  A  to  the  part  near  B,  giving 
rise  to  a  displacement  current  through  the  dielectric  from  the 
one  part  to  the  other  as  well  as  to  a  conduction  current  through 
the  wire;  and  the  sum  of  the  two  currents,  through  the  wire  and 
through  the  external  dielectric  from  A  to  B,  is  equal  to  the  dis- 
placement current  from  B  to  A  through  the  rest  of  the  dielectric. 
During  this  process  the  conduction  current  is  not  constant  from 
section  to  section  of  the  wire,  being  zero  across  the  more  remote 
parts  of  the  wire  while  it  has  an  appreciable  value  across  the 
nearer  parts  immediately  after  the  beginning  of  the  dischai^e. 


b.GoogIc 


CHAPTER   XVI. 

THE  TRANSFERENCE  OF   ELECTROMAGNETIC   ENERGY. 
ELECTROMAGNETIC  WAVES.     MAXWELL'S   THEORY. 

1.  Foynting's  Theonm  *  Then  E  is  Ferpendiciilar  to  H.  Fig. 
1 3 1  represents  one  end  of  a  system  consisting  of  two  long  coaxial 
perfectly  conducting  circular  cylinders  A  and  F,  with  external 
and  internal  radii  R^  and  Ji^  respectively,  closed  by  a  non-con- 
ducting slab  B  of  zero  permittivity,  and  plugged  with  a  closely 
fitting  right  cylindrical  conductor  Z>  of  length  Z.  and  resistance 
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iV.  A  and  F  are  connected  at  the  remote  end  of  the  system 
with  the  positive  and  negative  terminals  of  a  voltaic  cell  or  other 
electric  generator,  and  are  traversed  by  a  constant  current  in  the 
direction  ABCDFF. 

Since  A  and  F  are  perfect  conductors  and  since  E  has  zero 
permittivity,  the  electric  and  magnetic  fields  are  confined  wholly 
to  the  dielectric  and  to  the  conductor  D.  (If  the  permittivity  of 
E  were  not  zero,  the  fields  would  be  the  same  except  that  in 
addition  a  static  electric  field  would  extend  beyond  C  to  the  right 
connecting  F  and  C)     Also,  the  lines  of  electric  intensity  are 

•J.  H.  Poynting,  Phil.  Trnm.,  Part  II.,  1884  and  Pari  II.,  1885  ;  Oliver 
HeavisLdc,  EUctncal  Papers  and  Eltclroma^iulic  Theory;  J.  H,  Foynting,  Jiafi- 
ports,  Congr^  lot.  de  Physique,  1900,  Vol.  II. 
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normal  to  both  cylinders  and  straight,  as  in  a  purely  static  field. 
The  lines  of  magnetic  intensity  are  circles  centered  on  the  axis 
of  the  cylinders  in  planes  perpendicular  thereto. 

Let  the  steady  current  be  denoted  by  /,  and  the  steady  differ- 
ence of  potential  from  A  to  F  (there  is  no  fall  of  potential  along 
A  or  along  F)  by  V=  WL 

Energy,  generated  by  the  voltaic  cell  (or  other  generator),  is 
supplied  to  the  system  ABFat  the  rate  VI,  and  is  dissipated  by 
the  resistance  If  at  the  rate  iVP  —  VI.  Since  there  is  no  energy 
within  the  conductors  A  and  F  or  outside  the  closed  system, 
energy  must  therefore  be  transferred  in  the  direction  ^5 C"  across 
every  section  of  the  dielectric  at  the  mte 

(i?)=  Vl^Wn  (I) 

Since  F'=J'£[/r  along  a  line  of  electric  intensity,  and  /=  -nrrH, 
where  E  and  H  denote  the  electric  and  magnetic  intensities  at  a 
circle  in  the  dielectric  distant  r  from  the  axis,  (i)  may  be  written 

(;?)  =  V/=f£H-  27rrdr  =fEHdS 

where  6'  denotes  the  cross-section  r2Trri/r  of  the  dielectric.  There- 
fore, due  attention  being  paid  to  the  signs  of  the  vectors,  the  time 
rate  per  unit  area,  R,  at  which  electromagnetic  energy  is  trans- 
ferred across  an  area  whose  plane  contains  E  and  H,  perpendic- 
ular to  one  another,  or  the  electromagnetic  energy  flux  density,  is 

H=~d{R)jdS~yEH  (2) 

This  is  Poynting's  theorem  for  the  case  in  which  E  is  perpen- 
dicular to  H.  A  more  general  form  of  the  theorem  will  be  de- 
veloped in  §  5. 

Let  L  and  5  denote  the  inductance  and  capacity  of  unit  length 
of  the  system,  then  ^LP  and  J5f  denote  the  magnetic  and 
electric  energies  contained  in  a  unit  length  of  the  dielectric.  Let 
!•  denote  the  velocity  with  which  the  electric  energy  moves  in 
the  direction  AB,  and  a  the  velocity  with  which  the  magnetic 
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:  direction  (see  §  6,  XV.).     Then  we 
(3) 


energy  moves  in  the  j 
may  write 

which  is  equal  to  VI  if 

uv  =  \ISL  =  ijc^  (see  below)  (4) 

In  exactly  the  same  way  we  have  for  the  enei^  flux  density 
\K-,i\cB)  +  u(\^H')  (5) 

which  is  equal  to  EH  if  az'  =  I  /c^. 

Thus  the  conception  of  moving  tubes  is  consistent  with  Poynt- 
ing's  theorem  if  the  relation  (4)  holds  between  the  velocities. 
When  \Ln  =  \SV*,  or  \cB  =  \p.H^, 

u  =  v~=il{cy>)^  (6) 

3.  HechanioHl  Anabgoe.  Consider  a  circular  cylindrical  rod 
rotating  uniformly  about  its  axis  AB  and  transmitting  power  in 
the  direction  AB.  Let  the  constant  angular  velocity  be  denoted 
by  /  and  the  torque  acting  across  every  section  by  V,  the  com- 
mon direction  of  both  being  related  to  the  direction  AB  as  the 
direction  of  rotation  to  that  of  translation  of  a  right-handed 
screw. 

The  rate  at  which  energy  is  transferred  across  every  section 
of  the  rod  in  the  direction  AB  is 

Owing  to  the  torque  across  every  section,  the  rod  is  twisted, 
or  any  two  sections  are  sheared  with  respect  to  one  another. 


For  all  points  at  a  given  distance  r  from  the  axis  the  (angle  of) 
shear,  or  relative  shift  per  unit  length  between  two  cross-sections. 
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is  the  same  and  will  be  denoted  by  D.  Fig.  132  shows  the 
natural  and  sheared  states  of  a  ring  of  radius  r  and  infinitesimal 
thickness  dr.  D  is  zero  at  the  axis  and  is  proportional  to  r, 
having  its  greatest  value  at  the  surface  of  the  rod.  The  direction 
of  D  is  everywhere  radial  from  the  axis,  since  a  right-handed 
screw  at  any  point  rotating  in  the  direction  of  the  twist  or  shear 
at  the  point,  as  shown  by  the  arrows  in  the  figure,  would  move 
radially  toward  the  surface. 

Let  the  modulus  of  rigidity  of  the  rod  be  denoted  by  «,  and  its 
reciprocal,  or  the  shear  permittivity,  by  c.  Then,  at  any  point 
of  the  ring  considered,  the  shearing  stress  (shearing  force  per 
unit  area,  or  shearing  torque  per  unit  volume),  which  will  be 
denoted  by  E,  has  the  same  direction  as  that  of  D  and  is  equal  to 

E=nD  =  Djc 

Since  the  area  of  the  cross-section  of  a  ring  of  radius  r  and 
thickness  dr  is  zirrdr,  the  torque  about  the  axis  acting  upon  the 
cross-section  is 

dV=^  2trrdrEr 

Let  the  linear  velocity  at  any  point  distant  r  from  the  axis  be 
denoted  by  H.    Then 

H~rl 

The  rate  at  which  energy  is  transferred  across  the  zone  of 
radius  r  and  width  dr  is 

fdV=  2vrHrEH\r—EH2-^dr 

and  the  rate  of  transfer  per  unit  area  is 

K^MEH  {a) 

if  due  attention  is  paid  to  signs. 

The  potential  energy  per  unit  volume  is  \c^  =  Jk-C. 

Let  the  density  of  the  rod  be  denoted  by  ft..  Then  the  kinetic 
energy  per  unit  volume  is  \it.H^. 

If  we  assume  the  potential  energy  to  travel  in  the  direction  AB 
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with  the  velocity  v  and  the  kinetic  ener|[y  with  the  velocity  u, 
we  have  also 

R  =  v^cE*  +  u\ii.H* 

which  is  consistent  with  (a)'^  uv  =  i  jcft.     If  «  =>  p 
which,  combined  with  {a),  gives 

3.  Two  FerfBotly  Conductiiig  Parallel  Circular  Plates  Connected 
by  a  Kight  Ciroolar  Coaxial  Condnoting  Cylinder.  Let  L,  Fig. 
133,  denote  the  distance  between  the  plates,  or  the  length  of  the 


SS 


ms 


m. 


cylinder,  a  the  radius  of  the  cylinder,  both  supposed  small  in 
companson  with  the  radius  of  the  plates,  and  W  the  resistance 
of  the  cylinder.  Let  the  plates  be  maintained  at  the  constant 
diiTerence  of  potential  V. 

The  electric  iield  between  the  plates  (except  near  their  edges) 
is  uniform  and  parallel  to  the  axis  of  the  cylinder  in  the  direction 
AB.     The  electric  intensity  is  £  =  VjL^=  Djc  in  the  dielectric). 
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The  current  flows  in  radial  stream-lines  in  the  plane  AA  toward 
the  axis  of  the  cylinder,  through  the  cylinder  parallel  to  its  axis 
in  the  direction  AB,  and  from  the  cylinder  in  radial  stream  lines 
in  the  plane  BB. 

The  lines  of  magnetic  intensity  are  circles  parallel  to  the  planes 
and  centered  on  the  axis  of  the  cylinder.  The  intensity  at  all 
points  of  a  circle  of  radius  r  is  /f=  //2irr=  VJ2vrlV,  if  r  is 
greater  than  a.     If  r  is  less  than  a,  H=  r!l2ir<^. 

Within  the  perfect  conductors  there  is  no  field  of  cither  kind. 

Energy  is  dissipated  in  the  cylinder  at  the  rate  (R)  —  WP  — 
VI.  Hence  eneigy  is  transferred  inwardly  across  every  cylin- 
drical surface  with  its  ends  in  the  planes  A  and  B  and  enclosing 
the  <ylinder  at  the  same  rate 

W  -  vr  («) 

If  the  surface  is  a  right  circular  cylinder  of  radius  r  coaxial 
with  the  conducting  cylinder,  (a)  becomes 

{R)  =  ELx  ztrr  x  H=  EH  ztrrL 

But  2itrL  is  the  area  of  the  surface  considered.     Hence  the 
energy  flux  density  is,  if  due  attention  is  paid  to  signs, 

R-  NEH  {b) 

as  already  proved  for  perpendicular  Intensities  in  §  i. 

The  energy  contained  in  each  tube  of  displacement  per  unit 
cross-section  is  \  VD.  The  velocity  of  the  tubes  of  displacement 
(see  §  6,  XV.),  or  of  the  electric  enei^,  inward  at  the  distance  r 
(greater  than  a)  from  the  axis,  if  we  assume  that  (8),  §  S,  XV., 
applies  to  the  field  of  the  steady  conduction  current,  is 

v~HjD~LJ2ircrW  (<:) 

Hence  the  rate  at  which  electric  enet^  crosses  the  surface 
inward,  or  the  rate  at  which  electric  energy  is  dissipated  in  the 
conductor,  is,  according  to  the  conception  of  moving  tubes, 
\VDy.  2irrxv-lWI* 
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The  magnetic  enei^jy  density  is  \itH*.  The  velocity  of  the 
magnetic  tubes  at  the  distance  r  (greater  than  a)  from  the  axis  is 

a  -  EjB  =  iiriirW  {d) 

if  we  assume  that  (8),  XV.,  and  (6),  XIII.,  apply  to  the  field  of 
the  steady  conduction  current. 

Hence  the  rate  at  which  magnetic  energy  crosses  the  surface 
inward,  or  the  rate  at  which  magnetic  energy  is  dissipated  in  heat 
in  the  conductor,  is,  according  to  the  conception  of  moving  tubes, 

J/*^*  X  2irr  X  a  =  J  WP 

Thus  the  energy  dissipated  by  resistance  is,  according  to  this 
conception,  half  electric  and  half  magnetic.  The  same  thing 
may  be  shown  to  be  true  in  the  system  considered  in  §  r,  the 
velocities  of  the  electric  and  magnetic  tubes  being  there,  as  here, 
inversely  proportional    to  the   corresponding   energy  densities 

Within  the  cylinder  the  electric  intensity  is  constant,  the  num- 
ber of  tubes  entering  per  second  being  equal  to  the  rate  at  which 
tubes  are  broken  up.  The  magnetic  tubes  contract  as  they  ap- 
proach the  axis,  thus  giving  up  their  energy  without  being  broken 
up  ;  and  as  the  magnetic  intensity  decreases  the  velocity  of  the 
tubes  increases  in  such  a  way  as  to  make  the  number  of  unit  tubes 
cutting  unit  length  of  a  line  of  electric  intensity  per  second  con- 
stant {E=  Bu  =  constant).     This  appears  also  from  the  relation 

u  =  EjB  =  27ra'  IV/firl  (e) 

Inside  the  conductor  (c)  is  of  course  unmeaning. 
On  multiplying  together  (c)  and  (rf),  we  see  that 

uv=  I  /cft 
as  in  §  I. 

4.  Th«  CartealEU  Ezpnuions  for  th«  Sectan^ar  Components 
of  the  Cnrl  of  a  Vector.  Curl  H  uid  Curl  E.  The  X,  Y,  Z  com- 
ponents of  a  vector  /f  being  denoted  by  H^,  H^  H^  the  X,  Y,Z 
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components  of  its  curl  will  be  denoted  by  curl,//,  curl,//,  curl,^, 
respectively. 

To  find  the  Cartesian  expression  forcurl,//at  apoint/^^r,^,  s), 
or  1,  Fig.  8,  at  which  the  components  of  //'are  H^,  H^  and  H^. 
we  may  take  the  line  integral  of  H  around  the  infinitesimal  rect- 
angle 17,  the  plane  of  which  is  parallel  to  the  YZ  plane  and  the 
sides  of  which,  of  lengths  dz  and  dy,  are  parallel  to  Z  and  Y, 
divide  the  result  by  the  area  of  the  rectangle,  dS^  =  dydz,  and 
pass  to  the  limit. 

This  integration,  which  must  be  performed  in  the  direction  of 
the  arrows  around  the  circuit,  gives 

dH^  =  (H^  +  \dH^ldy  dy)dy  +  [j¥,  +  dH^fdy  dy 

+  \d{H^  +  dHJdydy)ldzd£\dz  -  \H^  +  dHJdsds 
+  ^d{H^+  dHJdsds!)ldydy'\dy-  (/f,+  \dHJd2d2)ds 

the  separate  terms  being  the  integrals  along  the  sides  i,  2,  3,  4 
in  the  order  given.  Cancelling  equal  and  opposite  terms,  divid- 
ing by  dS^,  and  passing  to  the  limit,  we  obtain 

da^jdS^  =  cur\H=  dHJdy  -  dHJdz         {a) 

By  an  exactly  analogous  process,  or  by  the  principle 
of  symmetry  and  inspection  of  («),  we  find  I        (y\ 

curl^-=  dHJds  -  dHJdx  {S) 

and  curl,//-  dHJdx  -  dHJdy  {c) 

From  these  equations  we  may  write  down  at  once  the  com- 
ponents of  the  curl  of  any  other  vector  E.     Thus 

curl,£  =  dEJdy  -  dEJds  (a)  "l 

CMr\^=  dE^jdz-dE^jdx  (ff)  I      (8) 

cutI^  =  dE,/dx-  d E,/dy  (c)  J 

5.  The  Flux  ot  El«otroiiLagiietio  Enngj.  Poyntla^'a  Tbeorem. 
Let  R  denote,  in  both  m^nitude  and  direction,  the  time  rate  per 
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unit  area  at  which  electromagnetic  energy  is  transferred  at  a 
point  P  {x,  y,  s)  across  a  surface  normal  to  the  direction  of  trans- 
fer. Let  the  direction  cosines  of  R,  E,  and  H  at  the  point  Phe 
denoted  by  /,  m,  n,  I',  m' ,  «',  /",  «",  «",  respectively ;  and  let 
the  angle  between  E  and  H  be  denoted  by  6.  E  and  H  will  be 
used  to  denote  the  non-intrinsic  intensities  of  the  field,  intrinsic 
intensities,  when  present,  being  denoted  by  e  and  h.  With  these 
conventions  we  have  {Poyntin^s  tkeorem) 

^==yEHsi.ne  (9) 

to  the  demonstration  of  which  we  proceed. 

Consider  first  a  region  containing  no  intrinsic  electric  or  mag- 
netic intensity.  From  the  definition  of  R  and  that  of  the  conver- 
gence of  a  vector  it  is  evident  that  the  rate  at  which  electromag- 
netic ener^  enters  an  infinitesimal  volume  dr  at  P  through  its 
surface  (minus  the  rate  at  which  energy  leaves  the  volume)  is 
conv  R-rfr.  Hence,  since  no  electromagnetic  energy  is  de- 
veloped within  dr  ^e  =  h  =  o),  this  quantity  is  equal  to  the  rate 
of  increase  of  electromagnetic  energy  plus  the  rate  of  dissipation 
of  energy  in  heat  within  the  volume.     That  is 

conv  H-dT=^dTd{lcE*  +  ^ii.H^jdt-\-dTkE* 

conv  R  -  d{\cE*  -f-  ^t>.H'')jdt  -|-  kE*  =  t^E^dE^jdi 

-I-  E^EJdt  +  E^Jdt)  +  ii{H^dHJdt  {a) 

+  H^HJdt  -^  H^H,ldt)  -t-  £,.;,  -rE4^^  E^^ 
Since 

—  fMlH^ldt  —  c>it\E,  etc. 
and 

cdE^jdt  +  i^~ c\a\H, etc.  (since i^  =  i^  =  o) 

(9)  may  be  written 

conv  R  =  £,  curl,/^  +  E^  curl,//  -|-  E^  cutX^H  —  H^  curl,£ 

-  H^  curl^  -  H^  curl^  =-=  -  [A^t^i  -  ^^H^ldx      {b) 
-I-  d{E^H^  -  E^H^jdy  +  difi^H^  -  ■^^i)/'^] 
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But  also,  by  definition  of  the  convergence  of  a  vector, 
conv  R  -  -  {d'RJdx  +  d^^jdy  +  dH^dz) 

Hence     R,  -  «t  =  E^^  -  E^H^  =  Eff{*^'«"  -  «'*«") 

R,  -  a,  =  £^^  -  EyH^  -=  EH{n'e'  —  Pi/') 

R,  -  a,  =  EJI^  -  E^H^  =  EHil'n/'  -  «'/") 

where  a,  with  components  a^,  a^,  a^,  is  a  vector  whose  conver- 
gence is  zero. 

Without  affecting  in  any  way  the  generality  of  the  conclusions, 
we  may,  for  simplicity,  give  the  rectangular  coordinate  system 
such  an  orientation  as  to  make  the  plane  JfKparallel  with  the 
plane  containing  E  and  ff,  and  the  direction  of  X  coincident  with 
that  of  £.  Then  E^  =  E,  E^  =  E^=  o,  or  P  ~ I,  w'  =  «'=o; 
and  H^  =  o,  or  «"  =  o,  while  P'  =  cos  B  and  »«"  =  cos  (90°  —  ff) 
=  sin  d.     With  these  simplifications  the  above  equations  become 

R,  —  a,  =  o=-  R,  —  a„  and  Rj  — aj=  R  —a  =  EH  sin  0 

Hence,  with  due  respect  to  the  directions  of  the  vectors, 

R- V£^sin^  +  «  (10) 

Since  div  n  "=  conv  d  =  o,  n,  if  it  is  not  zero,  represents  a  flux 
of  enei^y  in  closed  tubes  and  therefore  contributes  nothing  to  the 
net  energy  entering  any  volume.  In  what  follows  this  drcuitous 
energy  flux  will  be  neglected,  or,  what  amounts  to  the  same 
thing,  a  will  be  assumed  equal  to  zero,  unless  the  contrary  is 
stated.     With  this  assumption,  (10)  is  identical  with  (9). 

If  at  any  point  P  there  is  an  intrinsic  electric  intensity  e  and 
an  intrinsic  magnetic  intensity  k  in  addition  to  the  field  intensities 
E  and  H,  then  an  element  of  volume  at  P,  in  addition  to  receiv- 
ing electromagnetic  energy  by  transference  across  its  surface  at 
the  time  rate  conv  R  per  unit  volume  or  R  per  unit  area,  receives 
electromagnetic  energy  by  tratisformation  on  the  spot  at  the 
time  rate 

H  cos  Q'  -I-  kdB I  dt- cos  0" 
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per  unit  volume,  where  &  denotes  the  angle  between  e  and  j, 
and  B"  that  between  h  and  dBjdt. 

The  vector  R  is  called,  as  stated  in  §  i,  the  electromagnetic 
energy  flux  density. 

Since  R  is  perpendicular  to  E  and  to  H,  the  lines  along  which 
the  energy  flows,  or  the  energy  stream4ines,  are  the  intersections 
of  the  electric  and  magnetic  equipotential  surfaces.  (Even  when 
the  field  is  not  static  or  steady,  so  that  the  term  potential  cannot 
be  used  legitimately,  we  may  still  use  the  expression  equipotential 
surface  to  denote  a  surface  perpendicular  at  every  point  to  the 
intensity.) 

6.  A  Long  Circolar  Cylindrical  Condaotor  Traversed  by  a  Steady 
Current.  Fig.  1 34  shows  a  section  of  a  small  part  of  the  electric 
field  within  and  without  the  conductor  when  the  current  has  the 


direction  AB.  The  lines  of  magnetic  intensity  are  circles  about 
the  axis  AB  of  the  cylinder,  going  down  into  the  paper  below 
AB  and  coming  up  out  of  the  paper  above  AB.  The  electric 
and  magnetic  intensities  are  everywhere  perpendicular. 

Outside  the  wire,  the  energy  flux  density  R  has  the  direction 
indicated  at  C,  with  a  component  Rj  in  the  direction  of  the  axis 
AB,  and  a  component  R,  toward  the  axis.  Thus  in  the  dielectric 
energy  is  transferred  in  the  direction  AB  to  parts  of  the  field  far- 
ther along  the  circuit  by  the  component  Rj,  and  energy  is  also 
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transferred  toward  and  into  the  conductor  by  the  component  R^ 
Within  the  conductor,  as  at  A  R  is  directed  toward  the  axis 
with  no  component  parallel  to  the  axis.  Hence  within  the  con- 
ductor there  is  no  transfer  of  energy  along  the  circuit,  all  the 
energy  entering  the  conductor  from  the  dielectric  and  being  dis- 
sipated in  heat  by  resistance. 

If  a  conductor,  either  insulated  from  the  circuit  or  connected 
thereto  at  a  single  point,  is  placed  in  the  electromagnetic  field, 
then  there  will  be  a  magnetic  field  inside  the  conductor,  but  no 
electric  field,  and  the  tubes  of  electric  displacement  will  terminate 
normally  upon  the  outer  surface  of  the  conductor.  Within  the 
conductor  there  is  no  transference  of  energy,  since  E  is  zero.  In 
the  dielectric  at  the  surface  of  the  conductor  the  enei^y  stream- 
lines are  parallel  to  its  surface,  since  they  are  perpendicular 
to  E,  which  is  normal  to  the  surface.  Thus  the  energy  streams 
around  the  conductor  as  a  liquid  streams  around  an  impervious 
solid. 

7.  Th«  Traufer  of  Energy  in  and  About  a  Voltaic  Cell  and  a 
Simple  Electrolytic  CelL  Figs,  135-138  represent  diagrammatic- 
ally  for  several  cases  the  electric  field  and  the  transfer  of  electro- 
magnetic enei^y  in  and  about  a  Daniell  cell  under  the  assump- 
tions (for  which  evidence,  though  not  wholly  satisfactory,  can  be 
adduced)  that  the  single  difference  of  potential  from  the  copper 
electrode  to  the  copper  sulphate  solution  is  positive  and  equal 
to  that  from  the  zinc  sulphate  solution  to  the  zinc,  and  that  the 
single  difference  of  potendal  from  the  copper  sulphate  solution 
to  the  zinc  sulphate  solution  is  negligible.  ABC  represents  the 
copper  electrode,  HIJ  the  zinc  electrode,  DEFG  the  solutions, 
and  the  dotted  line  the  porous  partition  between  them.  The 
distance  between  the  electrolyte  and  the  electrodes  is  of  course 
enormously  exaggerated  in  the  diagrams.  The  intrinsic  electro- 
motive forces  are  directed  from  the  copper  sulphate  solution  to 
the  copper  and  from  the  zinc  to  the  zinc  sulphate  solution  exactly 
opposite  to  the  electric  fields  they  develop. 
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The  electric  field  on  open  circuit  is  shown  in  Fig.  135.  There 
is  no  electric  intensity  within  the  conductors,  no  current,  no  mag- 
netic field,  and  no  transfer  of  energy. 

The  field  after  closing  the  circuit  above  A  and  //  is  shown  in 
Fig.  136.  Above  BI  the  magnetic  intensity  is  directed  (in  the 
plane  of  the  diagram)  normally  into  the  paper,  while  below  B/  it 
is  directed  up  out  of  the  paper.  The  direction  of  the  transfer- 
ence of  electromagnetic  energy  is  shown  by  the  arrows  cutting 


^/k^ 


Fie.  1 35.  FiB.  136. 

the  lines  of  intensity  normally.  Electromagnetic  energy,  trans- 
formed from  chemical  energy  with  the  deposition  of  copper  and 
the  solution  of  zinc  at  the  electrodes,  moves  out  from  between  the 
electrolyte  and  the  electrodes  into  the  dielectric,  part  there  con- 
verging upon  and  moving  into  the  electrolytic  and  metallic  con- 
ductors, there  to  be  dissipated  in  Joulean  heat,  and  part  being 
carried  into  other  parts  of  the  field. 

The  field  and  transference  of  energy  when  an  agent  with  a  con- 
siderably greater  e.m.f.  than  that  of  the  given  cell  sends  a  cur- 
rent through  it  (or  assists  in  so  doing)  in  the  same  direction  as 
befcre  is  shown  in  Fig.  137.     Electrical  energy  generated  by  the 
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external  e.m.f.,  as  well  as  all  the  energy  generated  by  the  in- 
trinsic e.m.r.  of  the  cell  itself,  is  dissipated  in  the  conductors. 

The  field  and  the  transference  of  energy  when  a  current  is  sent 
through  the  cell  in  opposition  to  its  intrinsic  e.m.f.,  that  is  from 
copper  to  zinc,  is  represented  in  Fig.  138.  Here  a  portion  of 
the  energy  supplied  to  the  cell  by  the  external  e.m.f,  is  dissipated 
in  the  conductors  and  the  rest  is  transformed  into  chemical  en- 
ergy with  the  deposition  of  zinc  at  the  kathode  and  the  solution 
of  copper  at  the  anode. 


In  Fig,  1 39  the  electric  field  and  the  transference  of  enei^  in 
and  about  an  electrolytic  cell,  consisting  of  copper  electrodes 
AC  and  ///dipping  in  a  solution  DEFG  of  copper  sulphate,  are 
represented  diagrammatically  for  the  case  in  which  a  current 
traverses  the  system  from  A  to  H.  Between  the  kathode  HJ 
and  the  electrolyte  energy  is  transformed  from  chemical  to 
electrical  with  deposition  of  copper,  whence  it  moves  out  into  the 
dielectric,  and  thence  partly  into  the  conductors  and  partly  into 
the  region  between  the  anode  AC  and  the  electrolyte,  where  re- 
conversion into  chemical  energy  occurs.  The  quantity  of  chemi- 
cal energy  transformed  into  electrical  at  the  kathode  is  equal  to 
the  quantity  of  electrical  energy  transformed  into  chemical  energy 
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at  the  anode.  Hence,  since  a  portion  of  the  electrical  energy 
generated  at  the  kathode  is  dissipated  in  heat,  as  much  electrical 
energy  coining  from  the  external  c.m.f.  producing  the  current  is 
transferred  into  the  region  about  the  anode,  and  there  converted 
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into  chemical  energy,  as  is  dissipated  in  the  conductors  of  the 
electrical  enei^y  generated  at  the  kathode.  On  the  whole,  no 
work  is  done  in  the  cell  except  that  done  upon  resistance.  (If 
the  electrodes  are  at  diflerent  levels,  work  will  be  done  by  or 
against  gravity  during  the  conduction,  etc.) 

8.  A  Cironit  Coataioinff  a    llotional   E.1C.F.     We  shall  con- 
sider only  the  simple  case  of  a  slider,  AB,  Fig.  140,  running  on 


two  parallel  rails  A  C  and  BD,  connected  by  a  cross  piece  CD  and 
immersed  in  a  uniform  magnetic  field  directed  downward  into  the 
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plane  of  the  paper.  Let  AB  move  to  the  right.  Then  there  is 
induced  in  AB  an  intrinsic  e.m.f.  in  the  direction  BA,  producing 
a  current  around  the  circuit  in  the  direction  BACDB,  with  lines 
of  magnetic  intensity  related  to  the  current  in  the  usual  manner. 
The  intrinsic  e.m.f.  in  the  direction  BA  produces  an  electric  field 
intensity  with  the  general  direction  from  Ato  B  along  the  slider 
and  around  the  circuit,  both  within  and  without  the  conductor. 
The  lines  of  electric  intensity  diverge  from  the  upper  half  of  AB 
in  the  dielectric  and  converge  upon  the  lower  half  Hence,  since 
R  —  NEH  sin  Q,  the  electromagnetic  energy  generated  in  AB 
moves  outwards  from  AB  and  toward  its  ends,  then  contracts 
upon  the  rest  of  the  circuit,  all  the  energy  being  finally  dissipated 
in  heat.  While  the  enei^y  is  moving  outward  through  the  con- 
ductor AB  a  part  of  the  energy  is  dissipated  owing  to  the  resist- 
ance of  AB,  not  all  the  energy  developed  in  AB  reaching  the 
dielectric. 

9.  A  Concentrated  Eleotrlo  Char^  in  the  Presence  of  a  Concen- 
trated Magnifltio  Pole.  If  the  charge  and  pole  are  concentrated 
at  two  points  A  and  B,  respectively,  and  if  the  energy  flux  den- 
sity is  given  by  ^EH  sin  %,  the  energy  stream-lines  are  circles 
about  AB  and  AB  produced  as  axis.  Since  both  fields  are 
purely  static  in  this  case,  however,  there  is  no  reason  to  believe 
that  any  flow  of  energy,  even  in  closed  tubes,  exists.  To  recon- 
cile this  view  with  Poynting's  theorem,  we  have  only  to  remem- 
ber that  the  energy  flux  density,  in  the  general  case,  is  V£// 
sin  6  plvs  a  circuital  flux  density  a,  and  to  suppose  that  in  the 
present  case  a=  —  ^EH sin  fl,  or  R  =  o. 

10.  Electric  Radiation.  Electric  Waves.  The  damping  of  the 
mechanical  vibrations  describeil  in  §45,  III.,C,  XIII.,  was  as- 
sumed to  be  due  wholly  to  friction.  A  vibrating  mechanical 
system,  however,  unless  completely  surrounded  by  a  perfect 
vacuum,  which  is  not  possible,  will  set  the  adjacent  parts  of  the 
surrounding  medium  into  vibration,  thus  emitting  a  train  of  waves 
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Owing  to  the  energy  thus  radiated  to  the  surrounding  medium, 
the  motion  of  the  system  will  be  damped,  and  the  damping  so 
caused  may  greatly  exceed  the  damping  due  to  friction.  This  is 
true,  for  example,  in  the  case  of  a  vibrating  air  column,  most 
of  whose  energy  is  emitted  in  waves  of  sound. 

Other  things  being  equal,  it  is  clear  that  the  damping  due  to 
radiation  will  be  greater  the  greater  the  surface  communicating 
the  energy  to  the  surrounding  medium. 

The  damping  of  the  electrical  oscillations  discussed  in  §  43  C, 
XIII,,  was  also  assumed  to  be  due  wholly  to  the  dissipation  of 
energy  by  resistance.  But  since  the  electromagnetic  field  of  the 
system  extends  into  all  space,  it  is  evident  that  when  its  oscil- 
lations, or  variations  in  the  nearer  portions  of  its  electromagnetic 
field,  occur,  a  train  of  electromagnetic  waves  must  be  emitted  by 
the  system  and  propagated  into  space,  and  that  the  oscillations 
will  therefore  be  damped  owing  to  the  energy  thus  radiated. 
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Other  things  being  equal,  it  is  clear  that  the  damping  due  to 
radiation  will  be  greater  the  farther  into  space  the  stronger  parts 
of  the  system's  electric  and  magnetic  fields  extend.  Thus  the 
system  shown  in  Fig.  141,  in  which  the  fields  spread  far  out  into 
the  surrounding  dielectric,  is  a  good  radiator,  the  damping  due  to 
radiation  being  so  great  that  only  a  few  oscillations  are  com- 
pleted ;  while  a  system  such  as  that  of  Fig.  142,  whose  electric 
field  is  confined  almost  wholly  to  the  region  AB,  and  whose 
magnetic  field  is  confined  almost  wholly  to  the  region  CD,  is  a 
good  vibrator,  but  a  poor  radiator,  its  energy  being  completely 
radiated  into  space  and  dissipated  in  its  resistance  only  after  the 
execution  of  many  oscillations. 
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At  a  considerable  distance  from  an  electrical  oscillator  the 
electromagnetic  waves  crossing  a  limited  area  will  be  approxi- 
mately plane,  just  like  the  sound  waves  emitted  by  a  vibrating 
bell  or  diapason. 

In  the  electromagnetic  wave  train  emitted  by  a  symmetrica] 
"dumb-bell"  oscillator  like  that  of  Fig.  141,  consisting  of 
spheres  at  the  ends  of  circular  cylindrical  rods,  it  is  obvious  that 
at  any  point  the  electric  intensity  will  lie  in  the  plane  containing 


msm 


the  point  and  passing  through  the  axis  of  the  oscillator,  and 
the  magnetic  intensity  will  lie  in  the  plane  perpendicular  to  the 
axis,  both  intensities  being  perpendicularto  the  direction  of  propa- 
gation of  the  waves  by  Poynting's  theorem. ' 

Such  a  wave  train  passing  through  a  given  point  at  which  the 
electric  and  magnetic  intensities  oscillate  in  fixed  planes  is  said 
to  be  plane  polarised. 

Electromagnetic  waves  can  also  be  developed  by  means  of  the 
convection  of  electric  charges  or  magnetic  poles.  Thus  if  two 
equal  spheres,  with  equal  and  opposite  charges,  arc  made  to 
approach  and  recede  from  one  another  alternately,  a  wave  system 
very  similar  to  that  of  the  "dumb-bell"  oscillator  will  be  emitted. 

Also,  if  a  system  consisting  of  two  equal  spheres  with  equal 
and  opposite  charges,  mounted  upon  an  insulating  rod,  is  rotated 
uniformly  about  an  axis  passing  perpendicularly  through   the 
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center  of  the  rod,  another  interesting  and  important  wave  system 
will  be  emitted.  At  any  point  along  the  axis  of  revolution  each 
intensity,  always  perpendicular  to  this  axis,  remains  constant  in 
magnitude,  but  passes  uniformly  through  all  azimuths  during 
every  revolution.  The  radiation  along  the  axis  is  therefore  said 
to  be  circularly  polarised.  At  all  points  in  the  plane  of  revolu- 
tion of  the  centers  of  the  spheres,  the  radiation  is  plane  polarised. 
At  points  not  in  this  plane  and  not  on  the  axis  of  revolution, 
each  intensity  passes  uniformly  through  all  azimuths  during  each 
period,  reaching  a  minimum  and  a  maximum  value  twice  each, 
but  never  becoming  zero,  and  the  radiation  is  therefore  said  to  be 
ellipticaliy  polarised.  The  first  and  second  cases  are  particular 
cases  of  the  third. 

On  the  electron  theory,  waves  of  light,  which  are  electromag- 
netic waves  of  extremely  short  wave-length  and  period,  are  devel- 
oped by  the  vibrations  of  thfe  electrons,  .that  is  by  electric  con- 
vection, within  the  atom. 

For  the  continuous  production  of  electric  waves,  or  rather  for 
the  rapid  production  of  successive  trains  of  such  waves,  the  two 
conductors  of  the  oscillator  are  connected  permanently  to  the 
terminals  of  an  electrical  influence  machine  or  induction  coil  in 
operation,  as  shown  in  the  figures.  Every  time  the  volt^e  be- 
tween the  terminals  of  the  oscillator  reaches  a  certain  value,  the 
insulating  properties  of  the  dielectric  break  down  along  a  line 
between  the  terminals,  and  the  oscillations  occur,  the  path  of  the 
current  being  evident  from  the  spark.  With  the  cessation  of  the 
oscillation  the  insulation  is  restored,  the  voltage  again  increases,  a 
spark  occurs,  another  wave  train  is  emitted,  and  so  on  indefinitely. 

For  the  detection  of  electric  waves,  any  sufficiently  sensitive 
electric  vibrator  may  be  employed.  When  used  for  this  purpose, 
such  an  electrical  system  is  called  a  resonator.  One  of  the  com- 
monest forms  of  resonator  is  the  dumb-bell  form,  similar  to  the 
dumb-bell  vibrator.  Fig.  141,  but  with  a  shorter  spark  gap  E. 
If  such  a  resonator  is  placed  in  a  region  traversed  by  electric 
waves  with  the  rods  EF  parallel  to  the  direction  of  the  electric 
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intensity,  or  in  any  direction  not  perpendicular  to  the  intensity, 
an  e.m.f.  of  the  same  kind  as  that  of  the  vibrator  will  be  im- 
pressed upon  the  resonator  parallel  to  its  length,  and  oscillations 
will  be  set  up  therein.  If  the  maximum  value  of  the  voltage  de- 
veloped between  the  terminals  of  the  spark  gap  E  is  sufficient, 
the  insulator  within  the  gap  will  break  down  and  the  oscillations 
of  the  resonator  will  become  manifest  by  the  passage  of  a  spark. 
This  eifect  will  be  a  maximum  when  the  rods  EFaxe  parallel  to 
the  electric  intensity  of  the  waves,  and  zero  when  they  are  per- 
pendicular to  this  intensity.  For  a  given  angle  between  the 
electric  intensity  and  the  axis  of  a  resonator,  the  effect  will  also 
be  a  maximum  when  the  period  of  the  resonator  is  equal  to  that 
of  the  waves  (or  that  of  the  vibrator),  in  accordance  with  the 
principles  of  §  44,  XIII.  One  tuning  fork  set  into  resonant  vi- 
bration by  the  waves  from  another  in  unison  is  an  exact  mechiui- 
ical  analogue. 

The  sensitiveness  of  a  resonator  can  be  greatly  increased,  or 
the  minimum  intensity  for  which  it  will  give  noticeable  indications 
greatly  diminished,  by  the  addition  of  any  one  of  several  devices. 

One  of  the  most  effective  and  widely  used  of  these  adjuncts 
is  the  coherer  of  Branly.  This  consists  of  a  small  glass  tube 
plugged  at  the  ends  with  metallic  electrodes  and  loosely  packed 
with  metallic  filings,  or  other  small  pieces  of  metal.  The  elec- 
trodes are  connected  to  the  resonator,  usually  on  opposite  sides 
of  the  spark  gap,  and  also  to  the  terminals  of  a  circuit  contain- 
ing a  battery  and  a  galvanometer  or  other  current  indicator. 
Before  the  incidence  of  electric  waves  upon  the  resonator,  the 
electric  resistance  of  the  coherer  is  very  great  and  only  a  very 
small  current  traverses  the  galvanometer.  But  when  oscillations 
are  set  up  in  the  resonator  by  the  impact  of  electric  waves,  the 
resistance  of  the  coherer  is  greatly  diminished,  and  the  current 
through  the  galvanometer  is  therefore  greatly  increased.  The 
resistance  of  the  coherer  retains  its  reduced  value  aff:er  the  cessa- 
tion of  the  waves,  but  the  original  high  resistance  can  be  imme- 
diately restored  by  tapping  the  instrument  with  a  light  hammer. 
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In  practice  this  is  done  by  a  continuously  operating  hammer 
driven  electrically  by  a  separate  circuit.  The  diminution  of  re- 
sistance on  which  the  action  of  the  coherer  depends  is  probably 
brought  about  by  the  welding  together  of  the  metallic  particles 
on  the  passing  of  very  minute  sparks  between  them  when  even 
very  feeble  oscillations  are  set  up  in  the  resonator.  When  the 
particles  are  shaken  apart  by  the  hammer,  the  resistance  goes 
back  to  its  previous  magnitude. 

An  indication  of  the  relative  magnitude  of  the  electric  intensity 
is  given  by  the  maximum  distance  between  the  spark  gap  termi- 
nals of  the  resonator  (which  are  made  adjustable  when  the  in- 
strument is  used  for  this  purpose)  at  which  sparking  will  occur ; 
or,  if  a  coherer  is  employed,  by  the  diminution  of  resistance,  or 
increase  of  galvanometer  current,  produced. 

For  a  detailed  account  of  the  theory  of  electric  waves  and 
oscillations  and  of  the  extensive  experimental  investigations  (in 
full  accord  with  the  theory)  upon  the  subject,  the  reader  is  re- 
ferred to  Poincare's  Les  Oscillations  Eiectriques,  J.  J.  Thomson's 
Recent  Researches  in  Electricity  and  Magnetism,  Winckelmann's 
Handbuch,  and,  for  recent  digests,  to  the  Rapports  of  the  Inter- 
national Congress  of  Physics,  Vol.  II.  The  most  complete  treat- 
ment of  the  theory  of  the  propagation  of  waves  along  wires  is  con- 
tained in  Heaviside's  Electromagnetic  Theory  and  Electrical  Papers, 
For  the  electromagnetic  theory  of  light,  see  Drude's  Optik. 

The  following  paragraphs  contain  the  theory  of  some  of  the 
simplest  and  most  fundamental  phenomena  of  electric  waves. 

11.  The  Propagation  of  Eleotroma^etie  Distntbanoet  in  a  Kon- 
Condootiucr  Sieleotrio  Containing  no  Other  Eloetrie  or  Hagnetio 
Fieldi  than  Those  of  the  Diitnrbance  Itsell  In  this  case  the 
electric  convection  and  conduction  current  densities  are  zero,  and 
e  and  >i  are  constant  in  space  and  time.  Hence  the  Brst  and 
second  laws  of  circuitation  are 

(■  =  dDldt  =-  cdEldt  ^  curl  H  ("  1 1 ) 

and 

-  dBldt  =  lulHjdt  =  curl  E  (12) 
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(i  i)  is  equivalent  to  the  three  component  equations 

cdE^jdt ..  dH^jdy  -  dHJds  {a) 

cdE^jdl  =  dHJdB  -  dHJdx  {b)       (13) 

cdE^fdt  =  dH^fdx  -  dH^jdy  (c) 

and  (12)  is  equivalent  to  the  three  equations 

-  (tdHjdt  =  dEJdy  -  dEJds  (a^-i 

~  fidffjdi=  dEJds  -  dE,fdx  ■  {m     (14) 

-  fidHtfdl  =  dEJdx-  dEJdj'  (c)  I 

Simple  Plane  Wftve.  We  shall  consider  first  only  the  simplest 
of  plane  polarised  electromagnetic  waves,  viz.,  a  disturbance  in 
which  everywhere  fj  =  5^  =  o,  and  £[(=»  E)  is  independent  of 
X  and  y,  or  has  the  same  magnitude  and  direction  at  all  points 
of  any  plane  distant  z  from  XY  plane,  t.  e.,  a  plane  polarised 
plane  wave.     In  this  case  (13)  {a)  becomes 

dJ)Jdi{=:.  dDjdi)  =  cd£Jde{=  cdEjdt)  =  -  dHJds     (i  s) 

since  the  magnetic  intensity  must  be  independent  of  x  and  y  when 
the  electric  intensity  is  independent  of  arand^;  and  (14)  (*)  be- 
comes 

dB^fdt  =  fidHJdt  =-dE^ldz  (16) 

Differentiating  (15)  with  respect  to  /and  (16)  with  respect  to 
B,  and  combining  the  resulting  equations,  we  obtain 

d*E^jdt*=  ilcfid'E,fde*  (1;) 

d*DJdt*=  i/cf*dWJdt^  (18) 

Differentiating  (15)  with  respect  to  s  and  (16)  with  respect  to 
/  and  combining  the  resulting  equations,  we  obtain 

d*HJdt*=  ifcfi-d'HJdj^  (19) 

rf»5,/<ft»  =  I  /<r/i  ■  d^BJdx?  (20) 

These  four  equations  have  all  the  same  form  and  show  that 
the  electric  and  magnetic  intensities  and  inductions  are  propa- 
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gated  in  a  direction  parallel  to  the  axis  of  Z  with  the  velocity 

f-l/W  (21) 

To  demonstrate  thb,  we  have  only  to  obtain  the  general  solu- 
tion of  one  of  the  equations.  Choosing  (17),  introducing  two 
new  variables 

a  ■«  «  —  »( 
and 

where  v  is  given  by  (21),  and  eliminating  z  and  t  from  (17)  by 
means  of  these  equations,  we  have 

d^EJdadb  -  o,  or  d/da  (dEJdd)  =  djdd  {dEJda)  =  o 
Hence  dEJda  is  a  function  of  a  only,  and  dE^jdi  is  a  function 
of  b  only.     Therefore  E^  consists  of  the  sum  of  two  terms,  one 
a  function  of  a  only,  and  the  other  a  function  of  b  only.     Thus 
the  general  solution  of  (17)  is 

£,  -  F^{z  -  vt)  +  F^z  +  vt)  (22) 

where  F^{^  —  vt)  and  F^{z  +  vt)  are  arbitrary  functions  of  {z  —  vt) 
and  (z  +  vi),  respectively.  Either  function  may  be  zero,  but 
neither  can  be  constant  or  contain  a  constant  term,  since  a  con- 
stant field  is  excluded  by  the  conditions  assumed  above. 

F^{z  —  vt)  represents  a  disturbance  in  the  dielectric  traveling 
unchanged  in  form  in  the  positive  direction  of  Z  with  the  velocity 
V.     For  at  the  time  t+t',F,  has  the  same  value 

F,  [(«  +  vf)  -v{t  +  /')]  =  ^i(^  -  ^') 
at  the  plane  whose  Z  coordinate  is  z  +vf  which,  at  the  time  /, 
it  had  at  the  plane  whose  Z  coordinate  is  s. 

Similarly,  Fj(z  +  vt)  represents  a  disturbance  traveling  in  the 
negative  direction  of  Z  with  the  same  speed  v. 

At  the  time  /  =  o,  {22)  gives 

E,  =  F,iz)  +  F,{z)  (23) 

If  at  the  time  /=  o,  dE,/dl=i  o,  or  the  initial  electric  field  is 
static,  (22)  gives  also 

^i'W  =  -^,'W  (24) 
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Hence  we  have  at  the  time  /  ^  o  in  this  case,  by  integrating 
(24)  and  making  use  of  (23), 

F,(s)  =  F,{z)  =  ^£,  (2S) 

there  being  no  constant  of  integration,  since  there  is  no  perma- 
nent field. 

As  an  example,  suppose  that  at  the  time  /=  o,  £,  =Z>,/f  = 
2A  cos  2in:fL  between  the  limits  «  -=  +  L/4  and  s  =  —  Z./4, 
and  £,  =  o  everywhere  else ;  also  that  at  the  same  time  dEJdt 
=  o  everywhere.     Then 

F^s)  -  A  cos  2trzjL  «  Fj^e)  -  F{z) 
and  at  any  time  t 

E^~E=F{::-vt)-\-F{s-{-vf) 

K  A  cos  2trjL  -{s  —  vfj+A  cos  2irfL  ■  (z  +  vt) 
Thus  at  the  time  t  =  0  the  initial  static  displacement  or  in- 
tensity divides  up  into  two  equal  waves,  one  running  in  the  posi- 
tive direction  of  Z  with  the  speed  v,  and  the  other  running  in  the 


negative  direction  of  Z  with  the  same  speed.  At  the  time  /  tiie 
intensity  is  zero  everywhere  except  between  the  planes  s  =  vt 
+  i/4  and  s  =  vt—  L/4  and  between  the  planes  z  =  —  (vt  + 
Z/4)  and  s  ^  —  (vi  —  LJ4).  The  initial  disturbance  and  the 
disturbance  at  the  time  I  are  shown  in  Fig.  143. 
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13.  The  Eelation  Between  E  and  H  in  the  Eleotromagnetic 
"Wave.  From  the  exact  similarity  in  the  form  of  equations  (17) 
and  (19)  it  is  now  evident  that 

fft  -/.(■s  -  ^')  +/»(«  +  v^  (26) 

where  /,  and  /,  are  arbitrary  functions  of  (z  —  vt)  and  {s  +  vt), 
respectively. 

H^  is  the  total  magnetic  intensity.  For  since  £,  =  ^  «=  o, 
and  E^  =  E  \s  independent  of  x  and  y,  (14),  (a)  and  {/)  become 

-  lidH^ldt  =  -  lulHJdt  =  o 
which  gives 

the  constant  of  integration  being  zero,  since  there  is  no  perma- 
nent field. 

The  arbitrary  functions  /,  and  /,  are  closely  related  to  F^  and 
F^  as  will  appear  from  the  following  deduction  c/[  H^^  H  from 
(16)  and  (22).     From  (16)  we  have 

Hl=  //)=  -  ilp.fdE,ldsdt  (27) 

there  being  no  constant  of  integration.     Consider  the  disturbance 

E^  =  F^z  —  vt)  (28) 

traveling  with  the  velocity  v  in  the  positive  direction  of  ^.     Dif- 
ferentiation of  (28)  gives 

dE^lds  =  F^{!S-vt) 

which,  substituted  in  (27),  gives  for  the  disturbance/,  connected 
with  F^ 

Hj  =fii!  _  p?)  =  -  i/nfF^'{2  -vt)dt 

—  ilfivJdFls  ~  vt)jdt  di ■-  ilfivF^{z—vi) 

In  exactly  the  same  way  we  obtain  for  the  disturbance  f^  con- 
nected with  F. 
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-^1  "fl^  +  »')  ="  i/K  -  »)  ■  ^i(«  +  wO  -  -  i/Vk'  ■  ^»(«  +  *")  (30) 

which  is  exactly  analogous  to  (29),  since  the  velocity  of  the  dis- 
turbance/^(^  +  vi)  and  F^  +  &()  is  —  v. 
Thus  in  the  general  case,  when  E^^E^  is  given  by  (22), 

=  \i>.V  ■  [/?(«  -  2")  -  ^^^  +  I")] 

/,  {z  —  I//)  +/,(«  +  vt),  for  the  times  /  —  o  and  /  —  f,  is  shown 
in  Fig.  143  for  the  case  in  which  F^  >=  F^z)  —  A  cos  2-irsjL. 
Since  /,(«)  —  —/»(«)  =  ^*^i(*).  the  initiat  magnetic  disturbance 
is  zero. 

With  due  regard  to  the  directions  as  well  as  to  the  magnitudes 
of  the  electric  and  magnetic  intensities  and  the  velocity  of  the 
electromagnetic  disturbance  {F^  and  /[,  or  F^  and  /^,  which  will 
be  denoted  by  v,  both  (29)  and  (30)  give  the  relations 

Hj^~H)~  c^vE,  =- cWvE -  WvD  (3 2) 

and 

£;(-£)=.  ^W/I,v  -  pNHv  =  WBv  (3  3 ) 

since  i^=  i/rA*. 

Quantitatively,  either  of  these  equations  is  equivalent  to  the 
relation 

i^N'-icE-  (34) 

between  the  electric  and  magnetic  energy  densities. 

The  electromagnetic  energy  flux  density  at  any  point  of  the 
wave  is 

R  =  V£ff-  v(lcE'  +  ^f*/P)  (35) 

and  has  always  the  direction  of  the  velocity  of  the  wave. 

13.  A  Plane  Simple  Humonio  Wave  Train.  As  another  ex- 
ample, we  shall  assume 

£  =  £;  —  .^  cos  2irlL  ■  ivt  —  s)  (36) 

Then  we  have 

H=  H^r^cvA  cos  zwjL-iyt  —  z)  (37) 
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The  relation  between  E,  H,  and  the  time,  for  the  plane  z  =  q, 
as  well  as  the  relation  between  E,  H,  and  z,  for  the  time  /  =  o, 
is  shown  in  the  curves  of  Fig.  144, 

The  electromagnetic  energy  flux  density  at  the  time  t  across  a 
plane  distant  s  from  the  -¥'1' plane  is 

R  =  ^iEH=  cvA*  cos*  2ir/Z  ■  {vt  -  s)  (38) 

E  and  H  being  given  by  {36)  and  (37). 


As  shown  by  the  equation,  R  is  always  positive  except  at 
points  at  which  E  and  H,  and  therefore  WE/f=  R,  are  zero.  This 
is  of  course  obvious,  since  the  energy  travels  with  the  waves. 

The  mean  value  of  V  at  any  point  during  a  complete  period  is 

(R)  =  cvA^  X  mean  value  of  cos'  2w//.  ■  (vt  —  s) 

=  cvA*  X  mean  value  of  (39) 

J[i  —  cos  4-7r I L  ■  {vt  —  s)"]  ™cvA*J2 

Since  in  a  pure  electromagnedc  wave  the  electric  and  magnetic 
intensities  travel  with  the  same  velocity  v,  the  above  result  may 
also  be  obtained  from  the  relation 

R  =  v{\cE*  +  \^H*)  =  cvE*  -  fia>H*  (40) 
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The  mean  value  of  E?  is  j4*/2,  and  the  mean  value  of  H*  is 
^A*J2.     Hence  (R)  —  cvA^jl,  as  before. 

14.  A  Plane  Eleotroma^etic  Wave  Train  in  a  Hon-«ondnotiii^ 
Dielectric  Incident  and  Aefleoted  NonnaUr  at  a  Plane  Interface 
Separating  the  Dielectric  from  (1)  a  Perfect  Condnotor  or  a  Di- 
electric of  Infinite  FennittlTlty,  or  (S)  a  Perfect  lainlator  with 
Infinite  Indnotivity.  (l)  Reflection  from  a  perfect  conductor.  Let 
the  electric  intensity  in  the  incident  wave  train  be  denoted  by 
Ey^=  A  cos  {nt—pz)  (41) 

the  incident  wave  being  propagated  in  the  positive  direction  of  Z. 

If  E^^  were  the  total  intensity,  the  intensity  at  the  interface 
would  be  A  cos  nt,  a  quantity  dilTering  from  zero  except  at  two 
instants  in  every  period.  But  since  the  conductivity  of  the  con- 
ductor, or  the  permittivity  of  the  second  dielectric,  is  infinite,  a 
finite  intensity  parallel  to  the  interface  would  necessitate  an  infi- 
nite current  in  the  conductor,  according  to  Ohm's  law,  or  an 
infinite  displacement  in  the  second  dielectric,  which  is  inadmis- 
sible. Hence  there  must  be  a  reflected  wave  train  whose  in- 
tensity  E,.~A«>s(,t+f.)  (42) 

added  to  the  intensity  £„  of  the  incident  train  makes  the  total  in- 
tensity 

£, —  £^;-f  £j,  =.^ [cos  (»/—/£)  — cos («/  +  /^)]        (43) 

a  quantity  equal  to  zero,  when  ^  =  o,  for  all  values  of  t. 
The  total  magnetic  intensity  is 

H^'-H^+H^^  p/ftft  ■  A  [cos  (nt  -  pz)  +  cos  («/  -|-  /r)]   (44) 
Equations  (43)  and  (44)  may  be  written 

£",  "■  2A  sin  nt  sin  ps  —  zA  sin  2'irtjT-^n  2ws  j L     (45) 
H^=  2Ap(fin-co3  2irtfT  cos  2vzjL  (46) 

Thus  the  incident  and  reflected  wave  trains  interfere  to  produce 
a  system  of  standing  wanes.     The  electric  nodes,  or  points  (planes) 
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at  which  the  electric  intensity  and  displacement  are  permanently 
zero,  are  distant  from  the  interface  o,  Ljz,  L,  3Z/2,  etc.;  and  the 
antinodes,  or  points  (planes)  at  which  the  electric  intensity  reaches 
its  maximum  and  mitiimum  values,  are  distant  from  the  inter- 
face i/4,  3-£/4,  etc. 

The  magnetic  nodes  have  the  positions  of  the  electric  antinodes 
at  distances  i/4,  3Z./4,  etc.,  from  the  interface;  and  the  mag- 
netic antinodes  have  the  positions  of  the  electric  nodes  at  dis- 
tances o,  i/2,  L,  etc.,  from  the  interface.  Thus  the  magnetic 
intensity  is  a  maximum  or  minimum  where  the  electric  intensity 
is  zero,  and  the  electric  intensity  is  a  maximum  or  minimum 
where  the  magnetic  intensity  Is  zero, 

(2)  Reflection  from  a  perfect  insidator  with  infimte  inductivity. 
In  this  case  the  magnetic  intensity  at  the  interface  must  be  zero, 
since  otherwise  the  induction  {B  =  ^//)  in  the  dielectric  with  infi- 
nite inductivity,  and  the  "  magnetic  current,"  *  would  be  infinite 
except  at  two  instants  in  every  period.  Therefore  the  magnetic 
intensities  of  the  incident  and  reflected  wave  trains  must  be  equal 
and  opposite  at  the  interface.  Hence,  if  we  use  the  nomenclature 
of  (i),  we  have 

/T,  =  Apjfm  ■  [cos  {nt  —  ps)  —  cos  {nt  +  p£)\ 
=  2Apjiin  ■  sin  2'irtj  T-  sin  2ir2JL 
and  E^  =  A  [cos  {nt  —  ps)  +  cos  {nt  +  pz)'\ 

=  zA  cos  2irt}Tco&  iirsjL 

Thus  the  interference  of  the  two  trains  of  waves  produces  a 
system  of  standing  waves  in  which  the  magnetic  nodes  and  the 
electric  antinodes  are  located  at  the  interface  and  at  distances 
LJ2,  L,  etc.,  therefrom,  while  the  magnetic  antinodes  and  electric 
nodes  are  located  at  distances  Z./4,  3^/4,  sLJAi  ^^i  from  the 
interface.  Thus  the  nodes  in  this  case  occupy  the  positions  of 
the  antinodes  in  ( i ),  and  the  antinodes  the  positions  of  the  nodes 
m  (1). 

'That  ii,  the  rate  of  change  ol  magnelic  fltu,  by  analogy  wilh  dielectric  currenL 


D,g,t7cdb;/GOOgIC 


462  ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

10.  The  FInx  of  Ener^  in  a  System  of  Sta&dii^  Wavea.  For 
the  electromagnetic  enei^  flux  density  at  the  time  /  across  a 
plane  distant  2  from  the  XY  plane,  (45)  and  (46),  or  (47)  and 
(48),  §  14.  give 

R  =  V EyH^  -  A*pUn ■  sin  47r// T  ■  sin  4irs/L 

At    ■         ,iT      ■  ,r  t49) 

=  ci.>Jir  sin  ^irtjl  ■  sin  ^irsjL 

since  «'//'  =  r**  =  i  ffic. 

Thus  R  is  permanently  zero  at  all  points  for  which  sin  4'irBJL 
=  o,  that  is  at  all  electric  and  magnetic  nodes  (or  antinodes). 
At  any  point  between  an  electric  node  and  a  magnetic  node,  R 
goes  through  a  complete  cycle  of  positive  and  negative  values  in 
the  time  T/z,  its  amplitude  being  greatest  at  points  for  which 
sin  4V2JL  =  I,  that  is  points  half  way  between  electric  and  mag- 
netic nodes. 

At  any  instant  R  has  opposite  signs  on  opposite  sides  of  any 
node,  and  also  on  similar  sides  of  successive  nodes.  During  one 
quarter  oi  a  period  the  energy,  wholly  electrostatic  at  the  start, 
streams  from  the  electric  antinodes  (magnetic  nodes)  toward  the 
electric  nodes  (magnetic  antinodes),  being  completely  trans- 
formed into  magnetic  energy  at  the  end  of  the  quarter  period. 
During  the  next  quarter  period  the  energy,  wholly  magnetic  at 
the  beginning,  streams  from  the  magnetic  antinodes  toward  the 
electric  antinodes,  being  completely  reconverted  into  electro- 
static energy  at  the  end  of  the  quarter  period.  The  energy 
density  has  now  everywhere  the  same  value  as  a  half  period 
earlier,  but  the  sign  of  the  electric  intensity  is  everywhere  oppo- 
site. During  the  next  half  period  the  same  energy  transfer  and 
transformations  occur,  and  at  its  close  the  electric  intensity  and 
the  enei^y  density  have  the  same  values  as  at  the  beginning  of 
the  period. 

16.  The  Fropagation  of  a  Plane  Simple  Harmonic  Wave  Train  in 
a  Conducting  Medium  Containing  no  Other  Eleotromagnetio  Field 
than  Tliat  of  the  Wave  Train.     In  this  case  we  have 
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»■  =  -6£  +  cdEjdt  =.  curl  H  (50) 

*"^  -^/f/dt=  curl  £  (SI) 

from  which  the  six  component  equations  can  be  easily  written 
down. 

From  these  equations,  by  a  process  exactly  analogous  to  that 
carried  out  in  §  1 1,  we  obtain  for  the  simple  case  in  which  £^  ™ 
^  -I  o,  and  £■,  =  £  is  independent  of  x  and  y, 

kfuiEJdt  +  fKd*E^ldt*  =  d*E^ld^  (52) 

and  a  similar  equation  for  H^  the  other  components  of  H  being 
zero. 

To  solve  (52)  for  the  simple  case  of  a  harmonic  wave  train  of 
given  period  T,  or  given  wave-length  L,  progressing  in  the  posi- 
tive direction  of  Z  with  the  velocity  v  (to  be  determined),  assume 
Ej=£=  Ar"" cos  2i!JL-{vi—  i)  (53) 

For  the  sake  of  brevity  put 

n^  pv^  iir  I  T^  2irv  j  L  (54) 

then  (53)  twcomes 

£■,  —  £=  Af-""  cos  («/  —  pz)  (5  5) 

The  damping  factor  r"™  is  inserted  on  account  of  the  dissipat- 
ing effect  of  resistance,  m  being  a  quantity  to  be  determined. 

Substituting  for  E^  in  (52)  its  value  as  given  by  (55),  and 
equating  to  zero  separately  the  coefficients  of  sin  (nt  —  pz)  and 
cos  (nt  —  ps)  in  the  resulting  equation,  we  obtain  as  the  condi- 
tions that  (S5)  may  be  a  solution  of  (52), 

and  —  ii?t^  +  imp  =  o 

Hence      m -  n{~- ikJz  +  {{ik j zf  +  (^/2a)*]'}*  (56) 

and  /=-«{/*f/2-t-  [(/*r/2)»-J-{M/2H)']*}*  (57) 

both  m  and  p  being   positive  quantities,  since   the   waves  are 
damped  and  since  they  progress  in  the  positive  direction  of  z. 
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From  (54)  and  (57),  the  velocity  of  the  waves  is 

v^  n  ffi~  I  I  {im:,'  2  +  li^,^  /if  +  (^/  2nf]i}i        (58) 

being  thus  a  function  of  »  as  well  as  of  ft,  c,  and  k. 
The  total  niagnetic  intensity  is 

H=^H^=^~  iffij'dEjdsdt 

=  A  /  fin  ■  e'"[p  cos  (nt  —  pz)  +  w  sin  {nt  —  ps)\ 

If  we  put 

p  =  N  cos  Q  and  ot  =  iV  sin  5 
we  have 

and 

6  =  tan-'w*  // 

By  means  of  these  equations  (59)  may  be  written 

H^ -.  A{ttf  +  f)i I iin- cos  {nt  —  ps  —  S)  (60) 

For  good  conductors,  such  as  liquid  electrolytes  and  metals, 
the  ratio  {iicJ2)j{fi^J2n)  —  cnjk  is  exceedingly  small  except  for 
enormous  values  of  n.  Thus,  even  for  so  great  a  value  of  k  as 
10*,  cnjk  for  common  aqueous  solutions  of  salts  and  acids  is  of 
the  order  io~',  and  for  metallic  conductors  is  too  small  to  have 
been  detected  by  experiment.  For  good  conductors,  therefore, 
we  may  write  without  sensible  error,  except  for  enormous  values 
of  M, 

m=p=.  n{ni{2ny  =  {fikn/2)* 
and 

$  =  tan-'  tft/fi  =  inn-*  i  =  7r/4  (61) 

(55)  and  (59)  thus  become 

^  =,  ^^(-t-si*.  cos  n[t  -  (M/2«)t3]  (62) 

and 

11^  =  ^(;&/,*«)lf-(*'*"'')*'  cos  {»[/  -  {fii/2n)h]  -  ■7r/4}     {63) 


b.GoogIc 


THE   FLUX   OF  ELECTROMAGNETIC   ENERGY.         465 
The  velocity  of  the  wave  train  in  the  conductor  is 

»  =  ,//_(2,/M)'     ■  (64) 

The  relations  between  £^  =  £,  H^  =  H,  and  z  at  the  time 
t=o,  are  similar  to  the  relations  between  y,  /,  and  t.  Fig.  1 19, 

At  a  distance  3  from  the  origin  the  amplitudes  of  the  electric 
and  magnetic  intensities  are  less  than  their  amplitudes  at  the 
origin  in  the  ratio  r^*""'*' to  i.  The  distance  i/ot=:  (z/^w)', 
in  which  the  amplitude  of  either  wave  is  reduced  to  1  /e  of  its 
value  at  the  origin,  is  called  the  relaxation  distance  for  the  given 
medium  and  the  given  value  of  n.  The  distance  in  which  the 
amplitude  of  either  intensity  falls  to  any  fraction  of  its  value  at  the 
origin  is,  like  the  relaxation  distance  ifm,  inversely  proportional 
to  fi,  k,  and  «.  Thus  if  n,  k,  or  «  is  very  great  the  intensity  of 
the  waves  falls  off  very  rapidly.  If  either  k,  /i,  or  «  is  infinite, 
that  is  if  the  conductor  is  a  perfect  conductor,  its  inductivity  in- 
finite, or  the  frequency  of  the  waves  infinite,  all  ideal  cases,  the 
electromagnetic  disturbance  does  not  enter  the  conductor  at  all. 
Thus  a  perfect  conductor  or  a  medium  of  infinite  inductivity 
would  form  a  perfect  electric  and  magnetic  screen  in  either  a 
static  or  a  variable  electric  or  magnetic  field. 

For  copper,  when  w  =  2ir  x  lOO,  m^wfz  approximately. 
In  this  case  the  amplitudes  of  the  intensities  are  reduced  to  the 
fractions  0.208,  0.043,  *"d  less  than  1/500  the  origin  values  at 
the  distances  l,  2,  and  4  cms.,  respectively,  from  the  origin. 
When  «  —  27r  X  1,000,000,  m  =  sott  approximately,  and  the 
amplitudes  are  reduced  to  less  than  1/6,000,000  the  origin 
values  in  going  a  distance  of  i  mm. 

In  the  case  of  iron,  if /*=  1000,  w  =  20,  approximately,  when 
ff  IK  2ir  X  100.  The  amplitude  of  either  intensity  falls  off  to 
about  thirteen  hundredths  and  one  twenty-thousandth  part  of 
the  value  at  the  origin  in  traversing  the  distances  1  mm.  and 
S  mm.,  respectively.  When  11  =  2ir  X  1,000,000,  m  =  2000  ap- 
proximately, and  the  amplitudes  fall  off  in  i/io  mm.  to  about 
one  five  hundred  millionth  part  of  their  values  at  the  origin. 


b.GoogIc 


406         ELEMENTS  OF  ELECTROMAGNETIC  THEORY. 

These  examples  are  given  by  J.  J.  Thomson,  Elements  of  the 
Mathematical  Theory  of  EiectrUity  and  Magnetism,  p.  418. 

17.  The  Propftgfttioii  of  aa  Steotromagnetlo  Field  iato  a  Con- 
dnetiiig  Cylinder.  The  magnetic  field  of  a  long  circular  solenoid 
traversed  by  a  steady  current  is  described  in  §  20,  XII.  The 
electric  field,  if  the  resistance  of  the  solenoid  is  small,  is  weak, 
and  the  only  flux  of  energy  into  the  solenoid  is  the  flux  develop- 
ing the  Joulean  heat  in  the  wire.  In  what  follows  the  resistance 
of  the  solenoid  will  be  supposed  very  small  and  its  counter  e.m.f. 
negligible  in  comparison  with  the  e.m.f.  of  induction.  The  radius 
of  the  solenoid  will  be  denoted  by  a. 

If  the  magnetic  flux  through  the  coil  varies,  that  is  if  tubes  of 
magnetic  induction  move  outwards  or  inwards,  an  electric  field 
will  be  developed  within  and  without  the  solenoid.  The  lines  of 
electric  intensity  will  be  circles  centered  on  the  axis  in  planes 
perpendicular  thereto,  and  the  e.m.f.  around  any  circle  of  radius  r 
will  be  given,  in  magnitude  and  direction,  by 

27rr£  =  —  d^jdt 
where  d^jdt  is  the  rate  at  which  magnetic  flux  in  the  positive 
direction  crosses  the  circle  inwardly,  or  by 

2-irrE^  Ttrr^Bu 
where  u  is  the  velocity  of  the  tubes  of  magnetic  induction  at 
the  circle  of  radius  r.     The  electric  intensity  is  always  zero  on 
the  axis. 

The  energy  flux  density,  whose  direction  coincides  witli  the  di- 
rection of  motion  of  the  electric  and  magnetic  tubes,  is  ^  » "^EH, 
which  is  always  radial,  toward  or  from  the  axis. 

If  now  an  alternating  e.m.f.  acts  upon  the  coil,  the  electric  and 
magnetic  inductions  will  be  prop^ated  inwards  and  outwards 
alternately,  the  direction,  as  well  as  the  direction  of  motion,  of 
each  being  reversed  once  every  half  period. 

If  the  period  of  the  alternation  is  large,  so  that  the  distance 
traversed  by  the  tubes  of  induction  during  one  period  is  great  in 
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comparison  with  the  radius  of  the  solenoid  and  the  radii  of  all 
circles  of  electric  intensity  considered  (all  supposed  small  in  com- 
parison with  the  length  of  the  solenoid),  the  magnetic  induction 
will  have  sensibly  the  same  value  throughout  the  solenoid  at  any 
instant.  The  electric  intensity  at  a  distance  r  from  the  axis  will 
be  approximately 

E=-  Trr'lir^-{d<tldt)J2irr  =  r{d<i>jdt)l2v<^ 

if  r  is  less  than  a  ;  and 

E {d<i?jdt)J2-jrr 

if  f-  is  greater  than  a ;  $  being  total  flux  in  the  positive  direction 
through  the  solenoid  at  the  time  /. , 

If  the  period  of  the  alternation  is  small,  so  that  the  distance 
traversed  by  the  tubes  during  one  period  is  of  similar  magnitude 
to  that  of  the  radius  of  the  solenoid,  then  the  magnitude  and 
direction  of  both  intensities  will  vary  with  r. 

If  in  addition  the  core  of  the  solenoid  is  a  conductor,  or  if  it 
exhibits  hysteresis,  or  both,  as  when  made  of  iron,  then  the 
energy  of  the  tubes  will  be  partly  dissipated  during  their  propa- 
gation in  the  core.  Hence,  since  the  direction  of  each  intensity 
is  periodically  reversed,  the  amplitude  of  the  magnetic  intensity 
as  well  as  that  of  the  electric  intensi^,  will  steadily  diminish  as 
the  axis  is  approached. 

If  the  radius  of  the  core  is  great,  or  the  curvature  of  its  surface 
small,  the  law  of  the  diminution  of  the  intensities  with  the  dis- 
tance from  the  surface  is  approximately  the  same  as  that  deduced 
for  a  conductor  traversed  by  plane  waves,  §  i6,  the  ratio  of  the 
amplitude  of  either  intensity  at  the  distance  z  from  the  surface  to 
its  surface  value  being  approximately  ^-f"*"'''"^!. 

Precisely  the  same  form  of  reasoning  applies  to  the  propaga- 
tion of  an  alternating  electromagnetic  field  into  the  cylindrical 
conductor  of  §  3. 

The  same  form  of  reasoning  also  applies  to  a  cylindrical  con- 
ductor (§  6)  to  whose  surface  the  electric  intensity  is  not  parallel, 
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since  the  parallel  component  only  is  concerned  in  the  propagation 
of  energy  into  the  conductor. 

Thus  a  rapidly  alternating  current  is  not  distributed  uniformly 
throughout  the  conductor,  but  is  more  or  less  concentrated  near 
its  surface.  This  increases  the  resistance  of  the  conductor,  and 
decreases  its  inductance,  the  former  being  greater  the  less  the 
area  of  the  section  across  which  the  current  flows,  and  the  latter 
being  less  the  thinner  and  farther  from  the  axis  the  walls  of  the 
tube  through  which  the  principal  part  of  the  current  now  flows 

[§2i,(2),  xm.]. 

In  the  case  of  a  very  thin  wire,  all  points  of  the  surface  are 
very  near  to  the  axis,  hence  both  the  above  effects  are  small. 

18.  The  Fropftgation  of  Wavea  Along  Wires.  Since  the  elec- 
tromagnetic waves  discussed  in  §§11—15  '"^  propagated  un- 
changed at  right  angles  to  the  intensities,  it  is  clear  that  the 
results  there  obtained  hold  good  for  any  plane  plane  polarised 
wave,  whether  the  wave  front  is  infinite  or  not  and  whether  the 
direction  of  E  (as  well  as  that  of  H)  is  the  same  for  all  parts  of 
the  wave  front  or  not 

Thus  they  apply  to  plane  waves  propagated  between  two 
parallel  perfectly  conducting  planes,  or  to  waves  propagated 
along  two  parallel  perfectly  conducting  cylinders  concentric  like 
those  of  §§  22,  XIII.,  and  i,  or  side  by  side  like  those  of  §  24, 
XIII,  That  the  electric  and  magnetic  intensities  of  these  systems 
are  perpendicular  at  any  point  in  the  case  of  electric  waves  as  in 
the  case  of  a  steady  current  is  apparent  from  previous  discus- 
sions without  reference  to  (32)  or  (33),  §  12. 

If  the  resistance  of  the  conductors  is  not  zero,  but  small,  the 
relations  deduced  in  the  articles  referred  to  above  will  apply 
approximately.  Thus  electric  waves  travel  along  wires  of  small 
resistance  surrounded  by  a  given  medium  with  approximately  the 
same  velocity  as  in  free  space  containing  the  same  medium. 

If  the  two  wires  are  joined  at  the  end  remote  from  the  oscil- 
lator by  a  large  plane  conductor  perpendicular  to  their  lengths. 


b.Googic 


THE  FLUX  OF  ELECTROMAGNETIC   ENERGY. 


469 


or  even  by  bending  them  together,  a  system  of  standing  waves, 
resembling  that  of  §  14,  (1)  will  result,  with  an  approximate 
electric  node  and  magnetic  antinode  at  this  end. 

If,  on  the  other  hand,  the  wires  are  insulated  from  one  another 
at  this  end,  a  system  of  standing  waves,  resembling  that  of  §  14, 
{2)  will  result,  with  an  approximate  magnetic  node  and  electric 
antinode  at  this  end, 

19.  Xecbanioal  Analo^e  of  an  Eleotromagnetio  Tare.  Wavea 
la  FriotionleBs  Elaatio  Media.  Consider  a  plane  transverse  wave 
traversing  an  infinite  elastic  medium  in  the  positive  direction  of  Z. 
I^t  the  displacement  of  the  medium  take  place  parallel  to  the  Y 


rz! 

i 

axis.  Then  at  the  time  t  while  the  disturbance  is  crossing  any 
plane  distant  s  from  the  XFplane,  every  point  of  the  medium  in 
this  plane  will  be  shifted  in  the  same  direction  and  through  the 
same  distance,  y,  from  its  equihbnum  position. 

Fig.  145  shows  a  section  parallel  to  the  YZ  plane  of  a  portion 
of  the  medium  in  its  undisturbed  state  AB,  and  in  a  disturbed 
state  A'B'  at  the  time  /  while  a  wave  is  pjissing.  Every  infini- 
tesimal parallelepiped  with  its  sides  parallel  to  the  coordinate 
planes  which  is  bounded  on  the  sides  [^rallel  to  XY  by  planes 
distant  z  and  z -\-  dz  from  the  XY  plane  is  shifted  and  sheared 
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precisely  like  the  parallelepiped  abed,  which  is  shifted  and 
sheared  into  the  parallelepiped  a'b'c'tf . 

Let  the  shear  (equal  to  the  angle  between  ab  and  a'^)  at  the 
plane  z  be  denoted  by  D.     Then 

Z>  =  -  dyjdn  (65) 

the  negative  sign  being  chosen  since  D,  which  is  a  vector  per- 
pendicular to  ab  and  a'6',  is  positive,  as  in  the  case  represented 
in  the  figure,  when  a  right-handed  screw  rotating  from  ab  to  o*^ 
would  move  in  the  poative  direction  of  X  (up  from  the  plane  of 
the  paper  in  the  figure). 

I^  the  area  of  each  face  of  the  parallelepiped  parallel  to  the 
^K  plane  be  denoted  by  dS\  and  let  the  modulus  of  rigidity,  or 
shear  modulus,  of  the  medium  be  denoted  hy  n=  ije.c  being 
the  shear  permittivity.  Then,  if  E  denotes  the  shearing  stress 
in  the  plane  s, 

E-^nD~  —  ndyjds-^  —  ijcdyjdB  (66) 

The  shearing  force  upon  the  face  aV  is  therefore 

EdS~nDdS 
and  that  upon  the  face  b'd'  is 

-  (£  +  dEjdz  d£)dS  =>-n{D  +  dD\ds  ds)dS 

the  force  being  positive  when  directed  in  the  positive  direction  of 

the  yaxis.     The  total  force  upon  the  parallelepiped  <^h'c'(P  is 

therefore  jc-u   j  jc 

—  dEfds  dsdS 

Let  the  density  of  the  medium  be  denoted  by  /*.  Then,  since 
the  volume  of  the  parallelepiped  is  dz  dS,  its  mass  is 

fuizdS 

Let  the  velocity  of  the  parallelepiped  be  denoted  by  /T  (posi- 
tive when  in  the  positive  direction  of  Y).    Then 

I/=  dyjdt  (67) 
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Hence,  by  the  second  law  of  motion, 

luis  dS  dHjdt  -  -  dEjdz  ds  dS 
whence 

luiHjdt=~-dE{ds  (68) 

By  diflerentiating  (66)  with  respect  to  /  we  obtain 

cdEfdt  ~  dDjdt  =  -  djdt  ■  {dyfds) 

-  -  djdz  ■  (dyldt)  =  -  dHjdz       ^^^ 

By  differentiating  (69)  with  respect  to  /  and  (68)  with  respect 
to  X  and  combining  the  resulting  equations  we  obtain 

ctui^Ejdt*  -  d*E}ds'  (69) 

or  c^*Djdt*  =  d*Dldt*  (70) 

By  differentiating  (69)  with  respect  to  s  and  (68)  with  respect 
to  /  and  combining  the  resulting  equations  we  obtain 

epJ^Hjdt*  =  d^Hjd^  (71) 

or  ciJ^*Bfdt*  -  d^Bjdj?  (72) 

Equations  (69)-(72)  are  identical  with  equations  {i7)-(2o), 
and  show  that  all  the  results  of  |§  11-15  apply  also  to  the 
dynamical  waves  here  considered,  the  shear  permittivity  and 
density  of  an  elastic  medium  being  substituted  for  the  electric 
permittivity  and  magnetic  inducti\dty  of  a  dielectric,  shearing 
stress  and  shear  for  electric  intensity  and  displacement,  and  lin- 
ear velocity  and  momentum  per  unit  volume  for  magnetic  inten- 
sity and  induction. 

By  introducing  internal  friction,  the  analogy  may  be  readily 
extended  to  the  damped  electromagnetic  waves  of  §  16. 

20.  The  Streiiea  in  an  Eleotroma^fltic  Wave.  Electromag- 
netic  Bsdiatioa  Presaore.  At  every  point  in  an  electromagnetic 
wave  there  is  a  pressure  normal  to  the  plane  containing  the  elec- 
tric and  magnetic  intensities,  that   is  normal  to  the  wave  front. 
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equal  to  the  sum  of  the  electric  and  magnetic'  pressures,  or  the 
sum  of  the  electric  and  magnetic  energy  densities,  at  the  point, 
by  §§  40-41,  1.,  and  §  18,  XI,     Thus,  if/  denotes  this  pressure, 

In  a  single  ^awc,  or  train  of  waves,  \cE*  =x  ^fi/P  at  any  point, 
and,  as  seen  in  all  the  electromagnetic  waves  considered  above, 
the  electric  and  magnetic  intensities  at  any  point  are  perpendicu- 
lar to  one  another.  Hence  the  electric  tension  in  the  direction  of 
the  electric  intensity  is  just  neutralised  by  the  magnetic  pressure 
perpendicular  to  the  magnetic  intensity,  and  the  magnetic  tension 
in  the  direction  of  the  magnetic  intensity  is  just  neutralised  by  the 
electric  pressure  perpendicular  to  the  electric  intensity.  Thus 
the  pressure  p  normal  to  the  plane  of  the  intensities  is  the  total 
(dynamical)  stress  in  the  wave. 

In  wave  systems  in  which  at  any  point  ^cE*  is  not  equal  to 
\fi.fP,  as  the  systems  of  §  14,  there  is  in  addition  to  the  normal 
pressure  /,  a  tension  \cE*  —  IfilP,  or  a  pressure  If^/P  —  Jcit', 
parallel  to  the  electric  intensity,  and  a  tension  ^fi/P  —  Jr£*,  or 
a  pressure  \cE'  —  \[ifP,  parallel  to  the  magnetic  intensity. 

If  electromagnetic  waves  in  a  given  dielectric  (i)  are  incident 
normally  upon  the  interface  separating  this  dielectric  from  another 
medium  (2),  at  the  surface  of  which,  or  within  which,  the  inten- 
sities, and  therefore  the  pressures,  are  reduced  to  zero  (by  total 
reflection  from  the  interface,  partial  reflection  and  partial  absorp- 
tion, or  total  absorption),  the  interface  will,  in  accordance  with 
what  precedes,  experience  a  force  directed  toward  medium  (2) 
and  equal  to  /  x  the  area  of  the  interface  exposed  to  the  waves. 
If  the  waves  are  partially  transmitted  thr<mgh  medium  (2),  emerg- 
ing at  a  second  interface,  the  total  pressure  upon  medium  (2)  in 
the  direction  of  the  propagation  of  the  incident  waves  is  equal  to 
the  difference  between  the  values  of  p  at  the  two  interfaces. 

If  medium  (2)  is  a  perfect  conductor,  the  waves  are  totally  re- 
flected, the  electric  intensity  at  the  interface  is  zero,  and  the  mag- 
netic intensity  at  the  interface  is  twice  the  magnetic  intensity  of 
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the  incident  wave,  that  is,  2H  cos  nt,  if  H  cos  ni  denotes  the 
magnetic  intensity  at  the  interface  of  the  incident  wave.  Thus 
the  radiation  pressure  upon  the  interface  at  the  time  i  is 

fi  =  J/i(2H  cos  «/)*  =  2fiK'  cos'  nt  (74) 

and  the  mean  value  of  the  pressure  during  a  complete  period  is 

(fi)  K  2uH'  X  mean  value  of  cos'  nt 

(75) 
=  2AtH*  X  mean  value  of  (J  +  J  cos  2ni)  =  /iH* 

If  medium  (2)  is  a  non-conductor  with  infinite  inductivity,  the 
waves  are  totally  reflected,  the  magnetic  intensity  at  the  interface 
is  zero  permanently,  and  the  electric  intensity  there  is  twice  the 
electric  intensity  of  the  incident  wave,  that  is  2E  cos  «/,  if  E  cos  nt 
denotes  the  electric  intensity  of  the  incident  wave  at  the  inter- 
face.    Thus  the  pressure  upon  the  interface  at  the  time  i  is 

/'  =  Jc(2E  cos  «/)*  =  2cE' cos* ni—/'  (76) 

and  the  mean  value  of  ^-during  a  complete  period  is 

(/)_^E'_(/.)  (77) 

If  the  enei^y  of  the  incident  wave  is  totally  absorbed  by  me- 
dium (2),  there  is  no  reflected  wave,  and  the  pressure  upon  me- 
dhim  (2)  is 

/'  =-  j£<E  cos  nt)*  +  ^n(K  cos  ntf 

-  K^E*+  f^")  cos'  nt  =  J/'  =  y  ^^^* 

The  mean  value  of  the  pressure  during  a  complete  period  is 

(n-H'^'+i^-Hf')-iif)         (79) 

For  experimental  investigations  confirming  in  a  striking  man- 
ner thft  theory  of  radiation  pressure,  developed  independently 
and  in  different  ways  by  Maxwell  and  Bartoli,  see  P.  Lebedew, 
Ann.  der  Pkysik,  Vol.  6,  p.  433,  1901  ;  and  especially  Nichols 
and  Hull,  Astrophysical Journal,  Vol.  17,  p.  315,  1903. 

For  the  theory  of  vibration  pressure  in  general,  see  Lord 
Rayldgh,  PhUosophkal  Magazine,  Vol.  3,  p.  338,  1902. 
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